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PAKT I 
ELECTRIC RATES 



EXPLANATOBT NOTE: ^' ^ 

The schedules as set forth in this publication have been compiled 
from the lawful rate schedules filed with the Commission. It will be 
noted that the rates are classified as Commercial Lighting, Commercial 
Power, and Street Lighting. Of the rules and regulations, only those 
which directly affect the charges paid by the consumers have been in- 
cluded. They relate to the practice of the utility in connecting con- 
sumer's premises with the line, prompt payment discounts, penaltiei 
for delinquent* payments, charges for reconnecting the same consumer 
on the same premises, and the ownership of meters. 

Although many of the schedules have been revised and adjusted 
since the publication of the rates in 1912, there are still some schedules 
which contain unjustly discriminatory features. These inequalities 
are being eliminated as rapidly as feasible. 

The population of the municipalities is taken from the 1910 census^ 
no later authentic figures being available. 



RATE SCHEDULES 



As in Force November 10, 1916 



ABBOTSFORD. 

(Population 947) 

ABBOTSFORD ELECTRIC COMPANY. 

Method of generation, oil engines. 
Daily operating period, continuous. 

Commercial Ligbtiiig. 

Minimum charge per month, $1.00. 
Residence, 15 cts. per kw-hr. 
Business places, 12 cts. per kw-hr. 
Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

• 

Street liighting. 
General: 

2 — 60 watt, 220 volt, d. c. multiple tungsten lamps burning upon 

an all-night moonlight schedule. Rate $36 per lamp per year. 

6 — 150 watt, 220 volt, d. c. multiple tungsten lamps btlmlng upon 

an all-night moonlight schedule. Rate $72 per lamp per year. 

Ornamental: 

None. 

ADAMS. 

(Population ) 

FRIENDSHIP ELrECTRIC LIGHT & POWER COMPANY. 

(See Friendship for commercial rate schedule.) 

Street liighting. 

General: * 

22 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps burn- 
ing on a moonlight all-night schedule. Rate $28 per lamp per 
year. 
9 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlight all-night schedule. Rate $34.25 per 
lamp per year. 
Ornamental: 
None. 

APTON. 

(Population 115) 

J. HOLMES & SON. 

Method of generation, water power. 
Daily operating period, continuous. 
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Commercial lighting. 

Minimum charge per month, $1.00. 

First 8 kw-hr. per month 12% cts. per kw-hr. 

All above 8 kw-hr., 10 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Generate : 

3 — 40 watt, 112 volt, d. c. multiple tungsten lamps burning on a 
moonlight midnight schedule. Rate $10 per lamp per year. 
Ornamental: 

None. 

ALBANY. 

(Population 669) 

ALBANY ELECTRIC LIGHT & MILLING COMPANY. 

Method of generation, hydraulic and gas. 
Daily operating period, dusk to 11 p. m. 

Commercial Ligbtlng. 

Meter Rates: 

Minimum charge per month, 85 cts. 

Current, 10 cts. per kw-hr. 
Flat Rates: 

$1.00 per month for 120 watts. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

• 

Street Lighting. 

General: 

2 — 5.5 ampere, 110 volt, a. c. multiple carbon arc lamps burning 

on an every-night dusk to 11 p. m. schedule. Rate $42 

per lamp per year. 
12 — 40 watt, 110 volt, a. c. multiple tungsten lamps burning on an 

every-night dusk to 11 p. m. schedule. Rate $7.20 per lamp 

per year. 
58 — 40 watt, 110 volt, a. c. multiple carbon incandescent lamps 

burning on an every-night dusk to 11 p. m. schedule. Rate 

$7.20 per lamp per year. 
Ornamental: 
None. 

ALGOMA. 

(Population 2,082) 

MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum bill, 50 cts. per month. 

Current, 11 cts. per kw-hr. 
All meters shall be owned and installed by the customer. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

7 — 6.6 ampere, 72 volt, a. c. multiple carbon arcs burning on 
an all-night moonlight schedule. Rate $85 per lamp 
per year. 
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7 — 150 watt, 110 volt, a. c. multiple tungsten lamps burning on 
on all-night moonlight schedule. Rate $28.20 per lamp 
per year. 
25 — ^300 watt', 110 volt, a. c. multiple gas filled tungsten lamps 
burning on an all-night moonlight schedule. Rate $86 
per lamp per year. 
9 — 60 watt, 110 volt, a. c. multiple tungsten lamps burning on an 
all-night moonlight schedule. Rate $12.96 per lamp 
per year. 
Ornamental : 
None. 

ALLENTON. 

(Population 600) 

RUPLINGER WmSS HARDWARE CJOMPANY. 

Method of generation, gasoline. 
Daily operating period, continuous. 

Commercial Lighting. 
Meter Rates: 
Minimum charge per month, |1.00. 
% ct. per 16 c. p. lamp-hour (10 cts. per kw-hr.) 
Flat Rates: 

$0.75 to $1.00 per month for two or three 16 c. p. lamps. 
Meters are owned by the utility. 

A charge of from $2 to $5, according to the amount of line, is made 
for connecting consumer's premises with lines. 

Street Lighting. 

(tEneral: 

8 — 40 watt, 57 volt, tungsten lamps burning on a dusk to 10:30 
p. m. moonlight schedule. Flat charge of $60 per year for 
all street lighting. 
Ornamental : 
None. 

AUilA. 

(Population, 1,011.) 

ALMA ELECTRIC LIGHT CO. 

Method of generation, steam. 

Daily operating period, dusk to midnight. 

Commercial Lighting. 

Meter Rates: 
Minimum charge $1.00 per month. 

Current, 10 cts. per .kw-hr. with the following discounts: 
When bill amounts to $5.00 per month 10% discount. 

10.00 " 20% 

% 
20.00 " 40% 

Flat Rates: 

Stores, 40 cts. per month for each 16 c. p. carbon or 40 watt 

tungsten. 
Saloons, 60 cts. per month for each 16 c. p. carbon or 40 watt 

tungsten. 
Residence, 50 cts. per month for each 16 c. p. carbon or 40 watt 

tungsten. 
Residence, bedrooms, 25 cts. per month for each 8 c. p. carbon or 
25 watt tungsten. 



« <( 



15.00 " 30% 
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Lodge rooms, 10 cts. per month for each 16 c. p. carbon or 40 "watt 

tungsten. 
Churches, special, according to what is used. 
Company does not charge consumer for connecting building to line. 
Customer owns meter, or can rent one at 25 cts. per month from 
company. 

Street U^hting. 

General: 
24 — 40 watt, 220 volt, d. c. multiple tungsten lamps bumins on a 
midnight moonlight schedule. Rate |7.20 per lamp ]>er 
year. 
14 — 60 watt, 220 volt d. c. multiple tungsten lamps burning on n 
midnight moonlight schedule. Rate $7.20 per lamp per 
year. 
22 — 100 watt, 110 Tolt, d. c. multiple tungsten lamps burning on a 
midnight moonlight schedule. Rate $15.00 per lamp per 
year. 
Ornamental: 
None. 

ALMA CENTEB. 

(Population 417) 

WISCONSIN-MINNESOTA LIGHT & POWER COMPANY. 

Method of generation, hydraulic and transmission. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, $1.00. 

12^ cts. per kw-hr. for the first 50 hours' use of the active con- 
nected load, 8 cts. per kw-hr. for the next 50 hours' use and 
4^ cts. per kw-hr.- for the balance. 

ACTIVE LOAD. 

Cldss A. Where the total connected load is equal to or less than 
500 watts nominal rated capacity, 60% of such total connected 
load shall be termed active. Where the installation exceeds 
500 watts nominal rated capacity, 33%% of such part of 
the total connected load over and above 500 watts shall be 
termed active. 

Class B. In this class 80% of the total connected load shall be 
termed active, except sign and window lighting, 1^0% of 
which are active. 

Class C. In this class 55% of the total connected load shall be 
deemed active. 

CLASSinCATION OF SERVICE. 

Class A. Dwelling rooms; flat; rooming house (private); resi- 
dence. 

Class B. Bank, barber shop, billiard hall, card rooms, depot, dress- 
making parlors, express company, garage, halls, laundry, of- 
fices, post office, store or restaurant, saloon, theater, telephone 
company, telegraph company, sign, show case or similar adver- 
tising purpose windows. 

Class C. Asylum, armoi*y, blacksmith, church, convent, club 
rooms, factory, hotel, hospital, heating plant, lodge hall, livery 
stable, public building, rooming house, school, warehouse. 

lk>mmercial Power. 

Minimum charge per month $1.00 on installations of 1 h. p. or less. 

Minimum charge of 75 cts. per h. p. per month on installations of 

more than 1 h. p. 
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75 cts. per h. p. per month and 2 cts. per kw-hr. used for instal- 
lations of 20 h. p. or over. 6 cts. per kw-hr. for the first S^ 
hours' use of maximum demand and 3 cts. per kw-hr. for all Ift 
excess for installations of less than 20 h. p. The term mazt- 
mum demand is herein used to mean the rated capacity of 
motors or motor in horse power multiplied by 746 watta. 
Whenever motors and lights shall be connected upon the same 
meter, a minimum charge will be made as above for both m> 
tors and lights. 

Meters are owned by the utility. * 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

17 — 60 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps bum* 
ing all night, every night. Rate $24 per lamp per year. 
Ornamental: 

None. 

ALMOND. 

(Population 487) 

ALMOND EliEOTRIC COMPANY. 

Method of generation, oil engines. 
Daily operating period, continuous. 

Commercial liightiiig. 

Minimum charge per month $1.00. 
First 50 kw-hr. per month 15 cts. per kw-hr. 
Next 50 " " " 12% cts. '• '* 

" 50 " " " 10 cts. " 

Penalty of 10% added to bill if not paid by the 15th of the month 

following that in which the current was consumed. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lightinsr. 

General: 
24 — 150 watt, 220 volt, d. c. multiple tungsten lamps burning on a 
dusk to 11 p. m. every-night schedule. Rate $30 per lamp 
per year. 
1 — 500 c. p. gas filled tungsten lamp, same burning schedule a* 
above, $60 per year. 
Ornamental: 
None. 

ALTOONA. 

(Population 824) 

WISCONSIN-MINNESOTA LIGHT & POWER COMPANY 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Ugbtlng. 

vMeter Rates: 

Minimum charge per month, $1.00. 

Current, 12^^ cts. per kw-hr. for the first 50 hours' use of thm 

active connected load. 8 cts. per kw-hr. for the next 60 hounT 

use, and 4% cts. per kw-hr. for the balance. 

ACTIVE LOAD. 

Class A. Where the total connected load is equal to or less thaft 
500 watts nominal rated capacity, 60% of such total connected 
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load shall be termed active. Where the installation exceeds 

500 watts nominal rated capacity, 33%% of such part of the 

total connected load over and above 500 watts shall be termed 

active. 
Class B. In this class 80% of the total connected load shall be 

termed active, except sign and window lighting, 100% of "wlilcli 

are active. 
Class C. In this class 55% of the total connected load shall be 

deemed active. 

CLASSIFICATION OF SEBVICE. 

Class A. Dwelling rooms, flat, rooming house, private residence. 

Class B. Bank, barber shop, billiard hall, card rooms, depot, dress- 
making parlors, express company, garage, halls, laundry, of- 
fices, post office, store or restaurant, saloon, theater, telephone 
company, telegraph company, sign, show case or similar adver- 
tising purpose, windows. 

Class C. Asylum, armory, blacksmith, church, convent, club 
rooms, factory, hotel, hospital, heating plant, lodge hall, livery 
stable, public building, rooming house, school, warehouse. 

Flaming Arc Lamps, The company will furnish current at the 
regular price per kw-hr. for lighting service, but consumer 
shall purchase and install such lamps at his own expense and 
furnish or pay to the company the cost price of all carbons 
used in this operation. 

Ck>ininereial Power. 

6 cts. per kw-hr. for the first 50 hours' use of the maximum de- 
mand, and 3 cts. per kw-hr. for all in excess of this amount. 
The term "maximum demand" is understood to be the rated 
capacity of the motors connected, times 746 watts. 

Minimum Bill. The minimum power bill will be 75 cts. per h. p. 
per month as above determined where more than 1 h. p. is in- 
stalled. On installations of 1 h. p. or less the minimum bill 
is $1.00 per month. 

Whenever motors and lights shall be connected up on the same 
meter, a minimum charge will be made as above for both mo- 
tors and lights. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lightlniir. 

General: 

36 — 60 c. p., 75 ampere, a. c. series gas filled tungsten lamps burn- 
ing all night, every night. Rate $24 per lamp per year. 
Ornamental: 

None. 

AMEB7. 

(Population, 659.) 

AMERY EIiECTRKJ COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

CcHnmercial JA^hAin^, 

Minimum monthly charge, $1.00. 
Business Places: 
First 50 kw-hr. per month 12 cts. per kw-hr. 
Next 50 " " " 8 cts. " " 

All over 100 " " " 6 cts. " - 
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Residences : 
First 50 kw-hr. per month 12 cts. per kw-hr. 
All over 50 " " " 6 cts. " 

Electric Slaves: 

5 cts. per kw-hr. 

Discount of 10% on all of above rates if bill is paid by 10th of 
the month. 

Commercial Power. 

Motors of 10 h. p. and under: 

Minimum monthly charge, 75 cts. per h. p. 

First 200 kw-hr. per month 6 cts. per kw-hr. 

All over 200 " " " 3 cts. " 

Discount of 10% if bill is paid by the 10th of the month. 

Municipal Power. 

15 h. p. motor for pumping water, day service, 3^ cts. net per 
kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

19—80 c. p. and 48 — 60 c. p. 6.6 ampere, series a. c. gas filled tung- 
sten lamps burning on an all-night every-night schedule. Rate: 
First 1000 kw-hr. per month 6 cts. per kw-hr., all over 1000 
kw-hr. per month 3 cts. per kw-hr. 
Discount of 10 % if bill is paid by the 10th of the month. 
Obnamkntal: 
None. 

AMHERST. 

(Population, 629.) 
B. E. DWINELIi & GO. 

Method of generation, hydraulic. 

Daily operating period, dusk to midnight and 5 a. m. to daylight; 

7 a. m. to 12 noon on Monday, Tuesday and Thursday. 
Commercial Lighting. 
Meter Rates: 

Minimum bill, $1.25 per month, which includes meter rent. 
Current, 10 cts. per kw-hr. 
Meter rent, 25 cts. per month. 
Flat Rates: 

50 cts. per month per 16 c. p. lamp or equivalent 

Special rate of $1.50 per evening to opera house up to 12 o'clock. 

After 12 o'clock a charge of $1.00 per hour is made. 
No discount. 
Meters are owned by the utility. 
Consumers pay actual cost of connecting premises with lines. 

Street JAghtiag, 

General : 
15 — 400 c. p. 6.6 ampere a. c. series gas filled tungsten lamps burn- 
ing on a moonlight midnight schedule. Rate $38 per lamp 
per year. 
Ornamental: 
None. 

ANTIOO. 

(Population, 7,196.) 
ANTIGO EliECrTRIO CO. 

Method of generation, steam. 
Daily operating period, continuous. 
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Oommerdal Lightiiig. 

1. STANDARD LIGHTING RATE. 

liBTEB Rates: 

For all lighting service furnished under the classification herein 
referred to — including appliances for heating or power used 
from our single phase lines passing through the same meter 
and measured by means of meters owned and installed by tlie 
Antigo Electric Co., the following charges shall apply: 

Primary Rate. 12 cts. per kw-hr. for the first 30 hours' use per 
month or less of the active connected load. 

Secondary Rate. 9 cts. per kw-hr. for the next 30 hours' use per 
month or less of the active connected load. 

Excess Rate. 6 cts. per kw-hr. for all over sixty hours' use per 
month of the active connected load. 

The active connected load shall in each case be a fixed percentage 
of the total connected load, consisting of lamps and appli- 
ances, etc., installed upon the customer's premises, and as 
shown in the following classifications: 

CUus A. This class shall include residences, dwellings, flats, pri- 
vate rooming and boarding houses and where the total con- 
nected load is equal to or less than' 500 watts, 60% of such 
total connected load shall be considered active; where the total 
connected load exceeds 500 watts, 33%% of the excess over 
and above 500 watts shall be considered active. 

Class B. 60% of the total connected load shall be considered ac- 
tive. This class shall include banks, city and county buildings, 
churches, federal buildings, factories (including machine 
shops, blacksmith shops, tin shops, cigar factories, wood work- 
ing establishments, and other manufacturing establishments 
closing not later than 6 p. m. ) , freight and storage warehouses, 
garages, hotels, public, private and parochial schools. 

CUiss C. 75% of the total connected load shall be considered ac- 
tive. This class shall include bakeries, bsirber shops, bams 
(private and livery), breweries, bowling alleys, book and no- 
tion stores, crockery and china stores, corridors and halls in 
office and apartment buildings when on a separate meter, 
candy and fruit stores, clothing and furnishing stores, dry 
goods stores, dressmaking shops, drug stores, depots, express 
offices, electrical supply stores, flour and feed stores, furniture 
stores, grocery stores, grain elevators, dance and public halls, 
hair dressing and manicure parlors, harness shops, hardware 
stores, jewelry stores, laundries, meat markets, millinery 
stores, music stores, moving picture shows, offices (commercial, 
professional and private), opera houses, photograph studios, 
plumbing shops, printing shops, restaurants, roller skating 
rinks, shoe stores and repair shops, second-hand stores, sta- 
tionery stores, tailor shops, tea and coftee stores, tobacco and 
cigar stores, telephone offices, and all other consumers not 
otherwise specifically provided for in this schedule. 

Class D. 80% of the total connected load shall de deemed active. 
This class shall consist of card and club rooms, lodge halls, 
pool and billiard halls, saloons, department stores. 

Class E. The total connected load shall be considered active. 
This class will consist of flaming arc lamps used for street 
decorations, general street decorative lighting, signs, outline 
and window lighting. 
:Minimum Bill. Minimum bill shall be 75 cts. per month. 
JHscount. A cash discount at b% will be allowed on all bills made 
under the standard schedule, if paid on or before the 15th of 
the month following the date of MIL 
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Discontinuance of Service and Re-connection of Meters. In all 
cases where the bill for the preceding month's service has not 
been paid by the 20th, the service shall be discontinued and 
the meter removed without further notice. For the re-instal- 
lation of the meter and re-connecting the service for the same 
customer on the same premises, a charge of |1.00 will be made 
and must be made in advance. ' 

2. OPTIONAL LIGHTING RATES. 
Meter Rates: 
The minimum charge for lighting service under meter rates shall 

be 76 cts. per month. 
A cash discount of 5% -will be allowed on all lighting bills if paid 

before the 15th of month following date of bill. 
This company shall furnish .and install all meters at their own 
expense, which meters shall remain the property of the com- 
pany and may be removed by them at their option. 
General Lighting. For (110) lighting service, per kilowatt hour 
used in one month: 

Fir&t 100 kw-hrs 10 cts. per kw-hr. 

Second 100 *' 9 " " . " 

Third 100 " 8 " " 

Fourth 100 " 7 " " 

Fifth 100 " 6 " " 

All Over the above amounts. . 5 " *' " 
Sign Rate. All signs will be operated on a separate meter at the 
rate of 6 cts. per kw-hr., subject to the above minimum and 
discount. 
Cooking Rate. A separate meter will be installed on all electric 
cook stove services and a rate of 4 cts. per kw-hr. will apply, 
subject to a cash discount of 5% if pail on or before the 15th 
of month following the date of bill. Minimum $1.00 per month. 

3. BREAK-DOWN OR EMERGENCY COMMERCIAL LIGHTING 

SERVICE 

Service Charge. $1.50 per month per active kw. The amount of 
the active load shall be computed upon the basis of the per- 
centage shown in the classification of the standard lighting 
rate. 
Energy Charge. First 500 kw-hr. per month 6 cts. per kw-hr. All 
above 500 kw-hr. per month 4 cts. per kw-hr. 
Discount of 5% on all bills if paid before the 15th of the month fol- 
lowing that for which service was rendered. 

Flat Rates: 
All Tungsten Lamp Installation. $1.25 per month for each 100 
watts installed. The minimum installation under this rate 
shall not be less than 100 watts and shall be subject to the 
following rules: 

1. The customer is to furnish all wiring and lamps operating under 

this contract and to renew same at his own expense when 
necessary. 

2. Lamps so operating shall only be burned when necessary. 

3. All lamns shall be cut off when the places in which they are in- 

stalled are closed up for the night. 

4. Installations operating under this rate shall be subject to the 

inspection of the Antigo Electric Co*s representatives at any 
and all times. 

5. The Antigo Electric Co. reserves the right to cancel this rate 

and discontinue the service at any time the customer may 
attach additional lamps, substitute lamps of greater wattage, 
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or add any appliances without giving due notice to the com- 
pany. Fans and all other electrical apparatus will not 
ured in installations of this class but must be paid for 
at regular schedule rates. 

Store Window Lights. $1.50 per month for each 100 watts in- 
stalled. Minimum installation 100 watts. 

Hall Lights. All night hall lights, each lamp up to 50 w^atts, 
$1.00 per month. 

Barn Lights. Each lamp up to 50 watts, 75 cts. per month. 

Commercial Power. 

All electric current for power service will be furnished through 

meters, according to the classifications and rates hereinafter 

provided. 
All meters will be installed by this company at its own expense, 

said meters to remain the property of the company and to be 

subject to removal at its option. 
All motors and wiring for same to be furnished by the customers. 
All bills for electric power service will be rendered on the 1st of 

each month for the preceding month's service. All bills due 

and payable on the 15th of month following date of bill. 
All bills for electric power service will be subject to a discount of 

5%, if paid on or before the 15th of the month following date 

of bill. 

CULSSTFIOATTON AND RATES. 

Class 1. Small motors operated from our single phase lighting 
lines (unless included in installations of two or more motors 
operating under class 3), meter rate, 10 cts. per kw-hr. 
Minium charge shall be 75 cts. per month. 
Cla^s 2. Motors from 1 h. p. to 5 h. p., inclusive, will be operated 
from our single phase lines at meter rate of 10 cts. per kw-hr. 
Minimum charge shall $1.00 per month for the first h. p. and 

50 cts. for each additional h. p. 
All bills for class 2 power exceeding the minimum rate, will be 
discounted 20% for quantity used. 
Class 3. Polyphase motors will be operated from our 220 volt 
power lines at the following rates: 

First 100 kw-hr 6 cts. per kw-hr. 

Second 100 kw-hr. . . . : 5 cts. per kw-hr. . 

Next 500 kw-hr 4 cts. per kw-hr. f 

All over 700 kw-hr 3 cts. per kw-hr. j 

Minium charge shall be $1.00 per month for the 1st h. p. and | 

50 cts. for each addional h. p. 

Flat Rates: 
Class 4.. Piano motors, operated from single phase lines, inde- 
pendent of lighting, $2.00 each per month. 
Class 5. Small fan motors, operated from single phase lines, inde- 
pendent of lighting, $3.00 each per month. 
Any owner of a motor power equipment, operating under class 2 
or 3 rates, whose entire equipment will be out of service for 
30 days or more, may avoid the full minimum, charge by giving 
3 days' notice to this company and asking that service be cut 
off. For such disconnected service a charge of 50% of the full 
minimum must be paid by the customer. 
Automobile Battery Charging 

Up to 5 amperes capacity $0.25 each. 

5 amperes and over ' .50 

Refilling batteries with acid 25 

All battery charges must be paid for before they leave the office. 

Editor's Note: Bates for power service on lighting circuits are also optional if such 
service comes under Standard lighting rate. 
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2 Surety Deposit: 

■^ A cash deposit of $5.00 may be required from residence consumers 

to insure payment of monthly bills. From commercial con- 
sumers who have had service for a year or more the company 
may require a cash deposit sufficient to cover an average 
monthly bill based upon bills for the twelve months ending 

-' with the current month. In case of new consumers the com- 

pany may, during the first year, require a reasonable deposit, 
which in no case shall exceed $50.00. After consumers have had 
service for one year the deposit shall be in accordance with the 

i: practice outlined for other commercial users. 

e: Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

^ Street liighting. 

* » General: 

83 — 400 watt, 110 volt, d. c. multiple tungsten lamps burning on an 
I all-night every-night schedule. Rate $78 per lamp per 

year. 
Ornamental : 
None. 

APPLETON. 

(Population 16,773.) 

WISCONSIN TRACTION, LJGHT, HEAT & POWE31 OO. 

Method o^ generation, steam and hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge, $1.00 per month. 

Current, 12 cts. per kw-hr., subject to discount for quantity con- 
sumed as follows: 

$5 to $10 per month 5% 

10 to 20 " *' 10% 

20 to 30 '• " 15% 

30 to 40 " " 20% 

40 to 50 " " 25% 

50 and over" " 30% 

Optional Rate: 

12 cts. per kw-hr. for first 100 kw-hr. 
10 '• " " " next 100 kw-hr. 
8 " " " ** " 100 kw-hr. 

6 " " " " " 300 kw-hr. 

4 " " " " " 400 kw-hr. 

3% " ** *• all over 1000 kw-hr. 
The two schedules of rates are used interchangeably, the customer 

being given whichever rate figures to his benefit. 
Discount 5% if paid within 10 days from date of bill. 
To customers supplying their own lamp renewals an allowance of 
% ct. per kw-hr. will be made. 

Commercial Power. 

Minimum charge $2.00 per month for each motor of 2 h. p. and less, 
and an additional $1.00 per h. p. or fraction thereof for each 
motor over 2 h. p. 
Current, 8 cts. per kw-hr., subject to discounts for quantity con- 
sumed as follows: 
From 100 to 200 kw-hr. per month 5% 
From 200 to 300 " " " 10% 

From 300 to 400 " ** " 15% 

From 400 to 500 " *' " 20% 

2— E. R. 
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Optional Rates : 

8 cts. per kw-hr. for first 100 kw-hr. 
6 cts. '* " " next 100 
5 cts. " '* " " 100 
4 cts. " " " " 300 " 
3 cts. '* *' all over 600 
The two schedule rates are used interchangeably, the customer be- 
ing given whichever rate figures to his, benefit. 
A discount of 5% is allowed upon bills paid within ten days from 

date of bills. 
Wholesale Power Rate: 

Wholesale power rate for installations not less than one hun- 
dred kilowatts, with minimum charge of at least |2,100 per 
annum payable at the rate of |175 monthly. 
Demand Charge: 

First 100 kw. at $21.00 per annum per kw. 
Next 100 " " 18.00 " " " " 

•• 100 •• •* 16.00 •' " " " 

All over 300 " " 12.00 " " '* " 

Plus monthly energy charges as follows: 

First 10,000 kw-hr. per month at 1. ct. per kw-hr. 
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All over 100,000 kw-hr. per month at 0.45 cts. per kw-hr. 
For prompt payment at company's office, of monthly bills within 
ten days from their date, there will be allowed discounts of 5% 
on first $25 and 1% on amounts in excess of $25. 
Optional Schedule. 

STANDARD RATE. 

To customers signing the company's standard form of contract 

providing for service for one year or more, the charge for 

electric service shall be computed on the following basis: 
Demand Charge. (Payable in equal monthly InPtallments.) 

$42.00 per year each kw. of demand of the first 10 kw. 

$30.00 per year for each kw. of demand of the next 50 kw. 

$24.00 per year for each kw. of demand in excess of 60 kw. 
Energy Charge. 

5 cts. per kw-hr. for the first 100 kw-hr. consumption during 
month. 

4 cts. per kw-hr. for the next 900 kw-hr. consumption during 
month. 

3 cts. per kw-hr. for the next 3000 kw-hr. consumption during 
month. 

2 cts. per kw-hr. for the next 6000 kw-hr. consumption during 
month. 

11^ cts. per kw-hr. for all energy consumed in any month in 
excess of 10,000 kw-hr. 
(a) Lighting Sebvice. 

The foregoing rate shall apply to all .customers utilizing com- 
pany's electric service for lighting and receiving free re- 
newals of company's standard lamps. 
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(b) Power Service. 

The foregoing rate, less one-half cent per kw-hr., shall apply 
to (1) all customers utilizing company's service for the 
operation of electric motors and not receiving any free 
renewals of company's standard lamps, and to (2) all cus- 
tomers utilizing company's service for any purpose and 
not receiving any free renewals of company's standard 
lamps. 

(c) LiMriED OR * Off-Peak" Service. 

The foregoing rates for lighting and power service, respectr 
ively, less one-half of the "demand charge" shall apply to 
all customers contracting to utilize and utilizing the com- 
pany's service at times during the calendar day, other than 
during the hours of the months specified as follows: 

Hours during which service shall not 
Month. be used. 

October 5:30 p. m. to 7 p. m. 

November 5 : 00 

December 4:30 

January 4:40 

February 5:20 

March 6:00 

(d)' "Tbn-Seven" Service. 

The foregoing rates for lighting and power seryice, respect- 
ively, less three-quarters of the "demand charge" shall 
apply to all customers contracting to utilize and utilizing 
the company's service only during the hours 10 p. m. to 
the following 7 a. m. 

MEASUREMENT OF DEMAND. 

In the application of the "Standard Rate," the consumer's demand 
shall be determined by measurement or assessments as fol- 
lows: 

(A) Lighting Service. 

(a) In installations of 1 kw. connected and less, demand 
shall be determined as 100% of the first 300 watts connected, 
plus 66%% of connected load in addition to the first 300 watts, 
except where tests indicate the demand to be larger than that 
computed on the basis. 

(b) In' installations greater than one kw. connected, the 
demand shall be measured. 

(B) Power Service, 

The demand of a consumer using company's service for 
power shall be determined as the maximum rate at which en- 
ergy is used for any continuous period of fifteen consecutive 
minutes, as shown by integrating watt meter. 

DISCOUNT FOR PROMPT PAYMENT. 

On bills paid at oflices of company or its authorized collection 
agencies within 10 days of date of bill a discount of 5% of the 
first $25.00 and 1% on amounts in excess of $25.00 will be 
given. This discount shall apply only where the prompt pay- 
ment of 5% provided for in the existing increment rate sched- 
ules, is not given. 

Surplus Power. 

24 hours per day, 6 days per week for installations of from 
2,000 to 3,000 h. p. 6 mills per kw-hr. Company reserves 
the right to disconnect service during peak loads. 

The city is divided into a number of districts and all meters In 
each district are read on an appointed date each month. The 
bills are made out the following day and delivered the next day. 
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For the reconnection of an electric meter for the same consuinei 

upon the same premises a charge of fl.OO is made. 
Meters are owned by utility. 
Company does not charge consumer for connecting building to line 

Street lighting. 

General: 
221 — 6.6 ampere, a. c. series carbon arc lamps burning all nisht, 
every night. Rate |65 per lamp per year. 
53—^100 c. p., 6.6 ampere, a. c. series tungsten lamps burning all 
night, every night. Rate |40 per lamp per year. 
1 — 100 c. p., 6.6 ampere, a. c. series tungsten lamps burning all 
night, every night. Rate |25 per year. 
* Ornamental: 
None. 

ABOADIA. 

(Population, 1,212.) 

MUNICIPAIi PLANT. 

Method of generation, steam. 

Daily operating period, dusk to 11 : 30 and 5 a. m. to daylight. 

Commercial liighting. 

Meter Rates: 

Minimum charge per month, |0.75. 
8 cts. per kw-hr. 
Flat Rates: 
10.50 per month for one 16 c. p. lamp or equivalent 
0.90 " " " two 16 c. p. lamps 
1.25 " " *' three 16 c. p. lamps 

Commercial Power. 

Minimum monthly charge. $1.00 for the first h. p. and |0.50 for 
each additional h. p. 

First 50 kw-hr. 7 cts. per kw-hr. 

Next 100 " 6 cts. " " 

All over 150 kw-hr. 4% cts per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. « 

General: 

98 — 100 c. p., 4 ampere, a. c. series, gas filled tungsten lamps, bum- 
on a moonlight dusk until 11:30 schedule. Rate $15 per 
lamp per year. 
Ornamental: 
None. 

AltOYLE. 

(Population, 603.) 

MUNICIPAL PLANT. 

Method of generation, hydraulic and oil engine 
Daily operating period, continuous. 

Commercial Lighting. 

8 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
100 — 40 watt, 220 volt, d. c. multiple tungsten lamps, burning on 
an every-night midnight schedule. 
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4 — 400 watt, 220 volt, d. c multiple tungsten lamps burning on 
an every-night midnight schedule. No charge made for 
street lighting. 
Ornamental: 
None. 

ARKANSAW. 

(Population, 294.) 

DLTIAND LIGHT AND POWER COMPANY. 

Method of generation, hydraulic. 

Daily operating period, 24 hours daily except Sunday. 

Commercial Lighting. 

(For rate schedule see Eau Galle.) 

>»treet Lighting. 

None. 

ASHLAND. 

(Population,. 11,594.) 

ASHLAND LIGHT, POWER & STREET RAILWAY CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 
^Incandescent. Minimum bill: less than 16 c. p. lights connected, 
25 cts. Five lamps and over,-5 cts. per lamp per month. 

Residence Lighting. 12 cts. per 1,000 watt-hours. 10 cts. per 
1,000 watt-hours, when consumption per month in 1,000 watt 
hours equals the number of 16 c. p. lights installed. 

Business Lighting. 10 cts. per 1,000 watt-hours for four hours each 
day. 6 cts. per 1 000 watt-hours for all current used over that 
time. The rate is based on the number of lights connected. 

Factory Lighting. 5 cts. per kw-hr. 

Discount of 5% if paid before the 10th of each month. 

Municipal Lighting. 2 3 cts. per kw-hr. (no discount). 

Arc Light. Minimum rate $2.50 per lamp per month. 10 cts. per 
1,000 watt-hours for four hours each day, and 6 cts. for cur- 
rent used after that. Discount 5% if paid before the 10th of 
each month. 

Wholesale Lighting. 2 cts. per kw-hr., customer to use not less 
than 14,000 kw-hr. per month and to furnish step-down trans- 
former and all other receiving apparatus. 
Flat Rates: 

Incadescent Bu^siness. 

1 16 c. p. half night, 65 cts. All night, 90 cts. per month. 

1 No. 2 Gem lamp, half night, $1.00. All night, $1.50 pex 

month. 
1 No. 3 Gem lamp, half night, $1.15. All night. $2.00 per 

month. 
1 No. 4 Hem lamp, half night, $1.65. All night, $2.75 per 

month. 
1 No. 5 Gem lamp, half night, $2.20. All night, $3.35 per 
r^rnth. 

Signs, Outlines, Windows, Etc. 8 cts. per 1,000 watt-hours at the 
following consumption per hour per lamp: 2 c. p. 10 watts; 
4 c. p.' 20 watts; 8 c. p. 30 watts; 16 c. p. 50 watts. Each lamp 
is figured to burn 2,000 hours per year (dusk to 12:00 p. m.). 

Nemst Lamps. All night, $1.50 per glower per month. Half 
night $1.15 per glower per month. 

Discount on incandescent and Nernst business fiat rate 10% if 
paid before 10th of each month. 
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Arc Lights, All night, $7.00 per lamp per month. Half night 
$5.00 per lamp per month. 

Cooking and Heating Rate. Minimum monthly charge |3.00. Cur- 
rent 3 cts. per kw-hr. 

Qoinmercial Power. 

Minimum charge per month $1.00 per h. p. for first 5 h. p. and $0.68 

for each additional h. p. 
10 cts. per 1,000 watt-hours when used less than one hour per day. 
9 cts. per 1,000 watt-hours when used one and less than two hours 

per day. 
8 cts. per 1,000 watt-hours when used two and less than three hours 

per day. 
7 cts. per 1,000 watt-hours when used three and less than four hours 

per day. 
6 cts. per 1,000 watt-hours when used four and less than fiye hours 

per day. 
5 cts. per 1,000 watt-hours when used over five hours. 
Optional Power Rate. $2.00 per h. p. per month plus 2 cts. per 

1,000 watt-hours. 
Discount 5% if paid on or before the 10th of each month. 
Wholesale Power, 

(1) 24 hour service, not less than 100 h. p. Minimum monthly 

charge $0.50 per h. p., current 1^ cts. per kw-hr. 

(2) 24 hour service, not less than 200 h. p., measured on peak 

during month, on five year contracts, $30 per h. p. per 
annum. 
Non-Peak Power. 

Taken between sunrise and sunset. Not less than 15 h. p. 2 cts. 
per kw-hr. Minimum monthly charge $0.58 per h. p. Not 
less than 50 h. p. 1 ct. per kw-hr. . Minimum monthly charge 
$0.50 per h. p. 
Secondary Power, 
When available, not less than 7 hours a day and in quantities 
not less than 100 h. p., $24 per year per h. p. 
Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 
Company may require deposit to Insure payment of bills. 

Street Lighting. 

Genekal: 

63 — 4 ampere, d. ic. series magnetite arc lamps, burning on an all- 
night every-night schedule. Rate $50 per lamp per year. 
442 — 25 c. p., 6 ampere, a. c. series tungsten lamps, burning on an 
all-night every-night schedule. Rate $12.35 per lamp per 
year. 
Ornamental: 
None. 

ATHENS. 

(Population, 904.) 

ATHENS EIvECTRIC LIGHT AND POWER COMPANY. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per monh, $1.00. 

First 100 kw-hr. per month, 12 cts. per kw-hr. 

Next 100 " •• " 11 cts. " " 

*• 100 " " " • 10 cts. " 

•' 100 ** " . " 9 cts. " ** 

Ail over 400 kw-hr. per month 8 cts. per kw-hr. 
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A penalty of 5% will be charged on all bills not paid on or before 
the 10th day of the month succeeding the month in which senr- 
ice is rendered. If bills are not paid on or before the 20th day 
of the month, the current will be shut oft. 

A charge of $2.00 is made for reconnecting an electric meter for the 
same consumer upon the same premises. 

The company reserves the right to demand the deposit of a reason- 
able amount of money to assure the payment of bills, and^ the 
security of meters. 

Meters are owned by the company. 

Company makes no charge for connecting consumer's premiBee with 
electric lines. 

Stieet Lighting. 

General: 

12 — 3 ampere, d. c. series carbon arc lamps, burning on a mid- 
night every-night schedule. Rate $50 per lamp per year. 
Ornamental: • 

None. 

AUBUBNDALE 

(Population, 297.) 

R. CONNOR COMPANY. 

Method of generation, steam. 

Daily operating period, dusk to 11 p. m.; 5:30 a. m. to daylight. 

Commercial Iiighting. 

Minimum charge per month, $2.00. 

Current 15 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

None. 

AUGUSTA. 

(Population, 1,405.) 

AUGUSTA LIGHT AND TEIiEPHONE COMPANY. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 

Minimum charge per month 75 cts. 
12 cts. per kw-hr. for first 8 kw-hr. per month. 
10 " *' " from 8 to 50 kw-hr. per month. 
8 " " " from 50 to 110 kw-hr. per month. 
6 " " " for all above 110 kw-hr. per month. 
Flat Rates: 

. 39 cts. per 16 c. p. lamp for business hours. 
Arc lamps. Dusk to 10 p. m., $2.50 per month; dusk to midnight, 
$3.00 per month. 
Meters are owned by the utility. 
No charge is made for connecting building to line. 

Street Lighting. 
General: 

80 — 40 c. p., 6.6 ampere, a. c. series incandescent lamps, burning 
on an all-night, every-night schedule. Rate $21 per lamp 
per year. 
12 — 40 c. p., 6.6 ampere, a. c. series incandescent lamps, burning 
on an all-night every-night schedule. Rate $18 per lamp 
per year. 
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6 — 100 c. p., 6.6 ampere, a. c. series incandescent lamps, burning 
on an all-night every-nlght schedule. Rate |21 per lamp 
per year. 
Ornamental: 
None. 

AZTALAN, TOWN OF 

(Jefferson County.) 

WISCONSIN GAS & ELECTRIC CO. 

Commercial liightini^. 

(See rural rate schedule for town of Geneva.) 
Street Lighting. 
None. 

BALDWIN. 

(Population, 584.) 

BURKARDT MILLING & ELECTRIC POWER COMPANY. 

Method of generation, steam and hydraulic. • 

Daily operating period, continuous. 

Commercial Lighting. 

Current, 12% cts. per kw-hr. 

Minimum monthly charge, $1.00 per month with a 20% discount if 

paid before the first of the month. 
Discounts, if bills are paid by the first of the month: 

Monthly bills up to 40 kw-hr 20% 

40 to 60 " 25% 

60 to 100 " 30% 

" 100 to 150 " 35% 

150 or over " 40% 

Cooking Rate. 
Minimum charge per month, 75 cts. 

3 cts. per kw-hr. with a discount of 10% im bill is paid within 
10 days from date. 

Commercial Power. 

Minimum monthly charge: 

$1.35 per h. p. for the first h. p. 
$1.00 per h. p. for each additional h. p. 
Current, 5 cts. per kw-hr. 
Discounts. 

For motors using 50 kw-hr. per month per h. p. 20% 

75 " " " 30% 

100 ** " " 40% 

" 150 •' " " 50% 

Where service has been discontinued, a charge of $1.00 is made for 
reconnection. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Rural Service. 

Current. 10 cts. per kw-hr. 

Discounts if bills are paid by the 10th of the month: 

Monthly bills up to 40 kw-hr 20% 

40 to 60 " : 25% 

60 to 100 '' 30% 

" 100 to 150 " 35% 

" 150 or over " 40% 

Minimum charge of $3.13 per month for electric lights and appli- 
ances, including one 1 h. p. motor, and $1.25 per month for 
each additional h. p. 20% discount if paid before the 10th of 
the month. 
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Rate for Motors Used for Silo Fillers: 

30 cts. per h. p. per day. 

Al! motors of 15 li. p. and larger to be three phase. 
Customers required to build their own lines to company's power 

line and furnish all apparatus except meters. 

Street Lighting. 

General: 

24 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning 
every night from dusk to midnight. Rate |54 per lamp 
per year. 
7 — 400 watt, 110 volt, a. c. multiple tungsten lamps, burning 
every night from dusk to midnight. Rate $54 per lamp 
per year. 
Ckn A mental: 
None. 

BANGOR. 

(Population, 692.) 

HUSSA BROS. LIGHT & POWER COMPANY. 

Method of generation, steam. 

Daily operating period, 1 p. m. to midnight and 5:30 a. m. to noon. 

Ci^mniercial Lighting. 

Meter Rates: 

MinimiTm charge per month, 75 cts. 

First 50 kw-hr. consumed per month, 12 cts. per kw-hr. 

Second 50 kw-hr. consumed per month, 10 cts. per kw-hr. 

All over 100 kw-hr. consumed per month, 8 cts. per kw-hr. 
Fiat Rates: 

Each 16 c. p. lamp, 75 cts. per month. 

Company does not charge consumer for connecting building to line. 
* 
Commercial Power, 

Minimtim charee per month, 75 cts. per connected h. p. or frac- 
tion thereof, 
r Meter rates same as for lighting.) 

Minimum charge for combination light and power (where power 
unit is Ifss than 1 h. p. ) $1.00 per month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

63 — 60 watt, 112 volt, d. c. multiple tungsten lamps, burning on 
eve^^v-niefht. dnsk-to-midnight, 5:30 a. m. to daylight sched- 
ule. Rate $22 per lamp per year. 
Ornamental: 
None. 

BABABOO. 

(Population, 6,324.) 

BAHABOO GAS AND ELECTRIC COMPANY. 

Method of generation, steam and water power. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, $0.50. 

Rates per kw-hr. 
Gross Net 
For first 30 kw-hr. used in any one month 13 cts. 11 cts. 
" next 70 " " " " 12 10 

" next 100 " " " " 11 9 

" next 200 " " " " 10 8 

" over 400 " " " "07 
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Consumers paying bills at the company's office on or before the lOtli 
day of the month next succeeding the month for which service 
is billed, will be entitled to the net rates above named. All con- 
sumers not paying bills within said time will be charged the 
gross rates, above named. Failure to receive a bill will not af- 
fect consumer's liability for charges at the gross rates. 

Sign or Display Lighting. Flat rate based on monthly consumption 
figured at 6 cts. per kw-hr. Consumer to turn off lights at speo- 
ified time, or to install a clock which will do it automatically. 

Commercial Power. 

Minimum nionthly charge, $0.50 per h. p. 

First 400 kw-hr. $0.06 per kw-hr. discount $0.01 

Next 200 " .05 ** " " 10% 

" 200 " .05 " " " 15% 

" 200 • " .05 " " " 20% 

All over 1000 kw.hr. $0.05 per kw-hr. discount 25% 
Discount applies only upon bills paid before the 10th of the montti 

following that for which service was rendered. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

136 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on an all-night every-night schedule. Rate $20.23 
per lamp per year. 
247 — 80 watt, 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on an all-night every-night schedule. Rate $16.59 
per lamp per year. 
Ornamental: 

98 posts, 60 feet apart, in pairs; 1 — 100 watt, 110 volt, a. c. mul- 
tiple gas filled tungsten lamp on each post; lamps burn all 
night, every night. Rate $18 per lamp per year. System paid 
for by merchants. System is maintained by the utility, and 
the city pays for the service. 

BABBON. 

(Population, 1,449.) 

MUNICIPAL. PLANT. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial liigbting. 

Minimum charge per month, 50 cts. 
Service charge, 10 cts. per month. 
Current, 8 cts. per kw-hr. 

Commercial Power. 

Minimum charge $1.00 per month for the first h. p. connected, and 
75 cts. per h. p. per month for each additional h. p. connected. 
Current, 5 cts. per kw-hr. 
Ccokingf Heating, Etc. 
Minimum monthly charge, $2.00 where total connected load is 
5 kw. or less; $3.00 where total connected load is greater 
than 5 kw. 
Current, 5 cts. per kw-hr. 
Power taken through a meter carrying a lighting load, 8 cts. per 
kw-hr. 
All bills must be paid on or before the 10th of each month or service 
will be cut off and a penalty of $1.00 charged for reconnecting. 
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Meters are owned by consumers and utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

42 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps. 18 

lamps burn all night and 24 burn to midnight. 
18 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps. 8 

lamps burn all night and 10 lamps bum to midnight. 
Rate 5 cts. per kw-hr. 
Ornamental: 
None. 

BARTON. 

(Population, 448.) 

YOUNG AMERICA POWER, LIGHT & MILLING OO. 

Method of generation, water power. 

Daily operating period, 5 a. m. to midnight. 

Commercial Lightiiig. 

Minimum charge per month, $1.00. 

Service charge, 15 cts. per month. 

Current, 12 cts. per kw-hr. 
Penalty of 5% added to bill if not paid within ten days from date. 
Meters are o>\ned by utility. 

Street Lighting. 

None. 

BATAVIA. 

(Population, ) 

BATWIA ELECTRIC LIGHT COMPANY. 

Method of generation, 

Daily operating period, 

Commercial Lighting. 

Minimum charge, per month, |1.50. 

Meter rental 25 cts. per month. 

Current 15 cts. per. kw-hr. 

Meters are owned by utility. 

Consumer pays for wire used to connect premises with lines. 

■» 

Street Ldghtiiig. 

Data incomplete. 

BAYFIELD. 

(Population, 2,000.) 

MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commerc'al Lighting. 

Meteb Rates: 
Minimum bill, 75 cts. per month. 

Current, 8 cts. per 1,000 watts up to 50,000 watts and 6 cts. per 
1,000 watts exceeding 50,000 watts up to 100,000 watts. 4 cts. 
per 1.000 watts for all exceeding 100,000 watts consumed in 
any one month. 
Plat Rates: 

1 16 c. p. lamp per month $0.75 

2 " " " 1.25 

3 " " " 1.50 

Each additional 16 c. p. lamp per month 50 
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All property owners having tenants and using service must guaraji- 
tee, by contract, the payment of an amount due the town for 
service. 

Whenever service Is not paid for on the 10th day of each month, the 
superintendent Is directed to cut off all service connections and 
require payment of an amount due and an additional amount of 
11.00 to cover expense of connecting to service again. 

Commercial Power. 

Minimum charge per month $0.50 for each h. p. connected. 

First 100 kw-hr. per month 6 cts. per kw-hr. 

Next 100 •' " 5 cts. " 

All above 200 " 4 cts. " 

Cooking Rate: 
4 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

81 — 100 watt, 110 volt a. c. multiple gas filled tungsten lamps, 
burning on a moonlight midnight schedule. Rate $15.44 
per lamp per year. 
Ornamental: 
None. 

m 

BEAVER DAM. 

(Population, 6,758.) 

BEAVER DAM LIGHT & POWER CX). 

Method of generation, steam. 
Daily operating period, continual. 

Commercial Lighting. 

Minimum monthly charge, 50 cts. 

Energy Rate: 

Primary — l^i^ cts. gross and 12 1^ cts. net for the first 30 kw-hr. 
per month per kilowatt of active connected load. 

Secondary — 10 cts. gross and 9 cts. net for the next 60 kw-hr. per 
month per kilowatt of active connected load. 

Excess — 6 .cts. gross and 5 cts. net for all current in excess of 90 
kw-hr. per month per kilowatt of active connected load. 

Discount — The difference between the gross and net charges con- 
stitutes a discount for payment of bills on or before the 15th 
of the month following that in which current is used. 

Active Load — The active connected load shall be determined as 
follows : 

Class A. 60 per cent of the first 500 watts connected. 33%,% of 
the connected load in excess of the first 500 watts. 

Class B. 70% of the first 2500 watts connected. 55% of the con- 
nected load in excess of the first 2500 watts. 

Class C. 55% of the total connected load. 

CLASSIFICATION OF CUSTOMERS. 

The customers shall be classified as follows: 

Class A. Residence, dwellings, flats and private rooming houses. 

Class B. Banks, offices, business and professional (including stu- 
dios, dressmaking parlors, massage parlors, millinery and hair 
dressing establishments, and photograph galleries), wholesale 
and retail merchandise establishments, such as art stores, 
bakeries, barber shops (including shoe shining parlors and 
public baths), book stores, cigar stores, coffee and tea stores. 



•■ 
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commission stores, confectionery stores (including ice cream 
parlors), crockery and china stores, dry goods stores, drug 
stores, electrical supply houses, flower stores (including green- 
houses), furniture and house furnishing stores, gents' furnish- 
•ing stores (including hat stores and haberdasheries), grocery 
stores, hardware stores, harness shops, hay, grain, feed and 
coal offices and stores, jewelry stores, meat markets, millinery 
stores, milk depots, paint and wall paper shops, piano and 
music stores, picture stores, plumbing shops, saloons (includ- 
ing pool and billiard halls and adjoining card rooms), shoe 
stores and shoe repair shops, stationery stores, tailor shops 
(including dyers, cleaners and clothes pressing establish- 
ments), undertakers, upholsterers, and wine and liquor stores, 
theaters (including moving picture shows, shooting galleries, 
and similar amusement places), corridors and halls in office 
and aparment buildings upon separate meter, dance and publie 
halls (including lodge and society rooms), restaurants (in- 
cluding eating places and lunch wagons), depots and public 
places for the conduct of railroad, street railway, express and 
telephone business (excluding freight warehouses), and other 
establishnients of a similar nature. 

Class C. Public buildings, schools, churches, hotels, clubs, fac- 
tories, grain elevators, warehouses, stables, garages and es- 
tablishments of a similar nature. 

Reconnection Charge. A charge of $1.00 will be made for recon- 
nection for the same customer on the same premises. 

Commercial Power. 

For motors of 2 h. p. and less (nominal rated capacity) a mini- 
mum charge df $2.00 per month shall be paid, and each motor 
of over 2 h. p. a minimum charge of $1.00 per month shall be 
. paid for each h. p. or fraction thereof of the nominal rated 
capacity of the motor. 

00. to 12.5 kw-hr $1 per mo., minimum bill 

12.5 to 200 •' 8 cts. per 1000 watts 

200 to 500 " 7 " 

500 to 1,250 " 6 •* 

1,250 to 3,000 " 5 " 

Meters are owned by utility. 

Company does not charge consumer for connecting building to line. 

Street Lighting. 
General: 

95 — 6.6 ampere, a. c. series carbon arc lamps, burning on an all- 
night moonlight schedule. Rate $60 per lamp per year. 
79 — 32 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
. ing on an afl-night moonlight schedule. Rate $18 per 
lamp per year. 
Ornamental: 
None. 

BELLEVILLE. 

(Population, 422.) 

BELIiEVIIiliE MIIxLS & ELECTRIC LIGHT PLANT. 

Method of generation, hydraulic. 

Dally operating period, dusk to 10:30; Saturday to 11 p. m. 

Commercial Lighting. 

Flat Rates: 

50 cts. per 40 watt lamp per month. 

Halls, etc., 2 cts. per 16 c. p. equivalent per evening. After 10:30 
at rate of 50 cts. per hour. 
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No charge is made for connecting consumer's premises with lines. 
Street Lightliig. 
General: 
110—16 c. p., d. c. series carbon incandescent lamps, burning every 
night from dusk to 10:30 p. m. (Saturday to 11 p. m..) 
Rate $5.90 per lamp per year. 
Ornamental: 
None. 

BELMONT. 

(Population, 532.) 

MUNICIPALi PliANT. 

Method of generation, steam. 

Daily operating period, dusk to 11 p. m. 

Commercial liighting. 

Meter Rates: 

Minimum monthly bill, 75 cts. 

Current, 10 cts. per kw-hr. 
Flat Rates:- 

1 ct. per watt for all sizes of lamps. 
Meters are owned by utility. 
No charge for connecting building to line. 

A charge of $1.00 is made for re-connecting the same person on tlie 
same premises. 

Street Lightisg. 

General: 

5 — 200 watt, 220 volt, d. c. multiple gas filled tungsten lamps, 

burning on a moonlight dusk to 11 p. m. schedule. 
7 — 100 watt, 220 volt, d. c. multiple tungsten lamps, same bui^i- 

ing schedule as above. 
58 — 60 watt, 220 volt, d. c. multiple tungsten lamps, same burn- 
ing schedule as above. 
Flat charge of $780 per year for all street lighting. 
Ornamental: 

None. 

I 
< 

BELOIT. 

(Population, 15,125.) 

BELOIT WATER, GAS AND EUBCTBIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

Commercial Lightliig. 

Incandescent Lighting. Rate No. 1. 

For all lighting service furnished residences and businesses, here- 
inafter specifically referred to as classes A, B, and C, including 
incidental appliances for heating or power in excess of 1000 
watts used on lighting circuits and passing through the same 
meter and measured by a meter or meters owned and installed 
by the company, a charge of: 

Primary rate: 12 cts. net or 13 cts. gross per kw-hr. for current 
used equivalent to or less than the first thirty hours' use per 
month of the active connected load. 

Secondary Rate: 7 cts. net or 8 cts. gross per kw-hr. for additional 
current used equivalent to or less than the next sixty houni* 
use per month of active connected load. 

Excess rate: 4 cts. net or 5 cts. gross per kw-hr. for all current 
used in excess of the above ninety hours' use per month of 
active connected load. 
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Lighting Rate No. 2 shall be optional to all consumers in the 
down-town district. 

Fixed Charge—A fixed charge of 10 cts. per month per 55 watt 
lamp or less, plxis $1.10, less 25 per cent discount 

Current Charge — 5 cts. per kw-hr. 

Discount of 25 per cent on current charge per month if total bill 
is paid on or before the 10th of the month following the month 
. in which electricity is consumed. 

Minimum monthly bill is the fixed charge. 

Note: The customer has the option of choosing either of the above 
rates in the down-town business district. 

For all signs, outlines, and window lighting, on a yearly contract 
basis, hereinafter specially referred to as class E, a charge of 
5 cts. net per active 50 watt equivalent per month, plus 5 eta. 
net or 6 cts. gross per kw-hr. consumed, as estimated accord- 
ing to the schedule of hours of lighting now in use by the 
company. 

Active connected load shall in every case be a fixed percentage of 
connected load, consisting of lamps, appliances, etc., installed 
upon consumers' premises. 

Class A includes residences, dwellings, flats, and private rooming 
houses. Where a total connected load is equal to or less than 
500 watts nominal rate of capacity, 60 per cent of such total 
connected load shall be deemed active. Where the installa- 
tion exceeds 500 watts nominal rate of capacity, 33% per cent 
of such a part of the total connected load over and above 500 
watts shall be deemed active. 

In Class B, where the total connected load is equal to or 'less than 
2% kilowatts nominal rate of capacity, 70 per cent of such 
total connected load shall be deemed active. Where the instal- 
lation exceeds 2% kilowatts nominal rate of capacity, 55 per 
cent of such a part of the total connected load over and above 
2% kilowatts shall be deemed active; provided that lamps 
used exclusively in space devoted to the storing of goods shall 
be placed at 20 per cent active and shall not be included in 
the 2% kilowatts specified above. 

Class B shall consist of banks, ofiSces, business and professional, 
including studios, dressmaking parlors, massage parlors, mil- 
linery and hair dressing establishments, and photograph gal- 
leries; wholesale and retail merchandise establishments, such 
as art stores, bakeries, barber shops, including shoe shining 
parlors and public baths, book stores, cigar stores, coffee and 
tea stores, commission stores, confectionery stores, including 
ice cream parlors, crockery and china stores, dry goods stores, 
drug stores, electrical supply houses, flower stores including 
greenhouses, furniture storee, gent's furnishing stores' Indndiair 
hat stores and haberdasheries, grocery stores, hardware stores, 
harness shops, hay, grain, feed and coal offices and stores, 
jewelry stores, meat markets, millinery stores, milk depots, 
paint and wall paper shops, piano and music stores, picture 
stores, plumbing shops, saloons including pool and billiard 
halls and adjoining card rooms, shoe stores and shoe repair- 
ing shops, stationery stores, tailor shops including dyers, clean- 
ers and clothes pressing establishments, undertakers, upholstp 
erers, wine and liquor stores, theaters, corridors and halls in 
office and apartment buildings upon separate meters, dance 
and public halls including lodge and society rooms, restau- 
rants Including eating places and lunch wagons, depots and 
public places for the conduct of railroads, street railways, ex- 
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press and telephone business excluding freight houses, and all 
other consumers not herein otherwise specifically provided for. 

In Class C, where the total connected load is equal to or less tlian 
3 kilowatts nominal rate of capacity, 55 per cent of such total 
connected load shall be deemed active. Where the install&tion 
exceeds 3 kilowatts nominal rate of capacity, 40 per cent of 
such a part of the total connected load over and above 3 kilo- 
watts shall be deemed active. This class shall include federal 
and county buildings, churches and missions, hotels and clubs, 
factories, including small industrial establishments sucli as 
machine shops, carpenter shops, blacksmith shops, tin sliops 
and cigar factories, closing not later than 6:00 p. m., private 
and parochial schools, grain and tobacco elevators and ware- 
houses, freight and storage warehouses, and stables and gar- 
ages, both private, boarding and livery. 

In Class D 30 per cent of the total connected load shall be deemed 
active. Such class shall consist of Beloit College. 

In Class E the total connected load shall be deemed active. Such 
class shall consist of unmetered lighting for signs, outlines/ 
and windows, contracted for upon a yearly basis. 

Minimum Bill. The minimum bill shall be $1 net per month. 
Where company is unable to read meter after reasonable ef- 
fort, the fact shall be plainly Indicated upon the monthly bill, 
the minimum charge assessed, and the difference adjusted 
with the consumer when the meter is again read. 

Discount. Company shall bill all consumers at gross rate and the 
difference between the gross and net rates shall constitute a 
discount if bill is paid on or before the 10th of the month fol- 
lowing that for which service was rendered. 

Free Maintenance of Lamps. Company's regulations in regard to 
renewal of lamps and for the maintenance and replacement 
of other illuminants shall be reasonable and in accordance 
with the schedule of charges filed with the Railroad Com- 
mission. 

Reconnection of Meters. For the reconnection of meters for the 
same consumer upon the same premises a charge of $1 is 
deemed reasonable. 
Commercial Power. 

Service charge: 25 cts. net per active h. p. per month. 

Output charge: 

First 1,000 kw-hr. per month 4 cts. net or 5 cts. gross per 

kw-hr. 
Next 1,000 kw-hr. per month 3 cts. net or 4 cts. gross per 

kw-hr. 
Next 1,000 kw-hr. per month 2^ cts. net or 3^ cts. gross 

per kw-hr. 
Next 17,000 kw-hr. per month 2 cts. net or 3 cts. gross per 

kw-hr. 
Next 20,000 kw-hr. per month 1% cts. net cr 2% cts. gross 

per kw-hr. 
Over 40,000 kw-hr. per month 1'^ cts. net or 2% cts. gross 
per kw-hr. 

Active connected h. p. load shall be determined as follows: 

Where installations are under 10 h. p. and only one motor is used 
90% active; under 10 h. p. and more than one motor is used 
80% active. 

Where installations are 10 h. p. or over and less than 20 h. p., ir- 
respective of number of motors, 70% active. 

♦Where installations are 20 h. p. or over and less than 50 h. p., ir- 
respective of number of motors, yearly contract basis, 60% 
active. 



Less than yearly contract basis 70% active. 
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♦Where installations are 50 h. p. or over and less than 100 h. p. ir- 
respective of number of motors, yearly contract basis, 55% 
active. 

* Where installations are over 100 h. p., irrespective of number of 
motors, yearly contract basis, 50%. 

Minimum power btU shall be |1.25 net per month. 

Discount. Company shall bill all power consumers at the gross 
rate and the difference between the gross and net rate shall 
constitute 9, discount if bill is paid on or before the 10th of 
the month following that for which service was rendered. 

R-econnection of meters. For the reconnection of a meter for the 
same consumer upon the same premises within one year of 
disconnection, a charge of fl.OO will be made. 

Combined lAghting & Power Service. 

Where power installations exceed 50 h. p. and when the use of cur- 
rent for lighting consumption is incidental thereto, and where 
the connected load installed for the use of current for lighting 
does not exceed 30% of the connected power load, the total 
consumption for both light and power shall be billed, under 
the schedule of rates used fof power purposes. For the de* 
t^minntion of the active connected h. p. load, the connected 
lighting load shall be added to the connected power load, and 
iUe percentage used for determining the active connected h. p. 
loiad shall be the same as if the entire connected load consisted 
(rf power equipment. 

^troet Ui^ting. 

General : 

18 — 7.5 ampere, a. c. series carbon arc lamps, burning all night 

every night. Rate |65 per lamp per year. 
159 — 7.5 ampere, a. c. series carbon arc lamps, burning every night 
from dusk until 1 a. m. Rate ^50 per lamp per year. 
Ornamental: 

8 posts; 3 with 4 — 60 c. p. and 1 — ^100 c. p. tungsten lamps, each 
burning from dusk to 11 p. m., and 5 with 4 — 60 watt and 
1 — 100 watt tungsten lamps, each burning from dusk to 1 a. m. 
I^t@: first 3 posts, $41.76 each year; other posts |40 each per 
year. System installed by merchapts and property owners. 
City pays for service and maintenance. 

BENTON. 

(Population, 652.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Daily operating period, continual. 

Oomiaevcial Liighting. 

10 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street I4|^tiiig. 

General: 

4S — 100 c. p., a. c. series tungsten lamps. No charge made. 
Ornamental: 

None. 



* l^mB than yearly contract basis 70% active. 
3 — ^£j. R. 
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BERLIN. 

(Population, 4,636.) 

RERUN PUBLIC SERVICE COMPANY. 

Method of generation, steam. 
Daily operating period, continual. 

Commercial lightliig. 

Minimum charge per month, |1.00 net, or |1.10 gross. 

Primary. 13 cts. net or 14 cts. gross per kw-hr. for the first 
40 kw-hr. or less used per kw. of active connected load per 
month. 

Secondary. 10 cts. net or IX cts. gross per kw-hr. for the next 
60 kw-hr. or portion thereof, used per kw. of active connected 
load per 'month. 

Excess. 7 cts. net or 8 cts. gross per kw^-hr. for all use in excess 
of 100 kw-hr. per month per kw. of active connected load. 

Discount. The difference between gross and net rates shall consti- 
tute a discount for prompt payment. 

ACTIVE U>AD, 

The following percentages of connected lighting load shall be 
deemed active: 

For Cla^s A, which shall include residences, dwellings, flats, pri- 
vate rooming houses, hotels, (except that lamps used in guest 
rooms in hotels, and in rooms used for warehouse purposes 
shall be considered as 20 per cent active) hospitals and cltibs 
in which meals and rooms are furnished, 75 per cent of the 
first 500 watts connected and 50 per cent of all installations 
in excess of 500 watts shall be deemed active. 

For Class B, which shall include banks, offices, stores, saloons, bil- 
liard and pool halls, depots, theaters, and establishments of 
similar nature, 75 per cent of the first 2.5 kilowatts connected 
and 60 per cent of all installations in excess of 2.5 kw. con- 
nected shall be deemed active. 

Class Cy which shall include public buildings, public and parochial 
schools, churches, warehouses, stables, garages and establish- 
ments of a like nature, 55 per cent of the total connected load 
shall be deemed active. 

The first 600 watts capacity of each incidental appliance, such as 
flat irons, fans, toasters, and percolators, connected to the 
lighting meter shall not be considered in determining the 
active load. 

The charge for reconnection of service for the same consumer on 
the same premises shall be $1.00. 

Commercial Power, 

Minimum charge per month, $1.00 net or $1.10 gross. 

Demand charge: 50 cts. per month per active h. p. connected. 

Energy charge: 8 cts. net or 9 cts. gross for each of the first 50 
kw-hr. used per each month. 

7 cts. net or 8 cts. gross for each of the next 50 kw-hr. so used. 

6 cts. net or 7 cts gross for each of the next 100 kw-hr. so used. 

5 cts. net or 6 cts. ^ross for each of the next 100 kw-hr. so used. 

4 cts. net or 5 cts. gross for each of the next 500 kw-hr. so used. 

2 cts. net or 3 cts. gross for all used in excess of 800 kw-hr. per 
': month. 

In all cases where the average monthly net rate per kw-hr. for 
' power shall exceed 9% cts. per kw-hr., a flat rate of 9% cts. 

' net or 10 cts. gross per kw-hr. shall prevail, excepting that no 
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bill shall be rendered for less than the minimum bill of $1.00 

net or |1.10 gross. 
Discount : 

The difference between gross and net rates shall constitute a dis- 
count for prompt payment. 
Computation of Active Power Load. 
The following percentages of actual connected power load shall be 

deemed active. 
First 10 h. p. connected, 90 per cent active. . 
Next 10 h. p. connected 80 per cent active. 
Next 30 h. p. connected, 70 per cent active. 
Reconnection Charge, 
The charge for reconnection of service for the same consumer on 

the same premises shall be |1.00. 
Special Contracts, 
The terms and conditions of all special contracts for installations 

of 50 h. p. or over shall be submitted to the Commission 

for approval. 

Combined Li: ghtin^ and Power. 

If a customer's connected load is made up of both lighting and 
power of one h. p. or more, and the actual connected load of 
lights exceeds 20 per cent of the total connected load of power 
and lights combined, the bill is figured by the lighting rate; 
if less than 20 per cent by the power rates. 
Meters are read monthly, usually between the 20th and last day of the 
month for which bills are rendered. Bills are delivered to the 
customer on or about the first day of the following month and 
are immediately due. A discount is allowed on bills paid by the 
10th of the month. No discount will be allowed on bills not 
paid by the 10th. Bills not paid by the 15th of the month sub- 
ject Uie consumer to discontinuace of service on 24 hours' notice. 
The company reserves the right to require a deposit or a guarantor 

to secure the payment of bills, before connection is made. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street lighting. 

Genebal: "■ 

90 — 250 c. p., 4 ampere, a. c. series gas filled tungsten lamps, 
burning on an every-night all-night schedule. Rate $40 
per lamp per year. 
Ornamental : 

53 posts, 8 posts to block in pairs; 1 — 100 watt, 120 volt, a. c. mul- 
tiple gas filled tungsten lamp and 4 — 40 watt tungsten lamps 
on each post; 100 watt lamps burn all night and 40 watt lamps 
at option of city. Current 6.5 cts. per kw-hr. System do- 
nated to city by merchants. Maintenance and cost of current 
paid by city. 

BIRNAMWOOD. 

(Population, 678.) 

BIRNAMWOOD EliECTRIO LIGHT CO. 

Method of generation, steam. 

Daily operating period, dusk to dawn. 

Commercial Lighting. 

Meter Rates : 

Minimum charge $1.25 per month. 
Current, 8 cts. per kw-hr. 
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Flat Rates: 
Residence, from $1.00 to |2.00 per month, with a minimum charge 
of 11.00. 
Meters are owned by utility. 
No charge is made for connecting oonsumer's premises wflh lines. 

Street Lighting. 

CrBWIfiftAT»I 

13 — 400 watt, 110 volt, d. c. mutiple gas filled tungsten lamps, 
burning on an erery-night dusk-to-midnight schedule. 
Rate $35 per lamp per year. 
Ornamental : 



None. 



BLACK OBEEK. 

(Population, 516.) 
MUNICIPAIi FliANT. 



Method of generation. 

Daily operating period, 

Ck>nunercial Liighting. 

Minimum charge per month, $1.00. 
Gurrant, 16 cts. per kw-hr. 
Bills are due on or before the 10th of each month. A charge of 

25 ets. is added to all bills paid after the 10th of the month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

13 — 200 watt tungsten lamps, burning upon a moonlight schedule. 
Rate $50 per lamp per year. 
Ornamental : 

None. 

BLACK EABTH. 

(Population, 479.) 

MUNICIPAIi PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Conunercial Lighting. 

Minimum charge per month, $0.50. 
Current 11 cts. gross or 10 cts. net per kw-hr. 
Difference between gross and net rate constitutes discount for 
prompt payment. 

Commerekil Power. 

Minimum charge per month, $0.50. 

Current, 5 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 
24 — 100 c. p., 6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a mgonlight midnight schedule. Rate $18 per lamp 
per year. 
8 — 600 c. p., 6 ampere, a. c. series gas filled tungsten lamps burn- 
ing on a moonlight midnight schedule. Rate $30 per lamp 
per year. 
Ornamental: 
None. 
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BLACK BIVEB FALLS. 

(Populatt<Hi, 1^17.) 

MUNlOBPAIi FLANT. 

Method of generation, hydraulic. 
Daily operating period continuous. 

Commercial Lighting. 

Minimum charge 75 cts. per month. 

For the first 30 kw-hr. 6 ot«. per kw-hr. 

For the second 20 " 5 " " 

For all over 50 «« 4 « 4* « 

Plus 25% if not paid on or before the 10th of each month. 

Commercial Power. 

Ready-to-serve charge of 50 cts. pef active h. p., as per schedule 

hereinafter mentioned, and 
For the first 100 kw-hr. 5 cts. per kw-hr. 
For the second 100 " 4 " " 
For the third 100 " 3 " " 
For all over 300 " 2 " " 

Plus 10% if not paid on or before the lOfh of each month. 
Active horse power shall consist of a fixed percentage of the nomi- 
nal rated capacity of the motor, as indicated on the manufac- 
turer's name-plate. The following percentage of such capacity 
shall be deemed active: 
Where installations are under 10 h. p. and only one motor is 

used, 100%. 
Where inetftllations are under 10 h. p. and more than one motor 

is used, 90%. 
Where installations are 10 h. p. or over and less than 20 h. p., 

75%. 
Where installations are 20 h. p. or over and less than 50 h. p., 

65%. 
Where installations are 50 h. p. or over and less than 100 h. p., 

60%. 
Where installations are over 100 h. p., 50%. 

Where service is furnished on less than a yearly contract basis, 
the active horsepower shall be considered 70% of the*nominal 
rated capacity of the installation. 
Rate for Manufacturing: 

Not less than 4000 kw-hr. to be consumed per month; first 4000 
kw-hr., 1 ct. per kw-hr. All over 4000 kw-hr per month 
% ct. per kw-hr. 
Heating Appliances: 

First 6(1 kw-hr. per month 3 cts. i)er kw-hr. 
All over 60 " " " 2 " " " 

If meter becomes defective, fiat rates will apply. 
Consumer must give written notice of discontinuance of service, or 

be held liable. 
City shall have lien on property for service furnished. 
(All consumers, either lighting or power, must install meters.) 

Street Lighting. 

General : 

12 — 6.6 ampere, a. c. series carbon arc lamps, burning all night, 

every night. 
94 — 100 c. p., 6.6 ampere, a. c. series tungsten lamps, burning all 

night, every night. 
Flat charge of $1,500 per year for all street lighting, inclndlng 

ornamental. 
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Ornamental: 
35 posts; 1 — 60 watt and 4 — 40 watt tungsten lamps on each post; 
lamps burn all night, every night. See charge above. In- 
stallation of system paid for by abutting property owners. 
Maintenance and cost of current paid by city. 

BLAIR. 

(Population, 486.) 

MUNICIPAL. FLANT. 

Method of generation, steam and hydraulic. 

Daily operating period, dusk to 11 p. m.; 5:30 to daylight. 

Commercial Lighting. 

METEHEt Rates: 

6 cts. per kw-hr. 
FT.AT Rates: 

15 cts. per 8 c. p. lamp per month. 
25 " " 16 " " " 

Meters are owned by consumers. 

No charge 13 made for connecting consumer's premises with lines. 

Street Lighting. 

General : 

17 — 100 watt, 220 volt, d. c. mutiple tungsten lamps, burning from 

dusk to 11 p. m. 
27 — 60 watt, 220 volt, d. c. multiple tungsten lamps, burning from 

dusk to 11 p. m. 
Total charge for above street lighting, $240 per year. 
Ornamental: 
None. 

BLANCHARDVILLE. 

(Population, 643.) 

MUNIOIPAIi PX.ANT. 

Method of generation, steam. 

Dally operating period, dusk to 11:30 p. m. and 5 to daylight. 

• 
Commerc'al liighting. 
Meter Rates: 
No minimum charge. 
Current, 10 cts. per kw-hr. 
Meter rent, 25 cts. per month. 
Plat Rates: 

16 c. p. lamp 50 cts. per month. 
25 watt " 25 " " 

40 " " 40 " 

60 " " 60 " " " 

Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Data incomplete. 

BLOOMER. 

(Population, 1,204.) 

BLOOMER ELECTRIC LIGHT & POWER COMPANY 

Method of generation, current purchased. 
Daily operating period, continuous. 
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Cominercial liisfhtiiig. 

Metfeb Rates: 

The minimum bill lighting customers will receive, will be 25 cts. 
for meter rental and 25 cts. for current consumed, a total of 
50 cts.- 

12% cts. per kw-hr. for the first 50 hours' use of the active con- 
nected load. 8 cts. per kw-hr. for all in excess. 

ACTIVE LOAD. 

Class A. Where the total connected load is equal to or less than 
500 watts nominal rated capacity, 60 per cent of such total 
connected load shall be termed active. Where the installation 
exceeds 500 watts nominal rated capacity, 33% per cent of such 
part of the total connected load over and above 500 watts shall 
be termed active. 

Class B. In this class 80 per cent of the total connected load shall 
be termed active. 

Class C. In this class 55 per cent of the total connected load shall 
be deemed active. 

CLASSIFICATION OP SERVICE. 

In Class A are included dwelling rooms, flat, rooming house, pri- 
vate, and residence. 

In Class B are included bank, barber shop, billiard hall, card 
rooms, depot, dressmaking parlors^ express company, garage* 
halls, laundry, oflOice, post oflace, store or restaurant, saloon, 
telephone company, telegraph company, sign, show case or 
similar advertising purpose, windows. 

In Class C are included asylum, armory, blacksmith shop, church, 

convent, club rooms, factory, hotel, hospital, heating plant, 

lodge hall, livery stable, public building, rooming house, 

school, warehouse. 

All meter customers will be charged 25 cts. per month for the 

maintenance, inspection and rental of meter. 
Plat Rates: 

1 — 8 c. p. lamp 25 cts. per month. 

1—16 " 50 " " 

1—32 " $1.00 

Ooinmercial Power, 

Meteb Rates: 

The minimum bill for power customers will be 75 cts. per h. p., 
as above determined and 25 cts. per month for meter rental. 

6 cts. per kw-hr. for the first 50 hours' use for the maximum de- 
mand. 3 cts. per kw-hr. for all in excess of this amount. 

The maximum demand shall be taken as the rated capacity of the 
motors connected, figured as 746 watts of demand per rated 
h. p. of motors; however, a customer may install an approved 
maximum demand indicator at his own expense, in which 
event the reading of such maximum demand indicator will be 
used as the maximum demand of the customer. 
Introductory Power Rate: 

To encourage the use of electric current, all power customers 
installing 25 h. p. electric motors or larger and operating such 
motors at least eighteen hours each day for a period of at 
least six months in each year will be furnished current for 
such motors at the rate of 2% cts. per kw-hr. for all current 
used and consumed by such motors for the first six months 
after the motors are installed and in operation. Provided, 
that during this six month period the said motors shall not 
be operated between the hours of 4 o'clock p. m. and 10 o'clock 
p. m. of each day, thus avoiding the peak load on the plant. 
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After the expiration of the introductory six month period abore 
mentioned, the rate for current used by such motors Will be 
the regular power rate. 

Rural Service. 

Minimum charges per month: 
Lighting service only, |2.50. 

Power service only, $0.75 per h. p. subject to a minimum of $2.50. 
Both lighting and power service, $2.50 plus $0.75 for each li. p. 

of power installation. 
Current same as in Bloomer. 
Meters are owned by the utility. 
No charge is made for connecting consudier's premises with lines. 

Street Lighting. 
General: 

15 — 600 c. p., 20 ampere a. c. series gas filled tungsten lamps, burn- 
ing on an all-night every-nlght schedule. Rate $60 per 
lamp per year. 
16 — 32 c. p., 6.6 ampere a. c. series tungsten lamps, burning on an 
all-night every-night schedule. Rate $12 per lamp per 
year. 
Ornamental: 
None. 



(Population, 620.) 

BLOOMINGTON EliECTRIC MGHT AND POWER COMPANY- 

MetJiod of generation, 

Daily operating period, 

Commjercial Lighting. 

Meter Rates: / 

Minimum charge per month, $1.00. 

First 10 kw-hr. per month, 16 cts. per kw-hr. 

Next 20 " " " 15 " " 

Over 30 " " " 12% " " 

Flat Rates: 

Public Library, $1.00 per month. 

Commercial Povrer. 

Rates for general power service same as for commercld lighting. 
Company furnishes power for pumping to the village for 10 ctB. 
per kw-hr., with a minimum charge guarantee of $20 per 
month. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street lighting. 

General: 

10 — 56 c. p. lamps, burning on a dusk to 11 p. m. moonlight sched- 
ule. Rate $14.20 per lamp per year. 
20 — 100 c. p. lamps, burning on a dusk to 11 p. m. moonlight sched- 
ule. Rate $25 per lamp per year. 
Ornamental: 
7 posts, 3 — 200 c. p. lamps per post. Lamps bum upon a dusk to 
11 p. m. moonlight schedule. Rate $51 per post per year. 

BOSCOBEL. 

(Population, 1,525.) 

MTJNICIPAIi PliANT. 

Method of generatit)n, current purchased. - 
Daily operating period, continuous. 
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Oommerdal lAghtAng, 

MiniBium c^iut^ eer mouthy 50 cts. 
Cuivfint, 11 ot$. p^r ^w-hr. 

Ck>inip6rGiiU Power. 

Mininxum monthly charge, $0.50 per h. p. 



First 100 kw-hr. 


8 


cts p.er kw-hr. 


Next 500 " 


6 


it tt it 


Neit 1000 " 
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tt <i (( 


Next 900 *' 
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tt tt tt 


All over 2500 " 
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' « «* « 



Ail mils for electric service and supplies become due on the 20th of 
each month. On all bills not paid by the first of the month fol- 
lowing, a penalty of 10 per cent will he addj^d. 

Meters are owJied by utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lightiii^. 

50^ — $0 c. p. and 40 — 60 c. p., 6.6 ai9p4&re a. c. series gas filled tung- 
sten lamps, burning on a moonlight dusk to 2 a. m. 8ch^« 
ule. Current metered at. 11 cts. per kw-hr. 
Ornamental: 
None. 

BOYD. 

(Population, 527.) 

WISCONSIN-MINNESOTA LIGHT & POWBR CO. 

Method of generation, hydraulic and transmission. 
Dally operating period, continuous. 

Oomniercial Ijighting. 

Minimum charge per month, |1.00. 

12% cts. per kw-hr. for the first 50 hours' use of the active con- 
nected-load. 

8 cts. per kw-hr. for the next 50 hours' use and 4% cts. per kw-hr. 
for the balance. 

ACTIVE LOAD. 

Class A. Where the total connected load is equal to or less than 
500 watts nominal rated capacity, 60% of such total connected 
load shall be termed active. Where the installation exceeds 
500 watts nominal rated capacity, 33%% of the such part of 
the total connected load over and above 500 watts shall be 
termed active. 

Class B. In this class 80% of the total connected load shall be 
termed active, except sign and window lighting, 100% of 
which are active. 

Class C. In this class 55% of the total connected load shall be 
termed active. 

CLASSIFICATION OF SBBVICB. 

Class A. Dwelling rooms; flat, rooming house (private), resi- 
' dence. 

Class B. Bank, barber shop, billiard hall, depot, card rooms, 
dressmaking parlors, express company, garage, halls, laundry, 
offices, post office, store or restaurant, saloon, theater, tele- 
phone, telegraph company, sign, show case or similar adver- 
tising purpose windows. 

Class C. Asylum, armory, blacksmith, church, convent; club 
rooms, factory, hotel, hospital, heating plant, lodge hall, livery 
stftWe, pillule building, rooming house, school, warehouse. 
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Gommercial Power. 

Minimum charge per month* $1.00 on installations of 1 h. p. or less. 

Minimum charge of 75 cts. per month on installations of niore than 
1 h. p. f 

75 cts. per h. p. per month and 2 cts. per kw-hr. used or installa- 
tions of 20 h. p. or over. 6 cts. per kw-hr. for the first 50 
hours' use of maximum demand and 3 cts. per kw-hr. for all 
in excess, for installations less than 20 h. p. The term maxi- 
mum demand is herein used to mean the rated capacity of 
motors or motor in horse power multiplied by 746 watts. 

Whenever motors and lights shall he connected upon the same 
meter, a minimum charge will be made as above for both 
motors and lights. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

42 — 60 c. p., 7.5 ampere a. c. series gas filled tungsten lamps, burn- 
ing all night, every night. Rate $24 per lamp per year. 
Ornamental: 

None. 

BRANDON. 

(Population, 684.) 

FAIRWATER ELECTRIC LIGHT & AUTO COMPANY. 

(Commercial Lighting. 

(For schedule see Fairwater.) 

Street Lighting. 

None. 

BBILLION. 

(Population, 998.) 

E. PAUSTIAN MILLNG COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge, 75 cts. per month. 
Residences : 

12 cts. per kw-hr. for the first 10 kw-hr.; balance at 8 cts. per 
kw-hr. 
Stores and Business Places open every night in the week: 

For the first 50 kw-hr., 10 cts. per kw-hr. 

For the next 50 kw-hr., 8 cts. per kw-hr. 

Second 100 kw-hr., 7 cts. per kw-hr. 

Third 100 kw-hr., 6 cts. per kw-hr. 

All over 300 kw-hr., 5 cts. per kw-hr. 
Stores and Business places using light part 6f the week: 

For the 1st 100 kw-hr. 12 cts. per kw-hr. 

For the 2nd 100 kw-hr. 7 cts. per kw-hr. 

For the 3rd 100 kw-hr. 6 cts. per kw-hr. 

All over 300 kw-hr. 5 cts. per kw-hr. 
Churches, halls etc., 15 cts. per kw-hr. 

Commercial Power. 

Service charge of $1.00 per month for average demand per kw. 

Energy charge of |0.03 per kw-hr. for the first 3000 kw-hr., balance 
at $0.02 per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 
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Street Ldghting. 

. 13—250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a midnight every-night schedule. 
42 — 60 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a midnight every-night schedule. Flat charge 
of $1,056 per year for all street lighting. 
Ornamental: 
None. 

BRISTOL. 

(Population, 500.) 
C. H. MURDOCH ELECTRIC PLANT. 

Method of generation, gas engine. 
Daily operating period, 6 to 10 p. m. 

Commercial Lighting. 

Meter Rates: 

Minimum charge per month, $1.00. 

Service charge, 12% cts. per month. 

Current, 25 cts. per kw-hr. 
Plat Rates: 

$1.00 per month for small installations. 
Bills are payable on or before the 20th of each month. 
Meters are owned by the utility. 

Street Lighting. 

None. 

BRODHEAD. 

(Population, 1,517.) 

MUNICIPAL PLANT. 

Method of generation, hydraulic. 

Daily operating period, dusk to midnight. 

Commercial Lighting. 

Meter Rates: 
Minimum bill, 75 cts. per month. 
Energy : 

11 cts. gross, or 10 cts. net, per kw-hr. for the first 25 kw-hr. 
used per month. 
9 cts. ^ross, or 8 cts. net, per kw-hr. for the next 50 kw-hr. 

used per month. 
7 cts. gross, or 6 cts. net, per kw-hr. for all over 75 kw-hr. per 
month. 
Plat Rates: 

1 40- watt lamp 50 cts. per month 

2 " " 80 ** " " 

3 •• '• ........ ....V, $1.00 

Commercial Power, 

Minimum monthly bill $1.00 for the first horse power and 50 cts. 
for each additional horse power or fraction thereof; provided, 
however, that if the capacity of the motor exceeds the pos- 
sible load, the minimum bill shall be based on the total pos- 
sible load. 
Energy : 
7 cts. gross or 6 . cts. net for the first 100 kw-hr. per month 
6 " "5 " " next 200 " ** " 

5 • <• « 4 «< *t ** IMS ** ** ** 

4 " "3 " " " 4000 " " " 

3% " " 2% " all over 5000 " 
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At. the option of the consumer motors of one horse power or less 

may be connected through the lighting meter. 
Flat Irons and heating deviees used by industrial establishments 
to be supplied at power rates. 
Discount fob Pbompt Paymbut: 
The utility shall bill all consumers at the gross rate and the differ- 
ence between the gross and the net rate, or one cent per kw-hr. 
shall constitute a discount for payment on or before the 14th 
of the month. In case bills are not paid by the end of the 
month the delinquent customers shall be required to make a 
deposit of not less than 12.50 to insure the payment of any 
subsequent bill. 
Reoonnection op Meters: 

For the reconnection of a meter for the same consumer upon the 
same premises a charge of $1.00 shall be made. 
Meters are owned by consumers and utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Qenisral: 

3 — 220 volt, 5.5 ampere, d. c. multiple carbon arc lamps, burning 
on a dusk-to-midnight schedule. Rate $60 per lamp per 
year. 
7 — 25 watt, 1 — 60 watt, 15 — 10 watt, 220 volt, d. c. multiple tung- 
sten lamps and 36 — 20 watt gem lamps, burning on an all- 
night schedule. 
23—100 watt, 16—60 watt, and 112—25 watt, 220 volt, d. c. mul- 
tiple tungsten lamps, burning on a dusk-to-midnight sched- 
ule. Flat charge of $1,062 per year for all incandescent 
lighting. 
Ornamental : 
None. 

BROOKFIELD, TOWN 07 

(Waukesha County.) 

MII^WAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see, M. L. H. & T. Co., Milwaukee, Parts I and III.) 

BKOWN DEER. 

(Population, 250.) 

WISCONSIN GAS & ELECTRIC COMPANY. 

(For rate schedule see Town of Granville.) 

BROWNTOWN. 

(Population, 222.) 

MUNICIPAL PLANT. 

Method of generation, gasoline. 

Daily operating period, dusk to 11 : 30 p. m. 

ComHiercial Lightiog. 

Meter Rates: 

First 50 kwhr. per month, 15 cts. per kw-hr. 

All above 50 " " " 12 " *' 

Flat Rates: 

1 ct. p^r month per watt connected. 
Minimum monthly charge for both meter and flat rate, $0.7.'=». 
No charge is made for connecting consumer's premises with lines. 
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Street I4gl»U]«. 

General: 

3 — 5 ampere, ^220 ^oU, 4. c. -series oarlMn afc lamps, burning from 
dusk to 11:30 p. m. Oarrent metered at 15 cts. per 
kw-hr. 
19 — 32 c. p., 6.6 ampere, d. c. cierwfi tungsten lamps, burning from 
dusk to 11:30 p. m. Current metered at 15 cts. per kw-hr. 
Ornamextajl : 
None. 

BBUX3E. 

(Population, W5.) 

Method of generation, steam. 

Daily operating period, sunset to sunrise. 

Gommjereial I^ightin^^. 

Metes Ratibs: 

Minimum charge, fl-OO per month when ylUase owm meter. 
Current, 12 cts. per kw-hr. 

Flat Rates : 

Rates based on 16 c. p. carbon lamp : 

50 cts. each for residences burning on average until 9 o^elock 

65 cts. " •* stores *' " 10 " 

$1.00 " " ■ saloons, etc. " " 12 " 

At flat rotes hut one night lamp will be allawavL 

Spectol rate for "3oo" depot, ^5.00 per m<nith. 

Installations larger than five 16 c. p. lamps must be placed on motor. 

10% added to account if not paid by 15th of mondi. 

'Commercial Power. 

Meter Rates: 

Minimum, fl.OO per h. p. per month. 

10 cts. per kw-hr. up to $100 per month; above that, 5 cts. per 
kw-hr. 
Meters are owned by utility. 
No charge for connecting building to line. 

Street Lighting. 

General: 

2—6:6 ampere, 110 yolt, d. c. multiple carbon arc lamps, burning 
on a moonlight-midnight schedule. Rate $70 per lamp 
per year. 
27—100 watt, 110 volt, d. c. multiple tungsten lamps, burning on 
a moonlight-midnight schedule. Rate $20 per lamp por 
year. 
Ornamental: 
None. 

BURKHARDT. 

(Population, 100.) 

BURKHARDT MILMNG * EI^ECTRIC POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial liighting. 

Minimum monthly charge, $0.75. 
10 cts. per kw-hr. for residence lighting. 
8 cts. per kw-hr. for business lighting. 
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Discounts if bills are paid before the 25th of the succeeding month: 
Monthly bill .00 to |4.00 no discount. 

" " 4.00 to 6.00 5 per cent dlBcount. 

" 6.00 to 10.00 10 
" 10.00 to 15.00 15 
" 15.00 to 20.00 20 
" 20.00 to 25.00 25 
" 25.00 to 30.00 30 
" 30.00 and over 30 
Cooking Hate: 
Minimum monthly charge |0.75. 

3 cts. per kw-hr. with a discount of 10 per cent if bill is paid 
within ten days from date. 

Commercial Power. 

Minimum charge of $1.35 for the first h. p. per month and $1.00 

for each additional h. p. 
6 cts. per kw-hr. for current used by motors of less than 5 h. p. 
5 cts. per kw-hr. for current used by motors of 5 h. p. and over. 
For motors using 50 kw-hr. per month, per h. p. 20% discount. 

100 " " " "• " 40% 

Except on bills of $50.00 and over, on which a discount of 50% is 

allowed. 
Service is discontinued if bills are not paid within thirty days from 
date, and a charge of $1.00 is made for reconnection. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Rural Service. 

Current 10 cts. per kw-hr. 

Discounts if bills are paid by the 10th of the month: 
Monthly bills up to 40 kw-hr. 20 per cent. 

40 to 60 *• 25 " " 
60 to 100 " 30 " 
" 100 to 150 " 35 " " 
" 15^0 kw-hr. and over 40 " " 
Minimum charge of $3.13 per month for electric lights and appli- 
ances, including one one-horse-power motor, and $1.25 per 
month for each additional horse power. 20% discount if paid 
the 10th of the month. 
Rates for Motors Used for Silo Fillers: 
30 cts. per horse power per day. 

All motors of 15 horse power and larger to be three phase. 
Customers required to build their own lines to company's power line 
and furnish all apparatus except meters.* 

Street Lrighting. 

None. 

BURLINGTON. 

(Population, 3,212.) 

WISCONSIN GAS AND ELECTRIC COMPANY. 

Method of generation, current purchased, steam and hydraulic. 
Dally operating period, continuous. 

I. STANDARD RATE. 

To customers signing the company's standard forms of contract, pro- 
viding for service for one year or more, the charge for electric 
service, shall be computed on the following basis: 
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Demand Charge: 

$42.00 per year for each kilowatt of demand of the first 10 kilo- 
watts; 

$30.00 per year for each kilowatt of demand of the next 50 kilo- 
watts; 

$24.00 per year for each kilowatt of demand of the next 140 kilo- 
watts; 

$18.00 per year for each kilowatt of demand in excess of 200 kilo- 
watts; 

Payable in equal monthly instalments, plus an energy charge as 
follows: 
Energy Charge: 

4 cts. per kw-hr. for the first 1000 kw-hr. consumption during the 
month ; 

3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during the 
month ; 

2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during the 
month ; 

1% cts. per kw-hr. for the next 40,000 kw-hr. consumption during 
the month. . 

1.3 cts. per kw-hr. for all energy consumed in any month in excess 
of 50,000 kw-hr. 

1. The foregoing rate shall apply to all customers utilizing com- 

pany's electric service for lighting and receiving free renewals 
of company's standard lamps. 

2. The foregoing rate less % ct. per kw-hr. shall apply to all cus- 

tomers utilizing company's service and not receiving free re- 
newals of company's standard lamps. 
A, Electric Lighting. 

This service will include: 

1. (a) Electric energy furnished for lamps and other appliances 

utilized for illumination purposes, except as hereinafter 
specifically exempted, 
(h) Motors and appliances other than lighting equipment where 
provided with a starting apparatus designed to limit the 
initial or starting current to a value not exceeding 2% 
times the full load current, alternating current motors of 
14 h. p., when wound for 110 volts and of- % h. p. when 
wound for 220 volts, the aggregate rated capacity of such 
appliances not to exceed 2 kw., will be included in this class 
when used in connection with lighting equipment and when 
the connected load of such motors and appliances does not 
exceed the aggregate rated capacity of lighting equipment. 

2. Should the conditions of use of customer's demand be obviously 

such that he would never earn a lower rate under the Stand- 
ard than under the Increment Rate Schedule, the Increment 
Rate Schedule set forth in Section II hereof shall apply. 
(Contract Form No. 759-B.) The Increment Lighting Sched- 
ule is optional with the Standard Rate. 

3. In the application of the Standard Rate one integrating watt- 

meter only shall be provided for the measurement of energy, 
unless accuracy of measurement requires the installation of 
more than one meter. Where demand meters are installed, 
only one set of meters shall be used, and the. arithmetical 
sum of their readings shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 

kilowatts or less shall purchase service providing for free 
lamp renewals, 
(b) In exclusive lighting installations of more than 2 kilo- 
watts connected, it is optional with the customer whether 
he shall take the rate providing for free lamp renewals. 
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(c) In exclusive lighting installations of more ttian 2 kilo- 
watts connoted and where customer desires to contnKCt for 
service without free lamp renewals, the energy charge shall 
he i:> ct. pm* kitowatt-hour less than that provided ahov-e 
and Contract Form No. 1938-B shall he endorsed "Without 
Renewals of Lamps." 

5. The maximum rate of charge for energy for lighting service 

is set forth in Section II. 

6. The following table shows the various contract forms under 

which commercial electric lighting service is solid, tod the 
application of such forms to the various classes of service: 

Form No. TITLE APPLICATION 

769-B Contract for (a) Lighting under Incremeat 

Electric Schedule with free renewals of 

3ervi<!e. (ompany's standard lamps. 

759.B (b) "Short Time" lighting serv- 

N ice. 

759.B (c) Not to be used for power 

service. 
1938-B Contract for (a) CommercHil lighting under 

Commercial Standard Rate with renewals of 
Electric company's standard lamps. 

Service. 
1938-B (b) Commercial lighting service 

over 2 kilowatts under Standard 
Rate, without renewals of com- 
pany's standard lamps when en- 
dorsed "Without Renewals of 
Lamps.' 



»» 



B. Power. 

This service will include: 

1. (a) Electric energy utilized for motive and heating purposes 

and miscellaneous ligting service where the demand arising' 
from such miscellaneous lighting service shall not be in ex- 
cess of 20% of the total simultaneous demand for lighting^ 
and power service, 
(b) ^tereopticons, moving picture machines, photographer's 
arc lamps and rectifiers shall be classed as power equipment. 

2. In the practical application of the Standard Rate, it is found 

that customers divide themselves generally into two classes 
— one in which the demand and hours' use is so small that 
they receive no advantage under the Standard Rate, and the 
other class in which the Standard Rate results in a lower 
unit cost than the Increment Schedule. In the case of Un- 
limited, or On-Peak iServlce, all contracts for demands of 60 
kilowatts or less and requiring an average use of the demand 
of about 215 hours per month should be written under the 
Increment Rate Schedule (Contract Form No. 1960-B.) Con- 
tracts for demands in excess of 60 kilowatts and 215 hours^ 
use per month should be written under the Standard Rate 
(Contract Form No. 1968-B3.) 

3. Where service for lighting or other application requiring 

single phase current is desired by customer, to be supplied 
through meter measuring energy as polyphase power serv- 
ice, the unbalancing of the phases of the palyphase service 
arising from the use of the service for lighting or other pur- 
poses shall not exceed 109^r of the demand in kilowatts con- 
tracted for or measured. The power factor of such unbal- 
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anced single phase load shall not be less than 75%. Should 
customer's demand for single phase service exceed the above, 
the same shall be divided as nearly as practicable to obtain 
a balanced cOttdltibn tst the polyphase service. Customer 
may cotittsitx for sfngle phase requirements in excess of 
10% of polyphase demand as a separate Bingle phase serv- 
ice. Where miscellaneous lighting serVice is supplied 
through the same m^ter as "Power" service (B), customer 
shall bie required to supply apparatus for rendering avail- 
able 12t) volts for lighting service, if such be required. 

4. Optional or Increment Rate for Power service. To customers 

contracting on company's Standard Form to use service speci- 
fied as power for periods of one year or more and who actu- 
ary so use such power, the charge for electric power serv- 
ice shall be computed at rates as follows: 
First 200 kw-hr. consumed during month 6 eta. per kw-hr. 
Next 200 " ' " " " 5 ** 

Next 200 " " " " 4 " 

Next 1400 •• ** " ** 3 ** " 

All energy consumed per mamth In excess of 2000 kw-hr.. 
2 cts. per kw-hr. 

(a) The foregoing rate does not include renewal of any in- 
candescent lamps. 

(b) The foregoing rate is subject to the minimum monthly 
payments specified in Section II, B, 3. 

The foregoing rate is subject to the prompt payment discount 
VI. 

5. Tlie following table shows the various contract forms under 

which power service is sold, and the application of such 
forms to the various classes et service: 

Form No. TITLE APPLICATION 

1S60-B Contract for (a) Power and miscellaneous 

EHectrtc light where demand and energy 

Power consumption are small or less than 

Service, about 60 kilowatts at 215 hours per 

Increment month use of demand. 

Rate. (b) "Short Time" power service. 

1968-B Electric (a) Power and miscellaneous 

Power light under Standard Rate. 
Agreement. 

C. Combined Lighting and Power Service. 

This servitse will include electric energy specified as "Lighting" 
(A), and electric energy specified as "Power" (B), where such 
combination service is supplied through the same meter. 

Special Sebvices. 

D. Limited or Off-Peak Service. 

The foregoing rates for "Lighting" service (see A), "Power" serv- 
ice (see B), and "Combined Lighting and Power Service" (see 
C), less one-half the demand charge, shall apply to customers 
J contracting to utilize and utilizing the service only at times 

4— E. R. 
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during the calendar day other than during the hours of the 
month, specified as follows: 

Hours during which serv- 
MONTH ice shall not be used. 

October 5:30 p. m. to 7:00 p. m. 

November 5:00 p. m. to 7:00 p. m. 

December 4:30 p. m. to 7:00 p. m. 

January 4:40 p. m. to 7:00 p. m. 

February 5:20 p. m. to 7:00 p. m. 

March 6:00 p. m. to 7:00 p. m. 

In case customer desires to use service during the specified "off- 
peak" hours and upon giving the company one hour's notice 
of such intent, he shall be permitted to use service on any day 
of the week except Saturday and Sunday, and for each day 
power is so used customer , shall pay: 

For each kw. of demand of the first 10 kw $0.17 

For each kw. of demand of the next 50 kw 0.12 

For each kw. of demand of the next 140 kw 0.10 

For each kw. of demand of excess 0.07 

The demand so paid for shall be that as measured if it exceeds the 
"off-peak" demand contracted for or otherwise paid for during 
the current month. 

1. Customers shall install and maintain in operating condition an 

automatic time switch of the type approved by the company. 

2. Service under the Off-Peak Schedule for demands of less than 

10 kilowatts will not be solicited or recommended, but will be 
sold on application. The saving to the customer is small and 
the complication introduced greater than that warranted by 
the saving in cost of service. 

3. In many cases, customers signing limited service contracts will 

require some service for lighting during the hours that serv- 
ice is not available under this schedule. In such cases con- 
tract shall Include a small demand under the Unlimited serv- 
ice schedule, and all energy supplied under both schedules 
shall be measured by one meter. In computing the demand 
charge and the application of the four steps of the demand 
charge thereto, the demand charge of the Unlimited service 
shall first be computed and the charge for Limited service 
shftill be continuous thereafter. For example, if the customer 
contracts to purchase 10 kilowatts of Unlimited service and 
50 kilowatts of Limited service, the monthly demand charge 
is computed as follows: 

10 kilowatts at $3.50 $35.00 

50 kilowatts at 1.25 62.50 

4. Limited or Off-Peak service shall be sold only on annual con- 

tracts. On-Peak service to supplement Off-Peak service during 
the off-peak hours shall not be sold at the short time or in- 
crement rate. 

5. The following table shows the various contract forms under 

which power service is sold, and the application of such forms 
to the various classes of service. 
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Form No. TITLE APPLICATION 

1964-B Limited Elec- (a) Off-peak power service, 

trie Power 
Agreement. 

1974-B Combined Un- (a) Combined "on" and "off" 

limited and peak power and miscellaneous 
Limited Elec- lighting, 
trie Power 
Agreement. 

2377-B Combined Un- (a) Combined "on" and "off" 

limited and peak commercial lighting and mis- 
Limited Com- cellaneous power, 
mercial Elec- 
tric Light 
and Power 
Service 
(Typewrit- 
ten). 

E. Ten-Seven Service. 

The foregoing rates for "Power" service "B" less three-fourths of 
the demand charge shall apply to all customers contracting to 
utilize and utilizing the company's service only during the 
hours 10:00 p. m. to the following 7:00 a. m. Customer shall 
install and maintain in operating condition an automatic time 
switch of the type approved by the company. 

1. Contract form No. 197 1-B shall be used for "Ten-Seven" power 
service. ' 

J^. Unlimited Break-Down Service. 

The foregoing rates for "Lighting and Power" service (C) under 
Unlimited Service, shall apply for break-down or emergency 
service connections. Since for such service the actual demand 
is unknown, customers shall contract for any demand, and 
shall be limited to the demand as contracted for by an auto- 
matic circuit breaker, installed and maintained by the cus- 
tomer and approved and controlled by the company. It shall 
be set to open when the demand exceeds 125% of the kilovolt- 
ampere demand contracted for. 

1. Contract Form No. 1969-B shall be used for "Unlimited Break- 
down Service." 

<}. Limited Break-Down Service. 

The foregoing rates for "Lighting and Power" service (C) under 
Limited or Off-Peak Service, shall be furnished for break-down 
or emergency service connections. Since for such service the 
actual demand is unknown, customers shall contract for any 
demand, and shall be limited to the demand as contracted for 
by an automatic circuit breaker, installed and maintained by 
the customer and approved and controlled by the company. It 
shall be set to open when the demand exceeds 125% of the 
kilovoltampere demand contracted for. 

1. Contract Form No. 1970-B. shall be used for "Limited Break- 
Down Service." 
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II. MAXIMUM RATE FOR LIGHTING SE3RVIQB AND MINIMUM! 

PAYMENTS. 

A. Maximum Rate far Lighting Berviee. 

1. The maximum rate of charge for commercial electric lighting 

service (Section 1 "A") during any month shall not exceed. 

First 200 kw-hr. during any month, 10 cts. per kw4ir. 
Next 200 kw>hr. during any month, 8 cts. per kw-hr. 
Next 200 kw-hr. during any month, 6 ets. per kw-hr. 
. Next 600 kw-hr. during any month, 4 cts. per kw4ir. 

2. The foregoing rate is subject to prompt payment MKOunt and 

includes free renewals of company's standard carbon filament 
lamps and renewal allowances on tungsten or other special 
lamps. 

3. Customers m«y -purchase service without lamp renewals, in 

which case these rates per kw-hr. shall be reduced ^ cts. 

4. The foregoing limitation of the maximum rate of charge for 

commercial electric lighting serrice imvUob only to exclusively 
commercial lighting customers and shall not apply to any 
customer purchasing service for combfned lighting and power^ 
break-down service, or combined unlimited and limited service. 

B. Minimum. Monthly Payments, 

1. The minimum monthly payment to be made by any customer, 

except customers purchasing exclusively electric lighting serv- 
ice or power service at the optional or increment power rate, 
shall be the monthly installment of the annual demand charge. 

2. A minimum monthly bill shall be charged of 50 cts. net to cus- 

tomers having connected loads of 300 watts or less and one 
dollar to customers having connected loads In excess of 300 
watts, to cover such expenses occasioned by the individual 
customer as billing, inspecting and maintaining meter and 
service connections, etc. In addition to such minimum bill 
a charge of |1.50 shall be made for each arc lamp installed. 

3. A minimum monthly bill under the Optienal or Inerement Rate 

for power shall be charged of $1.50 for an installation of 2 
h. p. or less, nominal rated capacity, plus 75 cts. for each ad- 
ditional h. p. or fraction thereof (or $1 per kilowatt) nominal 
rated capacity. 

4. A minimum monthly bill for any power customer having an in- 

stallation of 2 h. p. or less and purchasing service either under 
the Standard or under the Optional or Increm^it Rate shall 
be charged of |1.50. 

III. MEASUREMENT OP DB3MAND. 

The demand is defined as the greatest rate at which electrical en- 
ergy is used by the customer within any period of fifteen consec- 
utive minutes during the contract year, subject to the methods 
of determining demand hereinafter specified. 

A. Lighting Service. 

1. For lighting installations of 2 kw. or less, the demand shall 

be assessed as 100% of the first 300 watts, plus 66% of the 
connected load in addition to the first 300 watts. 

2. Where the demand is assessed all sockets not containing lamps 

shall either be removed or sealed by the company, or counted 
at 50 watts each. 

3. For installations of over 2 kw. the demand shall be measured 

by permanently installed demand meters, or by monthly read- 
ings taken during the normal peak demand of the service. 
Such readings may be ascertained at the option of the com- 
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p»^- by counting revolutions of the watt-meter diac, or by print- 
ing, Quarterly hourly readings of the watt-meter, or by a 
grife^hlc recording watt-meter, or by the so-called Wright de- 
miuid meter. * 

J5. Powe/r Sermce. 

1. The maximum demand charge during any month for power 

service (B) shall not be less than that computed on the basis 
of 75% of the maximum demand during any previous month of 
the customer's contract year. 

2. For pew^F insiallations. of 2 kw. connected or less» the demand 

shall be assessed as 75% of the connected load, as indicated by 
the manufacturer's rating. 
<y. Temporary Assessment of Demand. 

In installations in excess of 2 kw. connected, where customer is 
connected for service during a month during which the maxi- 
mum measured demand shall be less than the probable de- 
mand obtaining during November, December, January or Feb- 
ruary, the demand will be assessed in accordance w4th the fol- 
lowing rules, and such assessed demand will be corrected as 
soon as the actual demand for the year has been measured, 
and the difference in the demand i*ate billed upon the assessed 
or estimated demand and .the demand rate based upon the ac- 
tual or measured demand shall be credited to the customer or 
paid by the customer as the case may be. 

1. In Class "1" customers (Lighting Service) the assessed demand 
shall be^ determined as follows: 

100 % of the first 300 watts connected; 
661%% of 'the next 1,700 watts connected;". 
55 % of all in excess of the first 2,000 watts connected. 

Class 1 customers shall include all lighting customers except those 
designate as Class 2. 

^. In Class **2** customers (Lighting Service) the assessed demand 
shall be determined as follows: 
100 % of the first 300 watts connected; 
661%% of the next 1,700 watts connected; 
40 % of all in excess of the first 2,000 watts connected. 

Class 2 customers shall consist of federal and county buildings, 
churches and missions, hotels and clubs, factories (including 
small industrial establishments such as machine shops, car- 
penter shops, blacksmith shops, tin shops and cigar factories, 
closing not later than 6 p. m.), private and parochial schools, 
grain and tobacco elevators and warehouses, freight and stor- 
age warehouses, stables and garages, both private, boarding 
and livery, and furniture stores occupying two or more fioors 
above street lev^l. 

3. In Class 3 (Power Service) the assessed demand shall be deter- 

mined as a percentage of the total connected load as indicated 

by the manufacturer's rating — 

Where installations are under 10 h. p., 75% 

Where installations are over 10 h. p., and less than 50 h. p., 

65%; 
Where insta!lations are over 50 h. p., 55%. 

4. If customer's connected load is permanently decreased the De- 

mand Charge should be reduced accordingly. Where custom- 
er's connected load is 2 kw. or less, the demand shall be re-as- 
sessed. If customer's load is in excess of 2 kw. the demand is 
determined by measurement and the time at which the change 
In connected load occurs will Influence the basis upon which 
the new Demand Charge will be determined. If the customer's 
connected load is reduced prior to December 15th, of the cus- 
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toiner*B contract year, the demand may be re-meaaured and the 
new demand so ascertained be taken as the basis of the Demand 
Charge for t^^e remaining portion of the customer's contract 
year. If the customer's Installation be reduced subsequent to 
December 15th of the customer's contract year, then the new 
Demand Charge shall be determined upon the basis of the tem- 
porary assessed demand, as provided in the preceding para- 
graphs, and such assessed demand will continueto be the badis 
upon which the customer shall be billed for service until a 
new demand shall be ascertained by measurement during the 
months of November, JDecember. January and February fol- 
lowing. 

IV. RESIDENCE LIGHTING SERVICE. 

To customers contracting for service for one year or more for resi- 
dence lighting service, with free renewals of company's standard 
lamps, the following rate shall apply: 

(A) Primary charge of 11 cts. per kw-hr. for: 

1. The first 4 kw-hr. consumed per month for each of the first 

4 active rooms. 

2. The first 2^ kw-hr. consumed per month for each of the active 

rooms in addition to the first 4. 
All rooms except the following shall be computed as active: 3 rooms 
(which are primarily or may be used as bedrooms, including 
therein finished attic or garret rooms), bathrooms, basements, 
garrets, closets and back porch. 

(B) Secondary charge of 5 cts. per kw-hr. for all energy in excess 

of that paid for at the primary rate in (A) up to a total of 
7 kw-hr. consumed per month per active room. 

(C) Tertiary charge of 2 cts. per kw-hr. for d.I energy consumed 

per month in excess of that paid for at the primary rate (A), 
and the secondary rate (B), or for all energy consumed in 
excess of 7 kw-hr. per active room per month. 
1. The quantity of energy paid for at the primary rate (A) 
is not included in the energy computed at the secondary 
rate (B) or at the tertiary rate (C). 
2. In determining the number of active rooms, all rooms, 
whether containing lights or not, shall be counted except 
the followinej: Three rooms (which are primarily or may 
be used as bedrooms, including therein finished attic or 
garret rooms), bathrooms, basements, garrets, closets 
and back porch. 

3. A room used as a children's nursery or workroom and con- 

taining a couch, sometimes used as sleeping quarters, is 
not classed as a bedroom. 

4. Halls and hallways used and furnished as reception ' and liv- 

ing rooms and having an area in excess of 120 square feet 
are classed as active rooms. 

5. A part of a room not cut off by partition and door and which 

is generally known as an alcove shall not be counted as an 
additional room unless it is furnished and used for a dis- 
tinctly different purpose or its area exceeds 33%% of the 
total area of the room and alcove. 

6. Front, side and back porches, with or without lights, are not 

classed as active. 
Back porches are specifically excepted in rate schedules, as 
in many cases they are enclosed and used as a summer 
kitchen or dining room and as such might bo taken as 
a room. 
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7. Where service for a barn or garage is supplied through the 

same meter as that through which service for the resi- 
dence is supplied, all active rooms in garage or barn are 
added to those of the house and the rate applied. 

8. Where separate meters are supplied, a garage or barn shall 

be treated as a separate residence. 

9. All classes of domestic heating and power consuming de- 

vices may be supplied through the meter by which lights 
ing service is measured, in which case this rate shall ap- 
ply. 

Battery charging outfits, refrigerating outfits, non-portable 
air compressors or vacuum cleaners or similar appar- 
atus not in use between the hours 4:30 p. m. and 8:30 
p. m. may also be supplied through the residence meter. 

Motors and other power consuming devices, when connected 
to residence service meter, must conform to the follow- 
ing rule: All such motors and devices must be equip- 
ped with starting or regulating apparatus to limit au- 
tomatically the initial current in starting, to amount 
not exceeding 2'^ times the full load current, as deter- 
mined by manufacturer's rating. Motors or other de- 
vices having a rated capacity greater than % kilowatt 
shall be wound for 240 volts and customer shall arrange 
building wiring and meter loops for three-wire service 
and meter. 

10. Elevators and wireless telegraph apparatus, using service in- 

termittently; shall not be supplied at residence rates or 
from residence service connections. Such apparatus must 
be supplied from power mains and where a special ex- 
tension or power service is required customer shall pay 
the cost of the necessary extension in accordance with the 
rules of the company governing new extension of service. 
Customer shall contract for service for such apparatus 
at the companys regular power rates. 

11. In apartment houses, each apartment shall be classed as a 

separate residence. The public portions of the building, 
such as hallways, elevator cars and enclosures, public din- 
ing rooms and kitchens, pantries, etc., connected there- 
with, shall be treated separately. Service for such por- 
tions of the building may be purchased under either the 
Residence Rate (IV) or the Standard Commercial Lighting 
Rate (1-A), at the option of the purchaser. If service is 
furnished by the Residence Rate (IV), the energy to be 
paid for monthly at the primary rate shall be computed 
on the basis of one active room per floor (exclusive of 
basement), multiplied by the number of main entrances 
to the building plus the rooms used as kitchens, building 
storerooms, pantries, dining rooms and offices. The active 
rooms in janitor's quarters if supplied through same meter 
as public portions of the building, shall be added. Jani- 
tor's quarters metered separately shall be treated as a sep- 
arate residence. 

12. The residence schedule shall not be applied to any apart- 

ment house wherein the landlord or agent is billed for 
the entire service consumed in the building and re-bills 
the service to the occupants of the apartments. In such 
case, the Increment Lighting Rate and contract form No. 
759-B shall be used. 

13. The Residence schedule shall not be applied to customers 

whose practice is to have service cut off during the sum- 
mer months; it shall be supplied only to those who sign 



Bl'RLiIXGTOX.J —56— [WIS. R. R. COMM. 

coBtrftcts pravicliag for service by the year, and who pay 
at least the minimum monthly payments provided for in 
the contract. When company is unable to read meter for 
any month, op months, the quantity of energy to be paid 
for monthly at the primary rate shall be increased pro 
rata. 
14. Customers occupying a portion of a business building as a 
residence may combine residence service with commercial 
lighting service through one meter. In no case, however, 
shall the residence rate be combined with the commercial 
lighting rates and residence rate cannot be applied to sucli 
combination service. 
('. Minimum PcymenU, 

To customers executing company's standard form of Residence 
Lighting Contract at foregoing rates and using the service for 
periods of one year or more, the minimum charge shall be 
50 cts. per month net. 
(D) The following shows the various contract forms under whicli 
residence service is sold and the application of each form: 

Form No. TITLE APPLICATION. 

193d-B Contracts for Residence service for periods of 

Residence one year or more. Standard Rate. 

Electric 

LighUng 

Service. 
2399-B Short Time Short time residence electric 

Residence lighting service. 

Electric 

Lighting 

Service. 

V. PLAT RATE DISPLAY LIGHTING. 
Company will sell service for Flat Rate Display Lighting controlled 
by company on yearly contracts, on the following basis of 

monthly payments: 

Dusk to Dusk to 

11 p. m. 12 p. m. 

1850 hrs. 2200 hrs. 

200 Watts or less 11.93 $2.17 

300 Watts 2.90 3.25 

400 Watts 3.87 4.33 

500 Watts 4.83 5.42 

600 Watts 5.80 6.50 

700 Watts 6.78 7.58 

800 Watts 7.73 8.67 

900 Watts 8.70 9.75 

1.0 Kilowatts 9.67 10.83 

1.5 Kilowatts 14.50 16.25 

2.0 Kilowatts 19.33 21.67 

2.5 Kilowatts 24.17 27.08 

3.0 Kilowatts 29.00 32.50 

3.5 Kilowatts 33.83 37.92 

4.0 Kilowatta ., 38.67 43.33 

4.5 Kilowatts 43.50 48.75 

5.0 Kilowatts 48.33 54.17 

6.0 Kilowatts 58.00 64.00 

7.0 Kilowatts 66.87 73.00 

8.0 Kilowatts 75.00 82.00 

9.0 Kilowatts 83.13 91.00 

10. Kilowatts 91.25 lOO.UO 
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1. The foregoing flat rates include renewals of carbon filament 

lamps only and include no other maintenance. 

2. Company will contract for flate rate display lighting burning dur- 

ing hours other than those specified above, but not less than 1^00 
hours per year, and the monthly bill therefor shall be computed 
as 1-12 of the annual bill determined by the application of the 
Standard Rate. 

3. (a) Compavy will supply and install on yearly contracts re- 

newals of Mazda sign lamps for flat monthly charge of 4 cts. per 
lamp installed. The foregoing applies to flat rate display 
lighting, or to the equivalent display lighting supplied on a 
met^ basis, providing service is used not to exceed 2,250 houra 
per year. For such service as is used in excess of 2,260 hours 
per year the renewals will be furnished at a proportionately 
increased monthly charge per lamp. The customer shall pur- 
chase from the company the first installation of such lamps 
and all ixrcreases thereof, at the company's regular prices. 

(b) In case customers wishes to supply Maeda sign lamps in lieu 
of the carbon lamps, the renewals of which are furnished 
without charge by the company, customer may do so and re- 
ceive a reduction in the rate for s^vice of 75 cts. and 90 cts. 
per month per kilowatt of capacity of Maada lamps for 11 
o'clock and 12 o!clock burning respectively. 

(e) Company will supply plain Mazda, 5 watt, 12 to 13 volt sign 
lamps and supply renewals thereof, at a charge equivalent to 
$12.00 per month per kilowatt of rated consumption of lamps 
installed. This charge is to be added to the contract rates, 
after deducting the allowance for carbon lamps. 

Plain Mazda 2% watt, 12 to 13 volt sign lamps will be similarly^ 
supplied at a charge equivalent to $24.00 per month per kw. 
of rated consumption of lamps installed. 

4. Where flashers are installed on' signs, the demand and use of 

lamps on circuits controlled by the flasher shall be taken at 
75% of the rated consumption of such lamps. 

5. (a) The company will contract to inspect, clean and paint signs 

once a year, put all renewals in place, and maintain flasher, 
if any, for Ic per month for each 10 watt carbon or 5 watt 
Mazda lamp contained in sign, 
(b) Oil. contracts providins: for the renewals of Mazda sign 
lamps in. accordance with paragraph 3 (a) hereof, company^ 
will contract to inspect, clean and paint signs once a year and 
maintain flasher, if any, for % ct. per month for each 5 watt 
Mazda lamp and 1 ct. per month for each 2^ watt Mazda 
lamp contained in sign. 

VI. DISCOUNT FOR PROMPT PAYMENT. 

1. On bills paid at ofiice of company or its authorized collection 

agencies within ten days of date of bill, a discount of 5% of the 
first $25.00 of all bills and 1% on amounts in excess of $25.00 
will be given. 

2. On bills for electric service supplied to the federal, county and 

city governments, paid at the ofiice of the company, or its- 
authorized collection agencies, within 60 days of date of bill, 
the prompt payment discount provided for in the contract 
Wider which such service is sold will be allowed. 
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VII. SHORT TIME RATE. 

To customers obtaining service for periods of less than one year, 
the charge for electric service shall be computed in accordance 
with the following schedules with Prompt Payment Discount 
VI, applying thereto: 

A. Commercial Lighting Service. 

First 200 kw-hr. during any month, 10 cts. per kw-hr. 
Second 200 kw-hr. during any month, 8 cts. per kw-hr. 
Third 200 kw-hr. during any month, 6 cts. per kw-hr. 
All energy in excess of 600 kw-hr. during any month, 4 cts. per 
kw-hr. 

(a) The foregoing rate includes free renewals of company's stand- 
ard incandescent lamps and renewal allowances on tungsten 
or other special lamps. 

(b) When free renewals of company's standard lamps or renewal 
allowances on tungsten or other special lamps are not ob- 
tained by customer, contract for service shall be endorsed 
''without lamp renewals," and the foregoing shall be re- 
duced one-half cent per kw-hr. 

B. Residence Lighting Service. 

1. To customers obtaining residence electric service for periods 

of less than one year, the rate per kw-hr. for such service, 
subject to the minimum monthly payment of 50 cts. during any 
month, shall not exceed 11 cts. • 

2. The foregoing rate is subject to the prompt payment discount 

and includes free renewals of company's standard incan- 
descent lamps and renewal allowances on tungsten or other 
special lamps. 

3. B\)r reconnection of meter for the same customer upon the same 

premises a charge of $1.50 shall be made. 
€. Power Service. 

First 200 kw-hr. during any month, 6 cts. per kw-hr. 
Second 200 kw-hr. during any month, 5 cts. per kw-hr. 
Third 200 kw-hr. during any month, 4 cts. per kw-hr. 
All energy in excess of 600 kw-hr. during any month, 3 cts. per 

kw-hr. 

(a) For the reconnection of meter for same customer upon the 
same premises, a charge of $1.50 shall be made. 

(b) The foregoing rates are subject to the minimum monthly pay- 
ment specified in Section II. 

VIII. RENEWALS OF STANDARD INCANDE^SCENT LAMPS. 

1. To entitle customers to free renewals of company's standard 
carbon filament incandescent lamps or to allowances on the 
renewals of tungsten or other special lamps, the first instal- 
lation of such lamps or any increase thereof, shall be pur 
chased from the company by the customer *at the company's 
published prices. 

TX. RENTAL OF METERS. 

(A) In case the customer desires integrating wattmeters in- 
stalled to measure the consumption of electrical energy by 
various fioors, departments or tenants, company will install 
such meters upon yearly contracts and charge therefor the 
following: 



J 
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Charge for Installation. 

Annual rental 

Additional cbarffe 

meters payable in 12 

installed equal 

at same monthly 

time installments 

Size and type as first or otherwise 

of One meter. as agreed 

meter. meter. each. upon. 

Single Phase and 
Direct Current: 

10 amp. and smaller $1.00 $0.50 13.00 

15 amp. to 75 amp 1.50 .75 6.00 

100 amp. to 300 amp 3.00 1,00 12.00 

3 Phase Meters: 

5 amp. to 25 amp |1.50 $0.75 |6.00 

50 amp. to 150 amp 3.00 1.00 12.00 

The company will not obligate itself to supply the readings of the 

individual meters, nor assume any responsiblility for their 

accuracy. 
(B) Should customers desire any rented meters tested and report 

thereon made the company will make such test and report and 

charge therefor the following: 

Charge for Testing and Report: 

Additional 
meters 
Size of One tested at 

meter. meter, same time 

as first 
meter, each 

5 amp. to 25 amp $2.00 $1.00 

40 amp. to 150 amp 2.50 1.50 

X. BASIS UPON. WHICH APPLIANCES, FIXTURES AND EQUIP- 
MENT WILL BE SOLD OR RENTED. 

« 

1. The company will not sell electric service customers appliances, 

fixtures and equipment at prices less than cost to it, plus 6%. 

2. Company will lease appliances, fixtures and equipment to elec- 

tric service customers at rental charges based upon not less 
than 15% per annum of the cost or present value of such ap- 
pliances, fixtures or equipment. The cost, where known, shall 
in every case be used as a basis for determining the rental 
charges. Where the cost is not known, the market price, as 
determined by bona fide quotation, shall be used as the basis 
for computing such rentals. 

3. Appliances, fixtures or equipment rented or leased from the 

company shall be maintained and repaired by the customer. 



XI. RULES RELATING TO CUSTOMERS' DEPOSITS. 

1. Customers who have no established credit rating are required 

to furnish a financially responsible guarantor, or make a cash 
deposit equal in amount to two months' estimated bills. Mini- 
mum deposits in all cases to be $5.00. 

2. Customers operating moving picture houses or securing similar 

service for other businesses may reduce the required deposit 
by entering into an agreement to pay weekly an estimated bill 
and by granting the company the privilege to disconnect serv- 
ice upon failure to pay such estimated weekly bill on demand; 
such customers, upon making such agreement, shall deposit 
an amount equal to one-half of their estimated monthly bill. 
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3. Customers who shall have failed to make full payment to the 

company of all previous service bills are required to pay all 
such bills before service will be furnished. 

4. Customers who shall have failed to make full payment to the 

company of all previous service bills are also required to 
make the cash deposit specified in rule "1". 

5. Interest at the rate of 5% per annum will be paid on renewal or 

withdrawal of deposit. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises wUk. lines. 

Gbnekal: 
118 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning on 
an all-night moonlight schedule. Rate $24 per lamp per 
year for the first 100 and $21 per lamp for all additional. 
14—600 c. p., 20 an^pere a. c. series gas filled tungsten lamps, 
burning on an all-night moonlight schedule. Rate $62 
per lamp per year. 
Ornamental: 
None. 

BUKUNGTON, TOWN OF 

(Racine County.) 

MILWAUKEE LIGHT, HEAT St TRACTION CO. 

(For rate schedule, see M. L. H. & T. C5o., Milwaukee, Part III.) 

BURLINOTON, TOWN OF 

(Racine County.) 

WISCONSIN GAS Sk ELECTRIC COMPANY. 

(See Rural Rate Schedule of town of Geneva.) 

Street Lighting. 

None. 

BTTRNETT JUNCTION. 

(Population, 426.) 

HORICON LIGHT & POWER CO. 

(For commercial rate schedule, see Horlcon.) • 

Street Lighting. 

General: 

12 — 100 watt, 220 volt, a. c. multiple tungsten lamps, burning every 
night until midnight. Rate $20 per lamp per year. 
Ornamental: 

None. 

BUTTEBNUT. 

(Population, 717.) 

BUTTERNUT ELECTRIC LIGHT AND POWER CO. 

Method of generation, kerosene engine. , 
Dally operating period, continuous. 

Cf^mmerdal Lighting. 

Meter Rates: 

12 cts. per kw-hr. 
Flat Rates: 

1 barber shop $1.50 per month in summer, $1.50 in winter 

1 store 1.50 " " " " 2.00 " " 

1 ice cream parlor $7.00 per month 

1 printing office 1.00 " " 

1 residence 1.00 " *' 

1 telephone office 1.00 " 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 
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Qbnsrail.: 

8 — 100 watt, 220 volt, d. c. multiple gas filled tungsten lamps, burn- 
ing from dJiek to midnight every night; 8 — 200 watt, 220 
volt, d. c. multiple, gas filled tungsten lamps, burning 
from dusk to midnight every night. 6 — 300 watt, 220 volt, 
d. c. multiple, gas filled tungsten lamps, burning from 
dusk to midnight every night. Total charge for above 
street lighting $750 per year. 
Ornamental : 

None. 

CADOTT. 

(Population, 765.) 

IWJNICIFAIi Fi4ANT. 

Method of generation, current purchased. 
Daily operating period, Continuous. 

Commercial Lighting. 

Meter Ratbs: . 

Minimum charge per month, $1,00. 
First 25 kw-hr. per month 10 cts per kw-hr. 
Next 25 " " " 8 " 

Over 50 * 6 " " " 

A charge of 1 ct. per kw-hr. is made on ail bills not paid on or be- 
fore the 15th of each month. 
Flat Rates: 

1 — 16 c. p. lamp 50 cts. per month 
2—16 c. p. " $1.00 
3—16 c. p. " 1.25 
Larger installations metered. 

Cominercial Power. 

4 cts. per kw-hr. 

A charge of 1 ct. per kw-hr. is made on all bills not paid on or be- 
tone the 15ih ai each month. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street JAf^Uo^. 

General: 
54 — 80 c. p., 4 ampere, a. c, series gas filled tungsten lamps, burn- 
ing all night. Current metered at 6 cts. per kw-hr. 

CALEDQMIA, TOWN OF 

t Racine County.) 
MlLWAUKfiE UGHT, H&AT & TRACTION OO. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Part III.) 

CAMBRIDaS. 

(Population, 507.) 
CAMBRIBGli: LIGHT & POWER COMPANY. 

Method of generation, oil engines. 
Daily operating period, continuous. 



t* it 



Cammercial liighting. 

Minimum yearly bill, $12.00. 



.« 



First 10 kw-hr. per month 20 cts. per kw-hr. 
All over 10 kw-hr. per month 10 cts. per kw-hr. 
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The minimum monthly bill for buBiness places which are closed 
evenings is |0.50. A minimum bill is not applied to churches^ 
lodges and benevolent societies. 

Service will be discontinued when bills are in arrears two montlis. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with Lines. 

Street lAghting, 

General: 
26 — 40 watt, 110 volt, d. c, multiple tungsten lamps, burning on a 
moonlight dusk to 11 p. m. schedule. Rate |18 per lamp 
per year. 
Obnamental: 
12 posts, in pairs; 3 — 40 watt tungsten lamps on each post. Rate 
$2.40 per post per month. System paid for by the Community 
Club. Maintenance and cost of current paid for by village. 

CABIEBON. 

(Population, 562.) 

WISCONSIN-MINNESOTA -LIGHT & POWER OO. 

Method of generation, hydraulic, plant at Rice Lake. 
Daily operating period, continual. 

Commercial Lighting. 

Minimum charge per month, 50 els. 
9 cts. per kw-hr. 
Discount for payment before 10th of month. 
10% on all amounts up to 50 kw-hr. 
20% on all amounts over 50 kw-hr. 

Commercial Power. 

Fixed charge of $1.00 per month for motors of less than 5 h. p.r 

$0.80 per h. p. for motors of 5 h. p. and over. 
Current, 4 cts. per kw-hr. Discount of 10% if WU is paid before 

the 10th of the month. 
Heating Rate: Minimum monthly charge $0.50. Current 5 cts. 
per kw-hr. Discount of 10% if bill is paid before the 10th of 
the month. 
Rates for farmers along transmission line from Cameron to Barron 
are the same as those in Cameron. Company furnishes all 
equipment. 
Rates charged to Barron Municipal Plant: 

2% cts. per kw-hr. for the first 20,000 kw-hr. and 2 cts. for all 

thereafter yearly. 
Minimum charge of $500.00 per year. ^ 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
7 — 500 watt, 110 volt, a. c. mutiple gas filled tungsten lamps, burn- 
ing all night, every night. Rate $60 per lamp per year. 
7 — 60 watt, 100 volt, a. c. multiple gas filled tungsten lamps, burn- 
ing all night, every night. Rate $16.80 per lamp per year. 
Ornamental: 
None. 

CAMPBELLSPORT. 

(Population, 650.) 
CAMPBELLSPORT ELECTRIC LIGHT & POWER CO. 

Method of generation, gas. 

Daily operating period, dusk to midnight; 5 to 7 a. m., Oct. 1 to April 1. 
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Commercial liighting. 

Minimum bill, $1.00 per month. 
Current, 14 cts. per kw-hr. 
Discount 10% if paid before 10th of the month. 
Short Time Lighting Rate, 

Minimum bill, $1.00 per month. 

Current, 14 cts. per kw-hr. with a discount of 10% if bill is paid 
within 10 days of date. 
Customer must pay cost of making service connection and installing 
meter and also cost of removing service and meter. Rate not 
available for reserve or break-down service and does not include 
lamp renewals. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Ldghting. 

General: 

13 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on an every-night midnight schedule. Rate $72 
per lamp per year. 
Ornamental: 
None. 

CAMP LAKE. 

(Population, ) 

CAREY KLECTRICAIi & MIIiLlNG CO. 

(For commercial rate schedule, see Wilmot.) 

Street Lighting. 

None. 

CASCADE. 

(Population, 625.) 

SCHIiENTKR BROTHERS ELECTRIC COMPANY. 

Method of generation, water power. 
Daily operating period, continuous. 

Commercial lighting. 

Meter Rates: 

15 cts. per kw-hr. 
Flat Rates: 

$1.00 per month for a few small consumers. 
Meters are owned by the utility. 
Consumers pay for wire used in connecting premises with lines. 

Street Liighting. 
General: 
4 — 100 watt, gas filled tungsten lamps, burning every night until 
midnight. Rate $20 per lamp per year. 
Obnamentai. : 
None. 

CA&HTON. 

(Population, 668.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to midnight. 

Commercial Lighting. 

Meteb Rates: 
Minimum bill, $1.00 per month. 

Current, 12 cts. per kw-hr. for the first 30 hours* use of the active 
connected load per month. 
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9 cts. for all current in excess of 30 hours' use of the nctiTe con- 
nected load per month. 
Active connected load to be considered 100% of the full oonnected 
load for stores, offices, saloons, halls, etc., and 50% for resi- 
dences. 
Flat Rates: 

32 c. p. carbon 75 cts. per month 

16 ** " 50 •• •• •* 

8 " " 36 " " •• 

60 watt tungsten ..65 " " 

40 " " 50 " 

25 " " 40 " " " 

100 " " 80 " " " 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 

Street Llshting. 

Genbhal : 

30 — 60 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlight-midnight schedule. Rate $12 per 
lamp per year. 
25 — 40 c. p., 6.6 ampere, a. c. series tungsten lamps burning on a 
moonlight-midnigbt schedule. Rate |8 per lamp per year. 
Ornamental: 
15 posts, 5 posts to block; three lamps on each post; 25 — 60 c. p. 
and 20 — 40 c. p., 6.6 ampere, a. c. series tungsten lamps burn- 
ing on a midnight-moonlight schedule. Rate: 60 c. p. lamps, 
$12 per lamp per year; 40 c. p. lamps, $8 per lamp per year. 
System installed by city and merchants. Maintenance and an- 
nual charge per lamp paid by city. 

CASSVILLE. 

(Population, 890.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to midnight. 

€3mmercial Lighting. 

Current, 10 cts. per kw-hr. 
Meters are owned by consumers and utility. 
No charge Is made for coni]Lecting consumer's premises with lines. 

Street Lighting. 

General: 

5 — 220 volt, d. c. multiple carbon arc lamps, burning on a moon- 
light-midnight schedule. No chu'ge. 
3 — 500 watt, 220 volt, d. c. multiple gas filled tungsten lamps, 

burning on a moonlight-midnight schedule. No charge. 
24 — 60 watt, 220 volt, d. c. multiple tungsten lamps, burning on a 
moonlight-midnight schedule: No charge. 
Ornamental: 
None. 

CAZENOVIA. 

(Population, 8^.) 

CAZENOVIA LIGHT & POWER COMPANY. 

Method of generation, hydraulic. \ 

Daily operating period, sunset to 11 p. m. , ' 
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Commercial Lighting. 

Minimum charge per month, |1.00. 

Current, 10 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Ughting. 
Genebal : 

9 — 60 watt, 110 volt, d. c. multiple gas filled 'tungsten lamps, burn- 
ing on an every-night dusk to 11 p. m. schedule. Rate |13 
per lamp per year. 
Ornamental : 
None. 

CEDARBURG. 

(Population, 1,777.) ' 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, 23^ hrs. daily, dusk to dawn on Sunday. 

Commercial Lighting. 

Current, 8 cts. per kw-hr. 
Meter rent, 15 cts. per month. 

Commercial Power. 

Minimum charge 25 cts. per h. p. of connected load per month for 

motors over 10 h. p.; 50 cts. per h. p. per month for motors 

between 5 and 10 h. p.; and $1.00 per month per h. p. for 

motors of less than 5 h. p. 

7 cts. net or 8 cts. gross per kw-hr. for the first 10 kw-hr. per month 

per h. p. connected. 
4 cts. net or 5 cts. gross per kw-hr. for the next 35 kw-hr. per month 

per h. p. connected. 
2 cts. net or 3 cts. gross per kw-hr. for all current in excess of 45 
kw.hr. per month per h. p. connected. 
A charge of $2.00 is made for reconnecting a meter for a consumer 

upon the same premises. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Genebax: 

26 — 400 c. p., 38 — 250 c. p. and 4 — 100 c. p., 6.6 ampere, a. c, series 
gas filled tungsten lamps, burning on a moonlight, dusk 
to 3 a. m. schedule. Total charge for above street light- 
ing, $3,000 per year. 
Ornamental : 
None. 

CEDARBURG. 

(Population, 1,777.) 

MILWAUKEE NORTHERN RAILWAY CO. 

Method of generation, producer gas plant at Port Washington. 
Daily operating period, 5:30 a. m. to 1:35 a. m. 

Cominercial Power. 

Minimum charge of $12.00 per year per h. p. installed. 

10 cts. per kw-hr. for the first 10 kw. per h. p. of motors installed 

up to 20 h. p. 
All excess 3 cts. per kw-hr. 

5 — E. R. 
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When customer's premises are located within 300 ft. of company's 
lines and d. c. current is taken from the trolley system, the 
minimum charge will be $6.00 per year per h. p. of xaptor 
or motors installed. 
Discount 5% if paid before 15th of month. 
Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines 
where the distance is not greater than 300 feet. 

Street Lighting. 

None. 

CEDAR OROVE. 

(iPopulation, 498.) 
CEDAB GBOVE TEIiEPHONE COMPANY. 

Method of generation, current purchased. 
Daily operating period, 6 a. m. to midnight. 

Oommepclal Power. 

Minimum bill, $1.00 for the first h. p. or fraction thereof and 40 cts. 
per h. p. for every additional h. p. or fraction thereof. 
Limited Service: (8 a. m. to 4 p. m.) 
First 10 kw-hr. per kw. of rated capacity, 10 cts. per kw-hr. Bal- 
ance of the first 2,000 kw-hr. 4 cts. per kw-hr. All over 2,000 
kw-hr. 3% cts. per kw-hr. 
Unlimited Service: (6 a. m. to 12 p. m.) 
First 10 kw-hr. per kw. of rated capacity, 10 cts. per kw-hr. Bal- . 
ance of the first 2,000 kw-hr. AVa cts per kw-hr. All over 2,000 
kw-hr. 4 cts. per kw-hr. 
A discount of five per cent shall be allowed when bills are paid on 

or before the 15th of the month. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

None. 

CEDAR OROVE. 

(Population, 498.) 

CEDAB GBOVE STOVE CX). 

Method of generation, gas. 

Daily operating period, dusk to It p. m. 

Commercial Lighting. 

Minimum bill, $1.00 per month; if customer owns meter, 50 cts. 

per month. 
Current, 15 cts. per kw-hr. 
Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines 
where distance is 60 feet or less. For longer connections con- 
sumer pays for excess. 

Street Lighting. 

General: 
57 — 40 watt, 110 volt, d. c. multiple tungsten lamps, burning on an 
every-night, dusk to 11 p. m. schedule. Rate $10.40 per 
lamp per year. 
Ornamental: 
None. 
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CHETEK. 

(Population, 829.) 

CHETKK LIGHT AND POWER COMPANY. 

Method of generation, hydraulic. 

Daily operating period, continuous except Sunday. 

C )mmercial Lighting. 
Meter Rates: 
12 cts. per kw-hr. for the 'first 30 kw-hr. per month. 
8 " •* " " " next 90 " " " 

6 " " " " all over 120 kw-hr. per month. 

Minimum charge: 85 cts. per month. 
Flat Rates: 
Business places (stores, saloons, offices, shops, etc.) 
2 lights, 45 cts. each per month. 
Over 2 lights, 40 cts. each per month. 
Lodge Halls. 25 cts. per light per month. 
Churches. 15 cts. per light per month. 
Residences and Hotels, 

2 lights 45 cts. each per month. 

3 lights 40 

4 lights 35 
5- 7 lights 30 

8 lights 27 
9-10 lights 25 

Over 10 lights, 23 cts. each per month. 
Summer Cottages. One and one-half times the regular residence 

rates. 
All-night lights. An extra charge of 35 cts. per month will be 

made for each light kept burning all night 
Discount. A discount of 5 per cent from the foregoing rates shall 
be made for payment of bills on or before the 10th of the 
month following the month for which bill is incurred. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General : 

7 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on an all-night moonlight schedule. Rate 160 
per lamp per year. 
29 — 60 watt, 110 volt, a. c. multiple tungsten lamps, burning on an 
all-night moonlight schedule. Rate |12 per lamp per year. 
Ornamental: 
None. 

CHILTON. 

(Population. 1,530.) 

THE CALUMET SERVICE CO. 

Method of generation, steam. 

Daily operating period, continuous. 

Commercial Lighting. 

Current, 12 cts. per kw-hr. 
Discount as follows: 

On bills up to |2.00 — no discount. 
On bills from 2.00 to |5.00 — 5% discount. 

5.00 " 10.00—10% 
" 10.00 " 25.00—10% and 5% discount 
" 25.00 " 50.00—10% and 10% 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 
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Street Lighting. 

General: 
30 — 2.5 ampere, 220 Tolt, d. c. multiple arc lamps, burning on an 
all-night moonlight schedule. Rate $75 per lamp per year. 
14 — 2.5 ampere, 220 volt, d. c. multiple arc lamps, burning on. an 
all-night moonlight schedule. Rate $70 per lamp per year. 
Ornamental: , 
None. 

CHIPPEWA FALLS. 

(Population, 8,893.) 

WISCONSIN-MINNESOTA LIGHT & POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continual. 

Commercial Lighting. 

STANDARD RATES. 
Meter Rates: 

For all lighting service furnished residence and business, herein- 
after specifically referred to as classes A, B and C, including 
such Incidental use of appliance for heating and power used 
on a. c. lighting circuits, and passing through the same meter 
and measured by meter or meters owned and installed by the 
campany a charge of: 

Primary rate, 10 cts. per kw-hr. for current used equivalent to or 
less than the first 60 hours' use per month of active connected 
load. 

Excess rato, 4% cts. per kw-hr. for all current used in excess of 
above 60 hours* use per month of active connected load. | 

ACTIVE CONNECTED LOAD 

Shall in each case be a fixed percentage of the total connected load 
consisting of lamps, appliances etc., installed upon the con- 
sumers premises. 

In Class A J consisting of residences, dwellings, flats and private 
rooming houses, where the total connected load is equal to 
or less than 500 watts nominal rated capacity, 60% of such 
total connected load" shall be deemed active; where the instal- 
lation exceeds 500 watts nominal rated capacity, 33%% of 
such part of the total connected load over and above 500 watts 
shall be deemed active. 

Class B shall consist of stores, oflSces, saloons, theaters, depots, 
halls, garages, banks, express and other public service com- 
panies, laundries, dress making parlors, barber shops, billiard 
halls, card rooms and the post office. In this class 80% of the 
total connected load shall be deemed active, except such por- 
tion as is used for signs, windows and show case lighting or 
similar advertising purposes, where 20% shall be deemed ac- 
tive. In rating the active connected load all business places 
not otherwise specifically classified shall be placed in Class B. 

In Glass C 55% of the total connected load shall be deemed active. 
Such class shall consist of factories, hotels, clubs, rooming 
houses, churches and lodge halls, livery stables, blacksmith 
shops, warehouses and public buildings, including schools, 
hospitals, the convent, asylum, armory and heating plant. 

Miscellaneous: In computing the percentages for the active con- 
nected load in classes A, B and C, electric flatirons, cooking 
utensi9s, fan and exhaust motors, not exceeding 16 in. in 
diameter, and all miscellaneous electrical equipment not 
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used by means of motors and not herein otherwise specified, 
shall 'be excluded from the total connected load. 

Discount. If payment is made at the company's office on or before 
the 10th day of the month for all current consumed for in- 
candescent lighting and measured by meters during the pre- 
ceding calendar month a discount of 10% will he allowed. 

The Minimum Bill for service rendered shall be $0.75 per month. 
Where company is unable to read meter after reasonable ef- 
fort, the fact should be plainly indicated upon the monthly 
bill, the minimum bill of $0.75 assessed and differences ad- 
justed with the consumer when meter is again read. 

Reconnection of Meters. For the reconnection of meters for tha 
same consumer upon the same premises, a charge equivalent 
to two minimum monthly bills is deemed reasonable. 
Flat Raters: 

The company shall npt be required at its own expense to install 
meters for any consumer in Class A having an installation less 
than five 50 watt lamps or the equivalent thereof in any build- 
ing, and shall be authorized to charge such consumers $1 per 
month for the use of the first 50 watt lamp, 40 cts. for the 
second 50 watt lamp, and 30 cts. each for all additional 50 
watt lamps; nor for consumer in Class B or C. using less 
than three 50 watt lamps or the equivalent thereof in any 
building, and shall be authorized to charge such consumer $1 
per month for the use of the first 50 watt lamp, and 50 cts. 
each for all additional 50 watt lamps; the company may, at 
its option, install meters for all lighting customers in which 
event the commercial lighting meter rate shall apply. 

Rmergency or Standby Service^ service charge $1.80 per year per 
active 50 watt unit. Energy charge 4.5 cts. per kw-hr. The 
maximum rate per kw-hr. shall not apply to this service. 

Commercial Power. 

The rate for power to consumers using 60 cycle alternating cur- 
rent and demanding 5 h. p. or more shall be 75 cts. per month 
per h. p. demanded, to be based on rated motor capacity, and 
2 cts. per kw-hr. for all current consumed; provided that for 
consumers demanding three or more and less than 5 h. p. for 
power purposes, the rate shall be $4.00 per month per h. p. 
based on rated motor capacity; and on all motors of less than 
three and more than one h. p. capacity, at the jate of $5.00 
per month per h. p., based on motor capacity; and on all mo- 
tors of one h. p. or less at the rate of $6.00 per month per 
h. p. based on motor capacity; and provided further that the 
company may, at its option, install meters for all power con- 
sumers, in which event the rate above specified for consumers 
using more than 5 h. p. shall apply; and provided further 
that for customers using electric lights the company may, at 
its option, measure the current used by motors of less than 
5 h. p. through the lighting meter, in which case the customer 
shall pay for such current at the lighting rate, but the motor 
shall not be included in the active rating. 
Minimum Fower Rate: $1.00 per month for each motor installed. 
Wholesale Power Rate. 
Up to 20% load factor 1.2 cts. per electrical horse power hour. 
From 20% to 30% load factor 1.1 cts. per electrical horse power 

hour. 
Prom 30% to 40% load factor 1 ct. per electrical horse power 
hour. 
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From 40% to 50% load factor 0.9 cts. per electrical horse power 
hour. 
From 50% to 60% load factor 0.82 cts. per electrical horse power 

hour. 
Over 60% load factor 0.75 cts. per electrical horse power hour. 
Proyided that the minimum monthly bill under this contract shall 
be 1150.00 and that the minimum charge per kilowatt of the 
maximum monthly demand shall be $1.50, and« provided 
further that the consumer may, by the service of a written 
notice of its election so to do, change the rates and minimum 
charge herein provided for to the regular retail power rate in 
force, such change, however, shall not affect any other pro- 
visions of this contract, and shall be made only at the begin- 
ning of the calendar month, and when made shall remain in 
force for not less than one full month. 
Emergency or Standhy Service, service charge $27 per active h. p. 
per year. Energy charge 3 cts. per kw-hr. The maximum rate 
per kw-hr. shall not apply to this service. 
Reconnection of Meters: For the reconnection of meters for the 
same consumer upon the same premises, a charge equivalent 
to two minimum monthly bills is deemed reasonable. 
Meters are 'owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
75 — 4 ampere, d. c. series, magnetite arc lamps, burning on an all- 
night every-night schedule. Rate $51 per lamp per year. 
58 — 100 c. p., 4 ampere, d. c. series tungsten lamps, burning on an 
all-night every-night schedule. Rate $16.20 per lamp per 
year. 
Obnamental: 
126 posts, 8 posts to block in pairs; 1 — 400 c. p., 7.5 ampere, a. c. 
tungsten lamps, burning from dusk till midniglit, with the 
exception of four lamps at street imtersections, which burn 
all night. Rate $25 per lamp per year. System paid for by- 
city and maintained by company. Cost of current paid by 
city. 

CLARE MILLS. 

(Population, 162. J 
OSIiO POWER AND UGHT COMPANY. 

(For commercial rate schedule, see Valders.) 

Street Idghting. 

None. 

CLAYTON. 

(Population, 220.) 

CLAYTON ELECTRIC COMPANY. 

Method of generation, gasoline. 

Daily operating period, sunset to 11 p. m. 

Commercial Lighting. 

15 watt lamps $0.25 per month. 
25 " " .35 " •' 

40 " " .50 " 

60 " " 1.00 " 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
None. 
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OLEAB LAKE. 

■ 

(Population, 498.) 
CLEAR LAKE ELECTRIC COMJPANY. 

Method of generation, current purchased. 

Daily operating period, continuous except Sunday forenoons. 

Commercial Lighting. 

Class "A" Residential Rates, 

12 cts. per kw-hr. for the 1st two kw-hr. per room per month. 

9 cts. per kw-hr. for additional current. 
Monthly minimum bill, 75 cts. for dwellings, private rooming 
houses and residences having not to exceed six rooms, plus 
12^ cts. per room for each room in excess of six rooms. 
Class "B" Store Rates, 
12 cts. per kw-hr. for the 1st kw-hr. for each unit of space per 
month as hereinafter defined. 
9 cts. per kw-hr. for additional current. 
Units of space to be determined by the square feet of floor area 
of sales floor only, (warehouse rooms and cellars used in 
connection with store service without increasing the mini- 
mum monthly bill or the units of space) as follows: 
20 units and monthly minimum bill of fl.OO for 800 sq. ft. 

or less. 
25 units and monthly minimum bill of $1.25 for 1,000 sq. ft 

. or less. 
Plus 5 units and 25 cts. added to the monthly minimum bill 
for each 500 sq. ft. or fraction thereof over 1,000 sq. ft. 
Class "G" including banks, barber shops, blacksmith shops, 
churches, dentists' oflices, doctors' offices, law offices, lumber 
ofllces, livery stables, lodge halls, pickle salting plants, post 
offices, printing offices and public garages. 
12 cts. per kw-hr. for the first 25 kw-hr. 
9 cts. per kw-hr. for additional current. 
Monthly minimum bill, $1.00. 
Class "D" including bowling alleys, creameries, pool rooms^ public 
schools, restaurants and saloons and city hall. 
12 cts. per kw-hr. for the first 30 kw-hr. 
9 cts. per kw-hr. for additional current. 
Monthly minimiyn bill, $1.50. . 
Class "JS7" including canning factories, depots, hotels and moving 
picture shows. 
12 cts. per kw-hr. for the first 40 kw-hr. 
9 cts. per kw-hr. for additional current. 
Monthly minimum bill, $2.00. 
Glass "^' tailoring shops using lighting and fiat iron service to- 
gether. 
12 cts. per kw-hr. for the first 10 kw-hr. 
9 " ** " " next 10 " 

6 " " " " additional current. 

Monthly minimum bill, $1.00. 
Private garage or bam service supplied in connection with resi- 
dence or office service and connected on office or residence 
meter, will be supplied at Class "A" or "C" rates, plus an ad- 
ditional minimum monthly bill of 50 cts. for said service. 
Combination service measured through one meter such as residence 
and office or store and residence will be based upon the higher 
rate of the two combined, plus one half of the lower monthly 
minimum charge being added to the higher monthly minimum 
charge of the. two in combination. 
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Outlying farm service will be supplied at special rates based upon 
the cost of extra equipment necessary and the number of 
patrons taking such service. 

Cash Discount: For payment within the discount period 10% 
will be allowed where it does not affect the net monthly mini- 
mum charge. 

Commercial Power. 
Power Rates: 

6 cts. per kw-hr. for the first 30 hours' use of maximum demand 

and 4 cts. per kw-hr. for all in excess. 
The term maximum demand is herein used to mean the rated ca- 
pacity of motors or motor in horse power multiplied by 746 
watts. 
Customers having a power installation of 15 h. p. or more shall 
have the privilege of rating the installation on its maximum 
demand. 
Minimum Power Bill: 
The minimum power bill will be $1.00 per h. p. per month as above 
determined for the first 10 h. p. and 75 cts. per h. p. for in- 
stallations in excess of 10 h. p. On installations of % h. p. the 
minimum will be $1.00 per month. 
Whenever motors and lights shall be connected upon the same 
meter, a minimum charge will be made for both motors and 
lights. 
Reconnection Charge. — Where customers discontinue their electric 
service no charge will be made for such service, but when 
service is reconnected, a charge of $1.00 may be made for same. 
Electric Range Service. — ^Where customers install electric ranges 
for cooking on a separate circuit for that purpose only, a sep- 
arate meter will be installed for such service and the follow- 
ing rates will apply, 5.5 cts. per kw-hr. with a monthly mini- 
mum bill of $1.50 subject to the same cash discount as other 
service. 
Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines if 
consumer is within one span from present lines. For extensions 
beyond this distance a charge is made and refunded pro Tata 
as new consumers come in upon extension. 

Street JAghtins, 

General: 
27 — 80 to 250 c. p., 6.6 ampere, a. c. series gas filled tungsten 
lamps, burning on an all-night every-night schedule. Rate 
6 cts. per kw-hr. for 1st 1000 kw-hr. per month, and 3 cts. 
for all in excess of 1000 kw-hr. per month. 10% discount 
for payment by 10th of following month. 
Ornamental: 
None. 

CLEVELAND. 

(Population, 550.) 

CIiEVELAND MGHT & POWER COMPANY. 

Method of generation, kerosene engine. 
Daily operating period, sunset to 10 p. m. 

C mmercial Lighting. 

^ Current, 15 cts. per kw-hr. 
I' ters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

:- tret Lighting. 
None. 
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CLINTON. 

(Population, 897.) 

SOUTHERN WISCONSIN EXiECTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

PART I. 

C >minercial Lighting. 

Primary — 15 cts. net, 16 cts. gross per kw-hr. for the first 30 hours' 
use per month of active load. 

Secondary — 13 cts. net, 14 cts. gross per kw-hr. for the next 60 
hours' use per month of active load. 

Excess — 7 cts. net, 8 cts. gross per kw-hr. for all in excess of 90 
hours' use per month of active load. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 

Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rdoming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs in w^hich 
meals and rooms are furnished. In this class 60 per cent of 
the first 500 watts connected, and 33^ per cent of all in excess 
of 500 watts connected shall be deemed active if the connected 
load is equivalent to 50 watts or more per opening. If the 
connected load is eauivalent to less than 50 watts per opening, 
60 per cent of the first 500 watts connected, 33^ per cent of 
the next 1,500 watts connected, and 20 per cent of all in excess 
of 2,000 watts connected shall be deemed active. 

Class B shall include banks, oflSces, stores shops, saloons, billiard 
pnd nool halls depots, tbeatf^rs, ^odee rooms, and clubs, not 
includable in Class A. In this class 70 per cent of the first 
2.5 kw. connected and 55 per cent of all in excess of 2.5 kw. 
connected shall be deemed active. 

Class C shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class, 55 per cent of 
the total connected load shall be deemed active. For all light- 
ing installations exceeding 5 kw. connected load, the active 
load shall, at the consumer's option, be determined by maxi- 
mum demand meters. The connected load shall be represented 
by the total wattage of lamps connected. 

Minimum Charge: 

Under 1 kw. connected load $0.60 per month. 

From 1 to 2 kw. connected load .80 per month. 

^ . From 2 to 5 kw. connected load 1.25 per month. 

Over 5 kw. connected load 2.25 per month. 

Fiat Rate Service: 

For window lighting, sign lighting and other lighting on com- 
pany's patrol service or controlled by time switch set by the 
company: 

ly^ cts. per month per watt connected less 10 per cent discount If 
bills are paid within 10 days after date of billing. 

Commercial Power. 

Primary — TY2 cts. net, 8% cts. gross per kw-hr. for the first 15 

hours' use per month of active load. 
Secondary — 5% cts. net, 6^^ cts gross per kw-hr. for the next 30 

hours' use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kw-hr. for all in excess of 45 

hours' use per month of active load. 
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The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active. 
75 per cent of the next 20 h. p. Installed shall be deemed active. 
60 per cent of the next 30 h. p. installed shall be deemed active. 
50 per cent of all over 60 h. p. installed shall be deemed active. 
Minimum Charge: 75 cts. per month for the first h. p. connected 

and 25 cts. per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or if primary motors are 
used, Installation to be 50 h. p. or above; regular power rate 
with 4 cts. per kw-hr. maximum price guarantee. 

Cooking and Heating. 

Primary — 10 cts. net, 10^^ cts. gross per kw-hr. for the first 10 

kw-hr, used per month. 
Secondary — 2^ cts. net, 3 cts. gross per kw-hr. for all over 10 
kw-hr. used per month. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Minimum Charge: $24.00 per year up to and including 6 kw. of 
aggregate connected load. 
$4.00 per year for each additional kw. of aggregate connected 
load. 

City Pumping. 

For off-peak service regular rates with 4 cts. per kw hr. maximum 
price guarantee. 

Wholesale Light and PoTver. 

Primary Charge — $2.40 per month per kw. of maximum demand 
up to and including 50 kw. $2.00 per month per kw. of max- 
imum demand over 50 kw. 
Secondary Charge — 5 cts. per kw-hr. for the first 1,000 kw-hr. 
used per month. 

3 cts. per kw-hr. for the next 4,000 kw-hr. used per month. 
1.1 cts. per kw-hr. for the next 25,000 kw-hr. used per month. 
0.9 cts. per kw-hr. for all over 30,000 kw-hr. used per month. 
The company shall have the right at any time to require the cus- 
tomer to make a reasonable deposit in advance to secure the 
prompt payment of bills, such deposit if requested by the cus- 
tomer to bear interest as provided in receipt issued by the 
company. . 
Meters are owned by the utility. , 

No charge is made for connecting consumer's premises with lines. 

PART II. 

Rates for all-year service outside village limits. (See Part II of 
Delavan schedule.) 

PART III. 

Rates for summer service. (See Part III of Delavan schedule.) 

Street Lighting. 

General: 
36 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon an all-night every-night schedule. Rate $30 
per lamp per year. 
Ornamental: 
None. 
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CLINTONVILI^ 

(Population, 1,747.) 

MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum bill, $1.00 per month. 

Current, 10 cts. per kw-hr. 

Discount of 5% if bill is paid before the 10th of the month. 

Commercial Power. 

Service charge 60 cts. per month per active h. p. installed. The 
following portions to be considered active. 
90% of the first 10 h. p. 
80% of the next 10 h. p. 
70% of all over 20 h. p. 
Energy Charge. 

7 cts. gross, 6 cts. net per kw-hr. for first 50 kw-hr. per month 

per active h. p. 
6 cts. gross, 5 cts. net per kw-hr. for next 50 kw-hr. per month 

per active h. p. 
4 cts. gross, 3 cts. net per kw-hr. for all over 100 kw-hr. per 
month per active h. p. 
Difference between gross and net rate to constitute a discount for 

prompt payment.' 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Gewebai,: 
100 — 80 c. p. and 10 — 400 c. p., 6.6 ampere, a. c. series gas filled 
tungsten lamps, burning on an all-night moonlight sched- 
ule. Plat charge of $1,725 per year. 
Ornamental: 
97 posts. 8 posts to block: 67 posts in pairs, 30 posts stag- 
gered; 67 posts with "5 — 80 c. p., 6.6 ampere, gas filled tungsten 
lamps each and 30 posts with 1 — 80 c. p., 6.6 ampere, lamp 
each. Top lights burn all night, side lights until 11 p. m. 
System installed by property owners and city. No rates yet 
established. 

OLYMAN. 

(Population, 300.) 

WISCONSIN GAS & KLEOTRIO CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

To customers signing the company's standard form of contract provid- 
ing for electric light or power service, the following rates shall 
apply: 

First 50 kw-hr. used during month 15 cts. per kw-hr. 
Next 50 kw-hr. used during month 12 cts. per kw-hr. 
All over 100 kw-hr. used during month 10 cts. per kw-hr. 
The minimum charge for light or power service shall be $1.00 per 

month. 
The above rates do not include free lamp renewals or renewal allow- 
ances on the return of burned out or blackened lamps. 
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COLBY. 

(Population. 869.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to 12 p. m. and 5:30 to daylight. 

Commercial Lighting. 

Minimum bill, $1.00 per month. 

Current, 10 cts. per kw-hr. 

Arc lamps, outside, $60.00 per year. 
A charge of $2.00 is made for the reconnection of service. 
For service furnished after 12:00 midnight a charge of $2.00 per 

hour is made. 
For picture shows using light twice a week and paying in advance, a 

rate of $5.00 per month is charged. 
When bills are not paid in advance, the charge is $1.00 per night. 
Consumers own meters. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

22 — 150 watt, a. c. multiple tungsten lamps, burning on a moonlight 
midnight schedule. Rate $32.76 per lamp per year. 
Ornamental : 

None. 

COLEMAN. 

(Population, 436.) 

COLEMAN-POUND LIGHT & POWER CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, $1.00. 

First 20 kw-hr. per month 12 cts. per kw-hr. 
Next 30 " " ? 11 
50 " " " 10 
" 100 " " " 8 

Over 200 " " " 6 

Commercial Power. 

Minimum charge per month, $1.00 per h. p. lor the first 2 h. p. and 

, $0.50 for each additional h. p. 
First 50 kw-hr. per month 6 cts. per kw-hr. 
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Discount of 5% on bills if paid by the 10th of the month. 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
5 — 200 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning on an every-night dusk to 1 a. m. schedule. Rate 
$24 per lamp per year. 
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5 — 300 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning on an every-night dusk to 1 a. m. schedule. Rate 
$36 per lamp per year. 

1—500 watt, 110 volt, a. c. multiple gas filled tungsten lamp, burn- 
ing on an every-night dusk to 1 a. m. schedule. Rate |60 
per lamp per year. 
Ornamental : 

None. J 

COLFAX. 

(Population, 701.) 

COIiPAX MILL & POWER PLANT. 

Method of generation, hydraulic. 

Daily operating period, dusk to 12 midnight; 5 a. m. to daylight. 

Commercial Lighting. 

Meteb Rates: 
Minimum bill, $1.00 per month. 
Current, 12 cts. per kw-hr. 

Discount of 10% where there is used in any month more than 1,000 
kw-hr. 
Plat Rates: 

Per month for each active connected unit of 50 watt capacity, 
16 c. p.: 

Business places 45 cts. per month. 

Residences 35 " " " 

Churches 10 " ** 

Ck>mmercial Power. 
Meter Rate: 

7 cts. per kw-hr. 
Flat Rate: 

For an 8 h. p. motor, $2.75 per day. 
Meters are owned by consumers. 
No charge for connecting building to line. 

Street Lighting. 

General: 
36 — 40 watt, 220 volt, d. c. multiple tungsten lamps, burning on an 
every-night midnight 5 a. m. to daylight schedule. Rate 
$9 per lamp per year. 
Ornamental: 
None. 

COLUMBUS. 

(Population, 2,523.) 

MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, 50 cts. 

For all lighting service furnished residences and business (here- 
inafter specifically referred to as classes A, B and C), includ- 
ing siich incidental use of appliances for heating and power 
used on lighting circuits and passing through the same meter, 
and measured by a meter or meters owned and installed by 
the company, a charge of 

Primary Rate: 10 cts. net or 11 cts. gross per kw-hr. for current 
used equivalent to or less than the first 30 hours' use per 
month of the active connected load. 
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Secondary Rate: 8 cts. net or 9 cts. gross per kw-hr. for addional 
current used equivalent to or less than the next 60 hours' use 
per month of active connected load. 

Excess Rate: 6 cts. net or 7 cts. gross per kw-hr. for all additional 
current used in excess of the above 90 hours' use per month 
of active connected load. 

Active Connected Load shall in each case be a fixed percentage 
of the total connected load of the lamps installed on the con- 
sumer's premises, excluding appliances. 

Class A includes residences, flats and private rooming houses. 
Where the total connected load is equal to or less than 500 
watts nominal rated capacity, 60 per cent of such total con- 
nected load shall be deemed active; where the installation 
exceeds &00 watts nominal rated capacity, 33^ per cent of 
such a part of the total connected load over and above 500 
watts shall be deemed active. 

Class B includes stores, saloons, offices, banks, halls, theaters, 
curling rinks, and all other places not herein otherwise speci- 
fically provided for. In this class 70 per cent of the connected 
load shall be deemed active. 

Class C includes churches, industrial establishments, livery stables, 
hotels, schools and hospitals. In this class 55 per cent of the 
connected load shall be deemed active. 

Discount: Utility shall bill all consumers at the gross rate, and 
the difference between the gross and net rates above specified, 
or one cent per kw-hr., shall constitute a discount for prompt 
payment Discounts shall not be granted after the 15th day of 
the month following the last date of meter reading. 

Reconnection of Meters. For the reconnection of a meter for the 
same consumer upon the same premises a charge of $1.00 is 
made. 

Commercilil Power, 

For current used for power purposes, as measured by metters 

owned and installed by company, the rate is 
25 cts. net per month for the first h. p. or fraction thereof and 
25 cts. for each additional h. p. of nominal rated capacity, plus 
5 cts. net or 6 cts. gross per kw-hr. for all current consumed. 
The provisions for minimum bill, discount, and reconnection of 
meters as stated under the schedule for commercial Incan- 
descent lighting also applies to power. 
Rate fob Elextibic Ck>OKiNG., 
Minimum charge per month, $1.00. 

First 50 kw-hr. per month 5 cts. per kw-hr. 
Next 100 " " " 4 " " " 

All over 150 " " " 3 " " 

Discount of 1 ct. per kw-hr. if bills are paid on or before the 15th 
day of each month. 

MUNIOIPAIi POWEB. 

For current used by the water department for pumping the rate 
shall be 3.5 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Genebal: 
160 — 100 c. p., 4 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on an all-night moonlight schedule. Rate $3.50 per 
lamp per year, plus 4.5 cts. per kw-hr. for current con- 
sumed. 
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Ornamental: 
32 posts, 8 posts to block; 1—100 watt and 2 — 60 watt, 110 volt, 
a. c. tungsten lamps on each post, burning from dark to 
11 p. m. Rate $15.50 per standard per year plus 4.5 cts. per 
kw-hr. for current consumed. System installed by city. Main- 
tenance and cost of current paid by city. 

COMMONWEALTH. 

(Population, 911.) 

MUNICIPAIi PLiANT. 

Method of generation, service furnished by Florence municipal plant. 
Daily operating period, dusk to dawn. 

Conunercial Lighting. 

Minimum charge per month, $0.75. 

Current 10 cts. per kw-hr. 
Meters are owned by town. 

A charge of $1.00 is made for connecting consumer's premises with 
lines. 

COON VALLEY. 

(Population, 291.) 

COON VAIiliEY MIIiliING & LIGHTING PLANT. 

Method of generation, hydraulic. 

Daily operating period, dusk to 11 p. m. 

Commercial Lighting. 

Meter Rates: 

Current 12^ cts. per kw-hr. 
B'lat Rates: 

25 cts. per lamp per month. 
Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines if 
distance is 300 ft. or less. Consumer pays actual cost of excess. 

Street JAghting, 
Genebai«: 

16 — 40 watt, d. c. multiple tungsten lamps, burning on an every- 
night dusk to 11 p. m. schedule. Rate $7.80 per lamp per 
year. 
Obnamental: 
None. 

CORLISS. 

(Population, 525.) 

WISCONSIN GAS & ELECTRIC CO. 

Method cf generation, current purchased. 
Daily operating period, continuous. 

I. STANDARD RATE. 

To customers signing the company's standard forms of contract, pro- 
viding for service for one year or more, the charge for electric 
service shall be computed on the following basis: 
Demand Charge: 

$42.00 per year for each kw. of demand of the first 10 kw. 
30.00 " " " " " next 50 " 

24.00 " " " " " next 140' " 

18.00 " " " " in excess of 200 " 

Payable in equal monthly instalments, plus an energy charge as 
follows: 
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Energy Charge: 

4 cts. per kw-hr. for the first 1,000 kw-hr. consumption during 
month; 

3 cts per kw-hr. for the next 3,000 kw-hr. consumption during 
month ; 

2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 
month; 

iy2 tts. per kw-hr. for the next 40,000 kw-hr. consumption during 
month ; 

1.3 cts. per kw-hr. for all energy in excess of 50,000 kw-hr. con- 
sumption during month. 

1. The foregoing rate shall apply to all customers utilizing com- 

pany's electric service for lighting and receiving free re- 
newals of company's standard lamps. 

2. The foregoing rate less % ct. per kw-hr. shall apply to all cus- 

tomers utilizing company's service and not receiving free re- 
newals of company's standard lamps. 
(A.) — Electric Lighting. 
1. This service will include: 

(a) Electric energy furnished for lamps and other appliances 
utilized for illumination purposes, except as hereinafter 
specifically exempted. 

(b) Motors and appliances other than lighting equipment, where 
provided with a starting apparatus designed to limit the ini- 
tial or starting current to a value not exceeding 2% times 
the full load current, alternating current motors of % h. p. 
when wound for 110 volts and of % h. p. when wound for 
220 volts, the aggregate rated capacity of such appliances 
not to exceed 2 kw., will he included in this class when used 
in connection with lighting equipment and when the con- 
nected load of such motors and appliances does not exceed 
the aggregate rated capacity of lighting equipment. 

2* Should the conditions of use of customer's demand be obviously 
such that he would never earn a lower rate under the Stand- 
ard than under the Increment Rate Schedule, the Increment 
Rate Schedule set forth in Section II hereof shall apply. (Con- 
tract form No. 759-C.) The Increment Lighting Schedule is 
optional with the Standard Rate. 

3. In the application of the Standard Rate one integrating watt 

meter only shall be provided for the measurement of energy, 
unless accuracy of measurement requires the installation of 
more than one meter. Where demand meters are installed, 
only one set of meters shall be used, and the arithmetical sum 
of their readings shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 kw. 

or less shall purchase service providing for free lamp renewals. 

(b) In exclusive lighting installations of more than 2 kw. con- 
nected, it is optional with the customer whether he shall 
take the rate providing for free lamp renewals. 

(c) In exclusive lighting installations of more than 2 kw. con- 
nected and where customer desires to contract for service 
without free lamp renewals, the energy charge shall be ^ ct. 
per kw-hr, less than that provided above and contract form 
No. 1938-C s^^all b? endorsed "Without Renewals of Lamps." 

5. The maximrm rate cf charge for energy for lighting service is 

Get fo^-^h in Section II. 

6. The ^'o'lowins; table shows tlie various contract forms under 

w^'ich commercial electric liajhting service is sold, and the ap- 
plication of such forms in the various classes of service: 
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Form No. TITLE 

759-C Contract for 
iiilectric 
Service. 

759-C 



759-C 

1938-C Contract for 
Commercial 
Electric 
Service. 



APPLICATION 

(a) Lighting under Increment 
Schedule with free renewals of 
company's standard lamps. 

(b) "Short Time" lighting serv- 
ice. 

(c) Not to be used for power 
service. 

(a) Commercial lighting under 
Standard Rate with renewals of 
companys standard lamps. 



1938-C (b) Commercial lighting servioe 

over 2 kw. under Standard Rate, 
without renewals of company's 
' standard lamps when endorsed 
"Without Renewals of Lamps." 
(B.) — Power. . 

1. This service will include: 

(a) Electric energy utilized for motive and heating purposes, 
and miscellaneous lighting service, where the demand aris- 
ing from such miscellaneous lighting service shall not be in 
excess of 20% of the total simultaneous demand for lighting 

and power service. 

(b) Stereopticons, moving picture machines, photographer's arc 
lamps and rectifiers shall be classed as power equipment. 

2. In the practical application of the Standard Rate, it is found that 

customers divide themselves generally into two classes—one 
in which the demand and hours' use is so small that they re- 
ceive no advantage under the Standard Rate, and the other 
class in which the Standard Rate results in a lower unit cost 
than the Increment Schedule. In the case of Unlimited, or 
On-Peak Service, all contracts for demands of 54 kilowatts or 
less and requiring an average use of the demand of about 216 
hours per month should be written under the Increment Rate 
Schedule (Contract Form No. 1960-C). Contracts for demands 
in excess of 54 kilowatts and 215 hours use per month should 
be written under the Standard Rate (Contract Form No. 
1968-C). 
3. Where service for' lighting or other application requiring single 
phase current is desired by customer to be supplied through 
meter measuring energy as polyphase power service, the un- 
balancing of the phases of the polyphase service arising from 
the use of the service for lighting or other purposes shall not 
exceed 10% of the demand in kilowatts contracted for or 
measured. The power factor of such unbalanced single phase 
load shall not be less than 75%. Should customer's demand 
for single phase service exceed the above, the same shall be 
divided as nearly as practicable to obtain a balanced condition 
of the polyphase service. Customer may contract for single 
phase requirements in excess of 10% of polyphase demand as 
a separate single phase service. Where miscellaneous lighting 
service is supplied through the same meter as "Power" serv- 
vlce (B), customer shall be required to supply apparatus for 
rendering available 120 volts for lighting service, if such be 
required. 
6 — E. R. 
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4. Optional or Increment Rate for Power Service. 

Service specified as power may be contracted for at the option 

of the customer at the following rates: 
First 100 kw-hr. during any month 8 cts. per kw-hr. 
Next 100 " " " " 6 " <* " 

Next 100 " " " " 5 " " " 

Next 300 " " " " 4 " " 

All energy in excess of 600 kw-hr. during any month, 3 cts. 

per kw-hr. 

(a) The foregoing optional rate for power does not include re- 
newals of any incandescent lamps. 

(b) The foregoing rate is subject to the minimum monthly pay- 
ments specified in Section II, (B), 3. 

5. The following table shows the various contract forms under 

which power service is sold, and the application of such forms 
to the various classes of service. 

Form No. TITLE APPLICATION 

1960-C Contract for (a) Power and miscellaneous 

Electric light where demand and energy 

Power Serv- consumption are small or less than 

ice, lucre- about 64 kw. at 215 hours per 

ment Rate. month use of demand. 

(b) "Short Time" power service. 

1968-C Electric (a) Power and miscellaneous 

Power light under standard rieite. 

Agreement 

(C.) — Gomhined Lighting and Power Service, 
This' service will include electric energy specified as "lighting" 
(A), and electric energy specified as "power" (B), where such 
combination service is supplied through the same meter. 

Spexhax. Sebvices. 






(D.)— Limited or Off-Peak Service, 
The foregoing rates for "lighting" service (see "A"), "power 
service (see "B"), and "combined lighting and power service 
(see "C"), less one-half of the demand charge, shall apply to 
customers contracting to utilize and utilizing the service only 
at times during the calendar day other than during the hours 
of the month, specified as. follows: 

Hours during which service 

Month shall not be used 

October 5: 30 p. m. to 7: 00 p. m. 

November 5 : 00 p. m. to 7: 00 p. m. 

December 4 : 30 p. m. to 7 : 00 p. m. 

January * 4:40 p. m. to 7:00 p. m. 

February 5 : 20 p. m. to 7 : 00 p. m. 

March '..6:00 p. m. to 7 : 00 p. m. 

1. Customers shall install and maintain in operating condition an 

automatic time switch of the type approved by the company. 

2. Service under the off-peak schedule for demands of less than 

10 kw. will not be solicited or recommended, but will be sold 
on application. The saving to the customer is small and the 
complication introduced greater than that warranted by the 
saving in cost of service. 
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3. In many cases, customers signing limited service contracts will 

require some service for lighting during the hours that serv- 
ice is not available under this schedule. In such cases, con- 
tract shall include a small demand under the unlimited serv- 
ice schiedule, and all energy supplied under both schedules 
sball be measured by one meter. In computing the demand 
charge and the application of the four steps of the demand 
charge hereto, the demand charge for the unlimited service 
shall first be computed and the charge for the limited service 
shall be continuous thereafter. For example, if the customer 
contracts to purchase 10 kw. of unlimited service and 50 kw. 
of limited service, the monthly demand charge is computed 
as follows: 

ID kilowatts at $3.50 135.00 

50 kilowatts •at 1.25 62.50 

4. Limited or off-peak service shall be sold only on annual con- 

tracts. On-peak service to supplemenl off-peak service during 
the off-peak hours shall not be sold at the short time or in- 
crement rate. 

5. The following table shows the various contract forms under 

w^hich power service is sold, and the application of such forms 
to the various classes of service: 

T'orm No. TITLE APPLICATION 

1964-C Limited Elec- (a) Off-peak power service, 

trie Power 
Agreement. 

1974-C Combined Un- (a) Combined "on" • and "off" 

limited and peak power and miscellaneous 
Limited lighting. 

Electric 
Power 
Agreement 

23770 Combined Un- (a) Combined "on" and "olt" 

limited and peak commercial lighting and mla- 
Llmited cellaneous power. 

Commercial 
and Electric 
Light and 
Power 
Seryice. 

(EJ — Ten-Seven Service. 
The foregoing rates for "power" service "B" less three-fourths of 
the demand charge shall apply to all customers contracting to 
utilize and utilizing company's ser^'ice only during the hours 
10:00 p. m. to the following 7:00 a. m. Customer shall install 
and maintain in operating condition an automatic time switch 
of the type approved by the company. 
1. Contract form No. 1971-C shall be used for "Ten-seven" power 
service. 

(F.) — Unlimited Breakdown Service. 
The foregoing rates for "lighting and power" service (C) under 
unlimited service, shall apply for breakdown or emergency 
service connections. Since for such service the actual demand 
is unknown, customers shall contract for any demand, and 
shall be limited to the demand as contracted for by an auto- 
matic circuit breaker, installed and maintained by the cus- 



I 
\ 
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tomer and approved and controlled by the company. It shall 
be set to open when the demand exceeds 125% of the kilovolt- 
ampere demand contracted for. 

1. Contract form No. r969-C shall be used for 'unlimited break- 
down service." 
(G,) — Limited Breakdown Service, 

The foregoing rates for "lighting and power" service (C) under 
limited and off-peak service, shall be furnished for breakdown 
or emergency service connections. Since for such service the 
actual demand is unknown, customers shall contract for any 
demand, and shall be limited to the demand as contracted for 
by an automatic circuit breaker, installed and maintained by 
the customer and approved and controlled by the company. It 
shall be set to open when the demand exceeds 125% of the 
kilovoltampere demand contracted for. " 

1. Contract form No. 1970-C shall be used for "limited breakdown 
service." 

II. MAXIMUM RATE FOR LIGHTING SESRVICE AND MINIMUM 

PAYMENTS. 

(A.) — Maximum Rate for Lighting Service, 

1. Maximum rate of charge for commercial electric lighting serv- 

ice (Section I, "A") during any month shall not exceed: 
First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 " " " " 10 " " " 

Next 100 " '* " " 8 " " 

Next 300 " " " " 6 " " " 

All over 600 " " » t. ^ « « 

2. The foregoing rate is subject to prompt payment discount and 

includes free renewals of companys standard carbon filament 
lamps and renewal allowances on tungsten or other special 
lamps. 

3. Customers may purchase service without lamp renewals, in 

which case these rates per kw-hr. shall be reduced % ct 

4. The foregoing limitation of the maximum rate of charge for 

commercial electric lighting service applied only to exclusively 
commercial lighting customers and shall not apply to any cus- 
tomer purchasing service for combined lighting and power, 
breakdown service, or combined unlimited and limited service. 
(B.) — Minimum Monthly Payments. 

1. The minimum monthly payment to be made by any customer, 

except customers purchasing exclusively electric lighting 
service, or power service at the optional or increment power 
rate, shall be the monthly instalment of the annual demand 
charge. * 

2. A minimum monthly bill shall be charged of 50 cts. net to cus- 

tomers having connected loads of 300 watts or less and $1.00 
to customers having connected loadis in excess of 300 watts, to 
cover such expenses occasioned by the individual customer as 
billing, inspecting and maintaining meter and service con- 
nections, etc. In addition to such minimum bill a charge of 
$1.50 shall be made for each arc lamp installed. 

3. A minimum monthly bill under the optional or increment rate 

for power shall be charged of $1.50 for an installation of 
2 h. p. or less, nominal rated capacity, plus 75 cts. for each 
additional h. p. or fraction thereof (or $1 per kw.) nominal 
rated capacity. 

4. A minimum monthly bill for any power customer having an in- 

stallation of 2 h. p. or less and purchasing service either under 
the standard or under the optional or increment rate shall be 
charged of $1.50. 
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III. MBASUREIVTENT OP DEMAND. 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecutive 
minutes during the contract year, subject to the methods of de- 
termining demand hereinafter specified. 
(A.) — Lighting Service. 

1. For lighting installations of 2 kw. or less, the demand shall be 

assessed as 100% of the first 300 watts, plus 66%% of the con- 
nected load in addition to the first 300 watts. 

2. Where the demand is assessed all sockets not containing lamps 

shall either be removed or sealed by the company, or counted 
at 50 watts each. 

3. For installations of over 2 kw. the demand shall be measured 

by permanently installed demand meters, or by monthly read- 
ings taken during the normal peak demand of the service. 
Such readings may be ascertained at the option of the com- 
pany by counting revolutions of the watt meter disc, or by 
printing quarterly hourly readings of the watt meter, or by a 
graphic recording watt meter, or by the so-called Wright de- 
mand meter. 
(B.) — Power Service. 

1. The maximum demand upon which the monthly charge for 

power service (see B) is based shall not be less than 75 per 
cent of the highest demand ascertained during the period of 
twelve months ended with the current month. 

2. For power installations of 2 kw. connected or less, the demand 

shall be assessed as 75% of the connected load, as indicated by 
the manufacturer's rating. 
(G.) — Temporary Assessment of Demand, 
In installations in excess of 2 kw. connected, where customer is 
connected for service during a month during which the maxi- 
mum measured demand shall be less than the probable demand 
obtaining during November, December, January or February, 
the demand will be assessed in accordance with the following 
rules, ^nd such assessed demand will be corrects as soon as 
the actual demand for the year has been measured, and the 
difference in the demand rate billed upon the assessed or esti- 
mated demand, and the demand rate based upon the actual or 
measured demand shall be credited to the customer or paid by 
customer as the case may be. 

1. In Class "1" customers (lighting service) the assessed demand 

shall be determined as follows: 

100% of the first 300 watts connected; 

66%% of the next 1,700 watts connected; 

55% of all in excess of the first 2000 watts connected. 
Class 1 customers shall include all lighting customers except 
those desiernated as Class 2. 

2. In Class "2" customers (lighting service) the assessed demand 

shall be determined as follows: 

100% of the first 300 watts connected; 

66%% of the next 1,700 watts connected; 

40% of all in excess of the first 2,00^ watts connected. 
Class 2 customers shall consist of federal and county buildings, 
churches and missions, hotels and clubs, factories (including 
small industrial establishments such as machine shops, car- 
penter hops, blacksmith shops, tin shops and cigar factories 
closing not later than 6 p. m.) private and parochial schools, 
grain and tobacco elevators and warehouses, freight and stor- 
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age warehouses, stables and garages, both private, boarding 
and livery, and furniture stores occupying two or more floors 
above street level. 

3. In Class 3 (Power Service) the assessed • demand shall be de- 

termined as a percentage of the total connected load^js indi- 
cated by the manufacturer's rating. 
Where installations are under 10 h. p. 75%: 

" " " over 10 " and less than 

50 " 65%; 
" over 50 " 55%. 

4. If customer's connected load is permanently decreased, the De- 

mand Charge shall be reduced accordingly. Where customer's 
connected load is 2 kw. or less, the demand shall be reassessed. 
If customer's load is in excess of 2 kw., the demand is deter- 
mined by measurement and the time at which the change in 
connected load occurs will influence the basis upon which the 
new demand charge will be determined. If the customer's 
connected load is reduced prior to December 15 of the 
customer's contract year, the demand may be remeasured and 
the new demand so ascertained be taken as the basis of the 
Demand Charge for the remaining portion of the customer's 
contract year. If the customer's installation be reduced sub- 
sequent to December 15 of the customer's contract year, then 
the new demand charge shall be determined upon the basis of 
the temporary assessed demand, as provided in the preceding 
naragraphs. and such assessed demand will continue to be the 
basis unon which the customer shall be billed for service until 
a new demand shall be ascertained by measurement during the 
months of November, D.ecember, January and February fol- 
lowing. 

^ IV. RESIDENCE LIGHTING SERVICE. 

To customers contracting for residence electric service with free re- 
newals of company's standard lamps for periods of one year or 
more, the following rate shall apply: 

(a) Primary charge of 12 cts. per kw-hr. for 

1. The first 4 kw-hr. consumed per month for each of the first 

four active rooms. 

2. The first 2% kw-hr. consumed per month for each of the active 

rooms in excess of the first four. 
All rooms except the following, shall be computed as active: 
Three rooms (which are primarily or may be used as bed rooms, 
including therein finished attic or garret room) bathrooms, 
basements, garrets, closets and back porch. 

(b) Secondary charge of 5 cs. per kw-hr. for all energy consumed per 
month in excess of that paid for at the primary rate in (a) up 
to a total of 7 kw-hr. consumed per month per active room. 

(c) Tertiary charge of 2 cts. per kw-hr. for all energy consumed per 
month in excess of that paid for at the primary rate (a) and 
secondary rate (b) or for all energy consumed in excess of 7 
kw-hr. per active room per month. 

1. The quantity of energy paid for at the primary rate (a) is not 

included in the energy computed at the secondary rate (b) or 
at the tertiary rate (c). 

2. In determining the number of active rooms all rooms, whether 

containing lights or not. shall be counted, except the following: 
three rooms (which are primarily or may be used as bed- 
rooms. Including therein finished attic or garret room's), bath- 
rooms, basements, garrets^ closets and back porch. 
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3. A room used as a children's nursery or work room and contain- 

ing a couch sometimes used as sleeping quarters is not classed 
as a be4room. 

4. Halls and hallways used and furnished as living rooms and hav- 

ing an area in excess of 120 square feet are classed as active 
rooms. 

5. A part of a room not cut off by partition and door, which is 

generally known as an alcove, shall not be counted as an addi- 
tional active room unless it is furnished and used for a dis- 
tinctly different purpose or its area exceeds 33%%, of the total 
area of the room and alcove. 

6. Front, side and back porches with or without lights are not 

classed as active. Back porches are specifically excepted in 
rate schedules, as, in many cases, they are enclosed and used 
as a summer kitchen, or dining room, and as such might be 
taken as a room.. 

7. Where service for a barn or garage is supplied through the 

same meter as that through which service for the residence "is 
supplied, all active rooms in garage or barn are added to those 
of the house and the rate applied. , 

8. Where separate meters are supplied, a garage or bam shall be 

treated as a separate residence. 

9. All classes of domestic heating and power consuming devices 

may be supplied through the meter by which the lighting serv- 
ice is measured, in which case this rate shall apply. 
Battery charging outfits, refrigerating outfits, non-portable air 
comt)ressors or vacuum cleaners, or similar apparatus not 
in use between the hours of 4:30 p. m. and 8:30 p. m. may be 
supplied through the residence meter. 
Motors and other power consuming devices, when connected to 
residence service meter, must conform to the following 
rules: 

« 

All such motors and devices must be equipped with starting and 
regulating apparatus to limit automatically the initial cur- 
rent in starting to an amount not exceeding 2% times the 
full load current, as determined by manufacturer's rating. 
Motors or other devices having a rated capacity greater than 
^ kw. shall be wound for 240 volts and customer shall ar- 
range building wiring and meter loops for three-wire serv- 
ice and meter. 

10. Elevators and wireless telegraph apparatus using service in- 

termittently shall not be supplied at residence rates or from 
residence service connection. 'Such apparatus must be sup- 
plied from power mains and, where a special extension of 
power service is required, customer shall pay the cost of the 
necessary extension in accordance with the rules of the com- 
pany governing such extension of service. Customers shall 
contract for service for such apparatus at the company's 
power rates. 

11. In apartment houses, each apartment shall be classed as a sep- 
arate residence. The public portions of the building, such as 
hallways, elevators, fend enclosures, public dining rooms and 
kitchens, pantries, etc., connected therewith shall be treated 
separately. Service for such portions of the building may be 
purchased elthei^ under the Residence Rates (IV) or the Stand- 
ard Commercial Lip:hting Rates (I-A) at the option of the pur- 
chaser. If service is furnished at the Residence Rate (IV), the 
energy charge to be paid for monthly at the primary rate shall 
be computed upon the basis of one active room per floor (ex- 
clusive of basement), multiplied by the number of main en- 
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trances to the building, plus the rooms used as kitchens, build- 
ing storerooms, pantries, dining rooms and offices. Ttie ac- 
tive rooms in janitor's quarters, if supplied through the same 
meter as public portions of the building, shall be added. Jani- 
tor's quarters metered separately shall be treated as a separ- 
ate residence. 

12. The residence schedule shall not be applied to any apartment 
house wherein the landlord or agent is billed for the entire 
service consumed in the building and rebills the service to ttie 
occupants of the apartments. In such cases the Increment 
Lighting Rate (II) shall be used. 

13. The Resic^ehce Schedule shall not be applied to customers whose 
practice it is to have service cut off during the summer montlis. 
It shall be applied to only those who sign contracts providing 
for service by the year and who pay at least the minimum 
monthly payment provided for in the contract. When com- 
pany is unable to read meters for any month or months, the 
quantity of energy to be paid for monthly at the primary rate 
shall be increased pro rata. 

14. Customers occupying a portion of a business building as a resi- 
dence may combine residence service with commercial ligrlit- 
ing service through one meter. In no case, however, shall the 
Residence Rate be combined with the Commercial Lighting 
Rate and Residence Rates cannot be applied to such combina- 
tion service. 

(D.) — Minimum Payments. 
To customers executing company's standard form of residence 

lighting contract at foregoing rates and using the service for 

periods of one year or more, the minimum charge shall be 

50 cts. per month net. 
(E.) — The following shows the various contract forms under whieh 

residence service is sold ?.nd the application of each form: 

Form No. TITLE APPLICATION 

1939-C Contract for ^p-vlrnce service for periods of 

Residence one yea ror mcro, Standari Rate. 

Lighting 
Service. 

23990 Short Time S'^ort time residence electric 

Residence "rating service. 

Electric 
Lighting 
Service. 

V. DISCOUNT FOR PROMPT PAYMENT. 

X. On bills paid at the office of company or its authorized collection 
agencies within ten days of date of bills, a discount of 5% of 
the first $25.00 of all bills and 1% on amounts in excess of 
$25.00 will be given. 

2. On bills for electric service supplied to the federal, county and 
city governments, paid at the office of the company or its 
authorized collection agencies within 60 dRys of the date of 
bill, the prompt payment discount provided for in the contract 
under which such service is sold, will be allowed. 
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VI. SHORT TIME RATEJS. 

To customers obtaining service for periods of less than one year and 
subject to a charge for the cost of connection and disconnection of 
service and meter, the charge for electric service shall be computed 
according to the following schedules and with the prompt payment 
discount set forth in Section VI, applying thereto, viz.: 
(A.) — Commercial Lighting Service, 

First 100 kw-hr. during any month 12 cts. per kw-hr.; 
Next 100 " " " " 10 " " " 

Next 100 " ** " •' 8 *' " " 

Next 300 " " '* " 6 *' " •' 

All energy in excess of 600 kw-hr. during any month, 4 cts. 
per kw-hr. 

1. The foregoing rate includes free renewals of company's stand- 

ard incandescent lamps and renewal allowances on tungsten 
or other special lamps. 

2. When free renewals of company's standard lamps or renewal 

allowances on tungsten or other special lamps are not obtained 
by customer, contract for service shall be endorsed "Without 
Lamp Renewals," and the foregoing rate shall, be reduced % ct. 
per kw-hr. 

3. For reconnection of meter for the same customer upon the same 

premises a charge of $1.50 shall be made. 
(B.) — Residence Lighting Service, 

1. The rate per kw-hr. for short time residence electric lighting 

service, subject to the minimum monthly payment of 50 cts. 
during any month, shall not exceed 12 cts. 

2. The foregoing rate includes free renewals of company's standard 

incandescent lamps and renewal allowance on tungsten or 
other special lamps. 

3. For reconnection of meter for the same customer upon the same 

premises a charge of $1.50 shall be made. 
(C.) — Power Service. 

First 100 kw-hr. during any month 8 cts. per kw-hr. 
Next 100 " " " " 6 *' " 

Next 100 '• ** *' " 5 " 

Next 300 •* " " " 4 *' 

All energy in excess of 600 kw-hr. during any month 3 cts. 
per kw-hr. 

1. The foregoing rate is subject to the minimum monthly payment 

specified in Section II. 

2. For the reconnection of meter for same customer upon the same 

premises a charge of $1.50 shall be made. 

VII. RENEWALS OF STANDARD INCANDESCENT LAMPS. 

1. To entitle customers to free renewals of company's standard 

carbon filament incandescent lamps or to allowances on the 
renewals of tungsten or other special lamps, the first installa- 
tion of such lamps or any increase thereof shall be purchased 
from the company by the customer at the company's published 

prices. 

2. Company will sell incandescent lamps to its electric service 

customer only in accordance with the schedules filed with 
the Railroad Commission. 
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VIII. RENTAL. OP MBTE3RS. 

(A.) — In case tne customer desires integrating watt meters installed 
to measure the consumption of electrical energy by various 
floors, departments^ or tenants, company will install such me- 
ters upon yearly contracts and charge therefor the following: 

Charge for Installation 

Annual rental 

Additional cbarga payable 
metens in 12 equal 

SIm and tyjM (>d« Installed monthly 

of meter meter at same time installments 

as first meter, or otherwise 

each as agreed upon 
Single Phase and 

Direct Current; 

10 amp and smaller $1.00 $0.50 |3.00 

15 amp. to 75 amp 1.50 .75 6.00 

100 amp. to 300 amp 3.00 1.00 12.00 

3 phase meters: 

5 amp. to 25 amp 1,50 0.75 6.00 

50 amp. to 150 amp 3.00 1.00 12.00 

The company will not obligate itself to supply the readings of the 
individual meters, nor assume any responsibility for their ac- 
curacy. 
(B.) — Should customers desire rented meters tested and report 
thereon made, the company will make such test and report and 
charge therefor the following: 

Charge for Testing and Report 

Additional 
meten tested 
Size of meter One meter at same time 

as first meter, 
each 
5 amp. to 25 amp $2.00 |1.00 

40 amp. to 150 amp 2.50 1.50 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
30 — 100 c. p., tungsten lamps, burning all night, every night. Rate 
first 25 lamps $30 per lamp per year; each additional 
lamp $25 per year. 
Ornamental: 
None. 

GOfiNELL 

(Population, ) 

MUNICIPAIi PI/ANT. 

Method of generation, 

Daily operating period, dusk to 11 p. m. 

Commercial Lighting. 

Minimum charge per inonth, |0.75. 

BMrst 7% kw-hr. per month 10 cts. per kw-hr. 

All above 7^^ kw-hr. per month, 8 cts. per kw-hr. 

Commercial Power. 

Current, 7 cts. per kw-hr. 
A deposit of $3.00 is required from consumers to insure payment of 
bills. 
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Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

5 — 250 c. p., 5 ampere, a. c. seriea gas filled tungsten lamps, burn- 
ing on a moonlight dusk to 11 p. m. schedule. No charge. 
14 — 150 c. p., 4 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight dusk to 11 p. m. schedule. No charge. 
Ornamental: 
None. • 

CBANDON. 

(Population, 1,833.) 
MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to dawn. 

Commercial Lighting. 

Minimum bill, 75 cts. per month. No discount on minimum bill. 
Current, 11 cts. per kw-hr. 

Discpunt, 10% if paid by the 15th of the month. 
Meters are owned by utility. 
No charge for connecting building to line. 

Street Lighting. 

General: 

21 — 6.6 ampere, a. c, series carbon arc lamps, burning on an all- 
night every-night schedule. Rate $84 per lamp per year. 
Ornamental: 

None. 

CROSS PLAINS. 

(Population, 725.) 
CROSS PLAINS ELECTRIC COMPANY. 

Method of generation, current purchased. 
Daily operating period, continiSus. 

Commercial Lighting. 

Minimum charge per month, $0.50. 

Current, 10 cts. net or 11 cts. gross per kw-hr. 

Difference between gross rfnd net rate constitutes a discount If 

bill is paid by the 10th of the month following that for which 

service was furnished. 

Commercial Power. 

Minimum monthly charge, $0.50 per h. p. 

Current, 5 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
Gei^ebal: 
12 — 100 watt, 110 volt, a. c. multiple gas filled tungsten lamps. 
Current paid for at 10 cts. per kw-hr. by public subscrip- 
tion. 
Ornamental: 
None. 



CUBA CITY.] — 92— [WIS. R. R. COMM. 

CUBA CITY. 

(Population, 967.) 

MUNIClPAIi PliANT. 

Method of generation, current purchased. 
Daily operating period, continual. 

Comniercial Lighting. 

Meter Rate: 
Current, 10 cts. per kw-hr, • 

50% discount on all current used in excess of $12.00 worth per 
month. 
Flat Rate: 

8 c. p., 25 cts. per month; 16 c. p., 50 cts. per month; 32 c. p., 
$1.00 per month. 

Commercial Power. 

Minimum monthly charge, $1.00 per h. p. 

First 100 kw-hr. per month 8 cts. per kw-hr. 
Next 200 " " " 7 " " " 

Next 200 " " " 6 " " " 

All over 500 " " " 5 " " 

Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Geitebal: 

30 — 100 c. p., and 30 — 60 c. p., 6.6 ampere, a. c. series gas filled 
tungsten lamps, burning every night from dusk to 11 p. m. 
No charge. 
Ornamental: . 
None. 

CUDAHY. 

(Population, 3,691.) 

MILWAUKEE LIGHT, HEAT & TRACTION COMPANY. 

(For commercial rate schedule, see M. L. H. & T. Co., Milwaukee, 

Part I.) 

Street Lighting. 

General: ' l^'^ 

72 — 4 ampere, d. c. series magnetite^ arc lamps, burning all nightj 
every night. Rate $65 per lamp per year. 

Ornamental: 
None. 

CUMBEBLAND. 

(Population, 1,445.) 
MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, sunset to sunrise. 

Commercial Lighting. 
Meter Rates: 
Minimum bill, 75 cts. per month, irrespective of whether the meter 

is owned by the city or the consumer. 
Current, 10 cts. per kw-hr. for the first 30 hours' use per month of 

the active load. 
8 cts. per kw-hr. for all over 30 hours' use per month of the active 
load. 



« 
« 
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Active load for churches, residences and schools to be considered 
50% of the full connected load; for all other classes of service 
100% of the full connected load. 
Fi.AT Rates: 
Residences : 

8 c. p. per month 18 cts. 

16 c. p. " " 36 " 

24 c. p. " " 53 " 

32 c. p. " " 70 " 

Lamps of other capacity at proportionate rates. 
The following flat rates shall apply to all business places until 
meters are installed: 

8 c. p. per month 20 cts. 

16 c. p. " " 40 '* 

24 c. p. " " 60 

32 c. p. " " 80 

All-night lamps: 16 c. p. per month 50 cts. 

No lamps of less than 8 c. p. contracted for on flat rate. 
Lamps of other capacity at proportionate rates. 
SpEdAi, Rates: 

Schoolhouse, per year (present installation) $100.00. 
Consumer must pay for connecting building to line. 
All current sold other than to residences and city must be metered. 
Utility ^reserves right to install meters where lights may be installed 

under a flat rate contract. 
All contracts for electric lights must be made with the owner of the 

premises to be lighted. 
Meters are owned by the utility. 
No charge Is made for connecting consumer's premises with lines. 

Street Lighting. 
Generax: 

18 — 4 light Benlamin clusters, gas filled tungsten lamps, burning 

all night, every night. Rate $12 per lamp per year. 
67 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning all 
night, every night. Rate $12 per lamp per year. 
Ornamental: 
None. 

DALLAS. 

(Population, 342.) 

ANDETRSON ELECTRIO COMPANY. 

Method of generation, hydraulic. 

Daily operating period, dusk to 11:30 p. m. daily; Saturdays to 12 
p. m.; Sundays dusk to 11 p. m.; 5 a. m. to daylight 

Commercial liighting. 
Meter Rates: 

10 cts. net or 11 cts. gross per kw-hr. 

Difference between net and gross rate constitutes a discount when 
bills are paid before 10th of the month following that for 
which service was rendered. 
Fiat Rate: 

1 ct. per watt per month. 
Minimum charge per month $1.00 for both metered and flat rate 

service. 
Meters are owned by consumers. 
No charge is made for connecting consumer's premises with lines. 
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Street Lighting. 

General: 
11—100 watt, 110 volt, d. c, multiple gas filled tungsten lamps, 
burning from dusk to 11:30 daily, with the exception that 
on Saturdays the lamps burn until midnight, and on Sun- 
days until 11 p. m. Rate $12 per lamp per year. 
Ornamental: 
None. 

DANE. 

(Population, 296.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Dally operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, $0.75. 

First 30 kw-hr. per month 12 cts. per kw-hr. 
All over 30 " " " 10 *' " 

Commercial Power. 

Minimum charge per month, 50 cts. per h. p. 
First 50 kw-hr. per month 8 cts. per kw-hr. 
Next 50 " " " 6 " " 

All over 100 " " " 4.5 " " 

Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

19 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing from dusk to 11 p. m. and from 1:15 a. m. to 2:15 
a. m. Question of rates pending. 
Ornamental: 
None. 

DARIEN. 

(Population, 625.) 

SOUTHERN WISCONSIN ELECTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

PART I. 

Commercial Lighting. 

Primary — 15 cts. net, 16 cts. gross per kw-hr. for the first 30 hours' 
use per month of active load. 

Secondary — 13 cts. net, 14 cts. gross per kw-hr. for the next 60 
hours' use per month of active load. 

Excess — 7 cts. net, 8 cts. gross per kw-hr. for all in excess of 90 
hours* use per month of active load. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 

Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs in which 
meals and rooms are furnished. In this class 60 per cent of 
the first 500 watts connected, and 33% per cent of all in excess 
of 500 watts connected shall be deemed active if the connected 
load is equivalent to 50 watts or more per opening. If the con- 
. nected load is equivalent to less than 50 watts per opening, 60 
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per cent of the first 500 watts connected, 33% per cent of the 
next 1,500 watts connected, and 20 per cent of all in excess 
of 2.000 waits connected shall be deemed active. 

Class B shall Include banks, offices, stores, shops, saloons, billiard 
and pool halls, depots, theaters, lodge rooms, and clubs not in- 
cludable in Class A. In this class 70 per cent of the first 2.5 
kw. connected and 55 per cent of all in excess of 2.5 kw. con- 
nected shall be deemed active. 

Class C shall include public buildings, schools,- churches, factories, 
warehouses, stables, and garages. In this class, 55 per cent of 
the total connected load shall be deemed active. For all light- 
ing Installations exceeding 5 kw. connected load, the active 
load shall, at the consumer's option, be determined by maxi- 
mum demand meters. The connected load shall be represented 
by the total wattage lamps connected. 

Minimum Charge: 

Under 1 kw. connected load $0.60 per month. 

From 1 to 2 kw. connected load .80 per month. 
From 2 to 5 kw. connected load 1.25 per month. 
Over 5 kw. connected load 2.25 per month. 

Flat Rate Service: 

For window lighting, sign lighting and other lighting on com- 
pany's patrol service or controlled by time switch set by the 
company: 
1% cts .ner month per watt connected less 10 per cent discount 
if bills are paid within 10 days after date of billing. 

Commercial Power. 

Primary — 7% cts. net, 8^4 cts. gross per kw-hr. for the first 15 

hours' use per month of active load. 
Secondary — 5% cts. net, 6^4 cts. gross per kw-hr. for the next 30 

hours' use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kw-hr. for all in excess of 45 

hours' use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 

90 per cent of the first 10 h. p. Installed shall be deemed active. 
75 per cent of the next 20 h. p. installed shall be deemed active. 
60 per cent of the next 30 h. p. installed shall be deemed active. 
50 per cent of the over 60 h. p. installed shall be deemed active. 
Minimum Charge: 75 cts. per month for the first h. p. connected 

and 25 cts. per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or if primary motors are 
used, installation to be 50 h. p. or above; regular power rate 
with 4 cts. per kw-hr. maximum price guarantee. 

Cooking and Heating. 

Primary — 10 cts. net, 10^ cts. gross per kw-hr. for the first 10 
kw-hr. used per month. 

Secondary — 2^ cts. net, 3 cts. gross per kw-hr. for all over 10 
kw-hr. used per month. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 

Minimum Charge: $24.00 per year up to and Including 6 kw. of 
aggregate connected load. 
$4 per year for each additional kw. of aggregate connected load. 
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City Pumping. 

For off-peak service regular rate with 4 cts. per kw-hr. maximum 
, price guarantee. 

Wholesale Light and Power. 

Primary Charge — $2.40 per month per kw. of maximum demand 
up to and including 50 kw. $2.00 per month per kw. of maxi- 
mum demand over 50 kw. 
Secondary Charge — 5 cts. per kw-hr. for the first 1,000 kw-hr. used 

per month. 
3 cts. per kw-hr. for the next 4,000 kw-hr. used per month.. 
1.1 cts. per kw-hr. for the next 25,000 kw-hr. used per month. 
0.9 cts. per kw-hr. for all over 30,000 kw-hr. used per montli. 
The company shall have the right at any time to require the cus- 
tomer to make a reasonable deposit in advance to secure the 
prompt payment of bills, such deposit if requested by the cus- 
tomer to bear interest as provided in receipt issued by the com- 
pany. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

PART II 

Rates for all year service outside village limits. See Part II of Del- 
avan schedule. 

PART III 
Rates for summer service. See Part III of Delavan schedule. 

8treet Lighting. 

General : 

30 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning upon 
an all-night every-night schedule. Rate $30 per lamp per 
year. 
Ornamental: 
None. 

DARLINGTON. 

(Population, 1,808.) 

DARLINGTON ELECTRIC LIGHT & WATER POWER COMP'ANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

For all lighting service furnished residences and businesses here- 
inafter snecifically referred to as classes A, B, C, etc., and 
passing through the same meter and measured by a meter or 
meters owned and installed by the company. This lighting 
service will include electric energy furnished for lamps and 
other appliances utilized for illumination purposes; motors 
and appliances other than lighting equipment, when motors 
are of 1 h. p. rated capacity or less. When the aggregate rated 
capacity of such appliances does not exceed 1.5 kw. they will 
be included in this class when used in connection witli light- 
ing equipment and when the connected load of such motors 
and appliances does not exceed 1.5 kw. they will be included 
in this class when the connected load of such motors aiTd ap- 
pliances does not exceed the aggregate rated capacity of light- 
ing equipment. Service for heating, cooking and power, when 
metered separately from the light service, rates as hereinafter 
specified. 
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Primary rate: 9 cts. net or 10 eta. gross per kw-hr. for current 
used equivalent to or less than the first 40 kw-hr. used per 
month per active kw. 

Becondarp rate : 7 cts. net or 8 cts. gross per kw-hr. for additional 
current used equivalent to or less than the next 60 kw-hr. used 
per month per active kw. 

Excess rate: 4 cts. net or 5 cts. gross per kw-hr. for all current 
used in excess of the above 100 kw-hr. used per month per 
ftctiye kw.' 

The active load in kw. shall in every case be a fixed percentage 
of the connected load in lamps installed upon consumer's 
premises. 

Class A, Residences, dwellings, flats, and private rooming houses. 
When the total connected load is equal to or less than 500 
watts nominal rated capacity, 60 per cent of such total con- 
nected load shall be deemed active. When the installation ex- 
ceeds 500 watts nominal rated capacity, 33 1^ per cent of such 
part of the total connected load over and above 500 watts shall 
be deemed actlTe. 

Class B, When the total connected load is equal to or less than 
2^4 kw. nominal rated capacity, 70 per cent of such total con- 
nected load shall be deemed active. When the installation 
exceeds 2'^ kw. nominal rated capacity, 55 per cent of such 
part of the total connected load over and above 2^ kw. shall 
be deemed active; provided that lamps used exclusively in 
space devoted to the storing of goods shall be placed at 20 
per cent active and shall not be included in the 2^4 l^w. speci- 
fied above. 

Class B consists of banks, ofiSces, business and professional (includ- 
ing studios, dressmaking parlors, massage parlors, millinery 
and hair dressing establishments, and photograph galleries) 
wholesale and retail merchandise establishments, such as art 
stores, bakeries, barber shops (including shoe shining parlors 
and public baths), book stores, cigar stores, cofPee and tea 
stores, commission stores, confectionery stores (including ice 
cream parlors), crockery, china, dry goods and drug stores, 
electrical supply houses, flower stores (including green 
houses), furniture and housefurni<«hing, gents furnishing 
stores (including hat stores and Ldberdasheries), grocery 
stores, hardware stores, harness shops, hay, grain, feed and 
coal offices and stores, jewelry stores, meat markets, millinery 
stores, milk depots, paint and wallpaper shops, piano and 
music stores, picture stores,, plumbing shops, saloons (includ- 
ing pool and billiar(^ halls land adjoining card rooms), shoe 
stores and shoe repair shops, stationery stores, tailor shops 
(including dyers, cleaners and clothes pressing establish- 
ments), undertakers, upholsterers, and wine and liquor stores, 
theaters (including nickelodions, shooting galleries and sim- 
ilar amusement places), corridors and halls in office and apart- 
ment buildings upon separate meter, dance and public halls (in- 
cluding lodge and society rooms), restaurants (including 
eating places and lunch wagons), depots and public places for 
the conduct of railroad, street railway, express and telephone 
business (excluding freight warehouses), and all other con- 
sumers not herein otherwise specifically provided for. 
Tn Class C 55 per cent of the total connected load shall be deemed 
active Such class consists of federal and county buildings; 
churches and missions, hotels and clubs; factories (including 
small industrii^l establishments such as machine shops, car- 

7--E. R, 
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penter shops, blacksmith shops, tin shops and cigar tectorles), 
closing not later than 6 p. m., private and parochial schools, 
grain and tobacco elevators and warehouses, freight and stor- 
age warehouses, stables and garages, private, boarding and 
livery, all Interior lighting for the city of Darlington Includ- 
ing schools, police and fire stations, libraries, hospitals and 
other city buildings. 

In 01(188 D the total connected load shall be deemed active. Such 
class consists of unmetered lighting Tor signs, outlines and 
window, contracted for upon a yearly basis. 

The minimum bill for general commercial and residence lighting 
consists of a charge of 50 cts. net per month for 500 "wmtts or 
les8 of connected load plus 5 cts. for each additional 50 watts 
of connected load. 

Oominerclal Power. 

This service will Include electric energy utilized for motive 
and miscellaneous llsrhtlne: service, where the demand arising 
from such miscellaneous lighting service shall not be In excess 
of 20 per cent of the total simultaneous demand for liditing 
and power service. Stereontlcons. moving nlcture machines, 
photoerapher's arcs and rectifiers will be billed at the power 
rate when separately metered from the lighting. 
For current used for electric irower nurposes, as measured by 
meters owned and Installed bv the comnany, a maxinium 
charsre of 75 ots. net ner active h. p. capacity per month, plus 
4 cts. net or 5 cts. gross per Icw-hr. Active h. p. shall consist 
of a fixed nercentaere of the nominal rate of canadty of motor 
as indicated on the. manufacturer's name "plate. 
The folio wins: percentage of such capacity shall be deemed active: 

The first 10 h. p. Installed 90 per cent 

The next 20 h. p. Installed 75 per cent 

The next 30 h. p. Installed 60 per cent 

All over 60 h. n. Installed 60 per cent 

Minimum Mil, $1.50 net per month. 

Tii^htins: and Power. 

The comnany bills all consumers at the gross rate and the differ- 
ence between the gross and net rates, or one cent per Irw-hfi 
constitutes a discount for prompt imyment. 

Meters are owned bv the utility. 

No charge is made for connecting consumer's premises with lines. 

Street liightfaig. 

Gbnerai,! 

9 — 6 amnere. 220 volt. a. c. multlnle carbon arc lamps, burning on 
an all-night moonlight schedule. Rate |80 per lamp p^r 
year. 
115 — 40 watt. 220 volt, a. c. multlnle tunsrsten lamps burning on 
an all-night moonlight schedule. Rate |60 per lamp per 
year. 
Obwamental: 
32 posts. 6 posts to block in pairs; 1—200 watt, 14 vt>lt a. c. mul- 
tiple gas filled tungsten lamp on each post: 12 lamps bum 
every night until 11 p. m. and remainder all night on moon- 
light schedule: and 20 lamps burn every night to 11 p. m. 
only. Rate: all-night lamps S37 per lamp per year, lamps 
burning to 11 p. m. $27 per lamp per year. System tnstaJled 
by the city and city pays th^ tpniinl charges. 
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(Population, 533.) 

MUNICIPAL PliANT. 

Method of generation, kerosene. 

Dally operating period, dusk to 11 p. m. 

GoTnTnerclal Uithtfais. 

Mlnlmnm charge per month, $1.00. 

First 50 kw-hr. per month 15 cts. per kw-hr. 

Next 50 kw-hr. per month 12 cts. per kw-hr. 

ATI over 100 kw-hr. per month 10 cts. per kw-hr. 

10% discount on bills paid before the 15th of the month fbllowlng 
that for which service was furnished. 
Meters are owned by the utility. 
A charge of $1 50 Is made for reconnectlon of meter. 
No charge Is made for connecting consumer's premises with lines. 

«*»->** lasrhtiiig. 

C — 250 c. D.. 6.6 amnere a. c. series tnneflten lamps, burning on a 

moonllerht dusk to 11 n. m. schedule. 
20 — 80 c. n.. 6.6 amnere. a. c. series tuue-sten lamps, burning on a 
moonlight dusk to 11 n. m. schedule. 

IHat cbaree of $500 per year for all street lighting. 

Orwamewtai.. ~ 

None. .- - 

DEER PABK. 

fPonulatlon. 450.) 

NEW RTCHMONT> POWER COMPANY. 

Method of generation, transmission. 
Daily oneratlng period, continuous. 

Oommercfal Ijlghting. 

Mutter Rates: 
Minimum charee ner month, $1.00. 

In all residences and business places, unless otherwise provided for 
by snedflc rate, the meter rate shall be made bv addlnsr a read- 
iness to serve chare'e of 6 cts. ner lamn socket containing 40 
watt tungsten lamn. or Its eoulvalent. to a charge of 5 cts. per 
kw-hr.- for all current consumed. For other domestic use In 
the same residence with llehtlne for current passing through 
the same meter there shall be no readiness to serve charge. 
Ft AT Rates: 
Rf^.^denee lAnhts. Temnorarv rates until meters are Installed: 
THat rates nn basis of 40 watt tuuffsten lamps. 
First 7 llehts Installed 20 cts. each ner month. 
Next 5 llehts Installed 15 cts. each ner month. 
Each additional lleht Installed 10 cts. per month. 
Minimum charee $1.00 ner month. 
Business Places. Bach 40 watt tunesten Incandescent lamp, or Its 

eoulvalent, 25 cts. each per month. 
TAghtina service in churches and sodetv halts and puffUc places 
shall be a flat rate of 10 cts. per 40 watt lamn. or Its equiva- 
lent, with a minimum charge of $1.00 per month. 

rommerclal Power. 

Minimum charge per month, $1.00. 

The cbaree for current for power, unless otherwise provided by 
specific rate, shall be a readiness to serve charge plus a charg<e 
for current. The readiness to serve charge shall be tJO cts. 
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per month for one-halT h. p. of connected motor load; $1.00 for 
1 h. p. motor connected, and 50 cts. per h. p. for each additional 
h. p. on connected load above the first h. p. Current S ctn. 
per kw-hr. 

Where lighting and motor service are supplied to the same cus- 
tomer It may be measured through the same meter, and the 
charge shall be the readiness to serve charge for motor and 
lighting service, each separately, added to a charge of 3 cts. 
per kw-hr. for current consumed in both lighting and power. 
providing the lighting installation is not more than 250 watts 
maximum demand. 

In the country along the right of way of power line the above 
rates shall apply to metered services where two or more cus- 
tomers are served by one transformer installation. 

Wherever it is necessary in the country along the power line to 
install a senarate transformer for service to one farmer, the 
rate shall be $4.00 ner month for each such farmer, 'which 
charge shall cover liehtine service to house, bams and out- 
bufldiners: motor service for numninsr water: grinding feed; 
sawing wood : and cutting ensilasre and all other motor service 
for the ordinarv and usual work that can be nrofitably done 
on a ftirm by a 2 h. n. motor, or smaller, this charsre shall 
also Include any lareer motor, which mav temporarily be in- 
stalled for heavier work on the same farm. 

For 3 h. n. motor in srrain elevators at Stanton or Deer Park for 
the ordinarv elevating of grain a flat rate of $6.00 per month 
for each month in the year. 

For current to srrind course grain for feed for commercial pur- 
noses, 40 cts. per ton of feed ground the customers to furnish 
their own transformers and motors. 

The above rates phoM be for twenty-four hours* service, but no 
allowance shall be made in charees for temporary or acci- 
dental failure in service of twenty-four hours or less, pro- 
vided the New Richmond Power Companv shall, on notification, 
use due dilisrence in remedying such failure. 
Meters are owned by utility. 
Consumers bear expense of connecting premises with lines. 

Street liiehting. 

Generai,: 

18 — 60 watt, 110 volt, a. c. multiple tungsten lamps, burning all 
night, every night. Rate $6 per lamp per year. 
Obnamental: 

None. 

DELAFIELD, TOWN OF 

(Waukesha County.) 
MIIiWAUKEF mOHT. HEAT & TRACTION OO. 

(For rate schedule, see M. L. H. & T Co., Milwaukee, Parts TI and III.) 

DELAVAN. 

(Population, 2,450.) 

SOUTHERN WISCONSIN ELECTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

PART I. 

Commercial Lighting. 

Primary — 12 cts. net, 13 cts. gross per kw-hr. for the first 30 hours' 
use p^r month of active load. 
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Secondary — 10 ctB. net, 11 cts. gross per kw-hr. for the next 60 
hours' use per month of active load. 

Excess — 6 cts. net, 7 cts. gross per kw-hr. for all in excess of 90 
hours' use per month of active load. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 

Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs in which 
meals and rooms are furnished. In this class 60 per cent of 
the first 500 watts connected, and 33% per cent of all in excess 
of 500 watts connected shall be deemed active if the connected 
load is equivalent to 50 watts or more per opening. If the 
connected load is equivalent to less than 50 watts per opening, 
60 per cent of the first 500 watts connected, 33% per cent of 
tlie next 1,500 watts connected, and 20 per cent of all in excess 
of 2,000 watts connected shall be deemed active. 

Class J? shall include banks, offices, stores, shops, saloons, billiard 
and pool halls, depots, tneaters, lodge rooms, and clubs not In- 
cludable in Class A. In this class 70 per cent of the first 
2.5 kw. connected and ^5 per cent of all in excess of 2.5 kw. 
connected shall be deemed active. 

Class G shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class, 55 per cent of 
the total connected load shall be deemed active. For all light- 
ing installations exceeding 5 kw. connected load, the active 
load shall, at the consumer's option, be determined by maxi- 
mum demand meters. The connected load shall be represented 
by the total wattage of lamps connected. 

Minimum Charge: 

Under 1 kw. connected load $0.60 per month. 

From 1 to 2 kw. connected load 0.80 per month. 
From 2 to 5 kw. connected load 1.25 per month. 
Over 5 kw. connected load 2.25 per month. 

Flat Rate Sebvics: 

For window lighting, sign lighting and other lighting on company's 
patrol service or controlled by time switch set by tne' company: 

1^ cts. per month per watt connected les&f 10 per cent discount if 
bills are paid within 10 days after date of billing. 

Commercial Power. 

Primary — 1^ cts. net, 8% cts. gross per kw-hr. for the first 16 

hours' use per month of active load. 
Secondary — 5^4 cts. net, 6% cts. gross per kw-hr. for the next 30 

hours* use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kW-hr. for all in excess of 46 

hours' use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active 
75 per cent of the next 20 h. p. installed shall be deemed active 
60 per cent of the next 30 h. p. installed shall be deemed active 
50 per cent of all over 60 h. p. installed shall be deemer active. 
Minimum Charge: 75 cts. per month for the first h. p. connected 

and 25 cts. per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or if primary motors are 
used, installation to be 50 h. p. or above; regular power rate 
with 4 cts. per kw-hr. maximum price guarantee. 
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Cooking and Heating. 

Primary — 10 cts. net, 10^ cts. gross per kw-hr. for the first 10 
kw-hr. used per montlL 

Secondary — 2^ cts. net, 3 cts. gross per kw-hr. for all over 10 
kw-hr. used per mohth. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of bililng;. 

Minimum Charge: |24.00 per year up to and including 6 kw. of ag- 
gregate connected load. 
$4.00 per year for each additional kw. of aggregate connected 
load. 

City Pumping. 

In consideration of the pumping being off-peak: 

3 cts. net for the first 50,000 kw-hr used per year. 
2^ cts. net for the next 50,000 kw-hr. used per year. 
2^ cts. net for all over 100,000 kw-hr. used per year. 

Wholesale liight and Power. 

Primary 4!Jharge — $2.40 per month per kw. of maximum demand up 
to and including 50 kw., $2.00 per month per kw. of maxi- 
mum demand over 50 kw. 

Secondary €harge — 5 cts. per kw-hr. for the first 1,000 kw-hr. used 
per month. 3 cts. per kw-hr: for the next 4,000 kw-hr. used per 
month. 1.1 cts. per kw-hr. for the next 25,000 kw-hr. used per 
month. 0.9 cts. per kw-hr. for all over 30,000 kw-hr. used per 
month. 

The company shall have the right at any time to require the cus- 
tomer to make a reasonable deposit in advance to secure the 
prompt payment of bills, such deposit if requested by the cus- 
tomer to bear interest as provided in receipt issued by the 
company. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Idghting. 

Genebaii: 

28 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon an all-night every-night schedule. Rate $42 
per lamp per year. 
56 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon an all-night every-night schedule. Rate $30 
per lamp per year. 
8 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing upon an all-night every-night schedule. Rate $24 per 
lamp per year. 
Obnami&ntal: 
30 posts, 8 posts to block in pairs, two in center of parkway; 24 
posts with. 4 — 40 watt, 110 volt, a. c. multiple tungsten lamps 
and 1 — 60 watt, 110 volt, a. c. multiple tungsten lamp on each 
post; 40 watt lamps burn from Nov. 1st to May 1st from dusk 
until 10 p. m., and from May 1st until Nov. 1st from dusk 
until 11 p. m.; 60 watt lamp^ burn all night, every night; 6 
posts with 2 — 40 watt, 110 volt, a. c. multiple tungsten lamps, 
and 1 — 60 watt, 110 volt, a. c. multiple tungsten lamp; 40 watt 
lamps burn from Nov. 1st to May 1st from dusk until 10 p. m. 
and from May 1st until Nov. 1st from dusk until 11 p. m.; 60 
watt lamps burn all night, every night. Rate $3.60 per lamp 
per year for 40 watt lamps, burning from dusk to 10 p. m.; 
$4.20 per lamp per year for 40 watt lamps, burning from dusk 
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to 11 p. m. and $12 per lamp per year for 60 watt lamps. Sys- 
tem paid for by city. Cost of current paid for by city. Com- 
pany replaces lamps and globes; balance of maintenance paid 
by city. 

PART II. 

RATSS POH ALLrYE>AR SERVICE OUTSIDE CITY LIMITS. 

Gommercial Ughtiiig. 

Primary— 16 cts. net, 16 cts. gross per kw-hr. for the *rst 30 hours' 
use per month of active load. 

Secondary — 13 cts. net, 14 cts. gross per kw-hr. for the next 60 
hours' use per month of active load. 
. Excess — 7 cts. net, 8 cts. gross per kw-hr. for all in excess of 90 
hours' use per month of active load. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 

Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs in which 
meals and rooms are furnished. In this class 60 per cent of 
the first 500 watts connected, and 33% per cent of all in excess 
of 500 watts connected shall be deemed active if the connected 
load is equivalent to 50 watts or more per opening. If the 
connected load is equivalent to less than 50 watts per opening, 
60 per cent of the first 500 watts connected, 33% per cent of 
the next 1,500 watts connected, and 20 per cent of all in excess 
of 2,000 watts connected shall be deemed active. 

CUiss B shall include banks, offices, stores,- shops, saloons, billiard 
and pool halls, depots, theaters, lodge rooms, and clubs not in- 
cludable in Class A. In this class 70 per cent of the first 
2.5 kw. connected and 55 per cent of all in excess of 2.5 kw. 
connected shall be deemed active. 
Gla^s C shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class, 55 per cent of 
the total connected load shall be deemed active. For all light- 
ing insi^allations exceeding 5 kw. connected load, the active 
load shall, at the consumer's option, be determined by maxi- 
mum demand meters. The connected load shall be represented 
by the total wattage of lamps connected. 
Minimum Charge: 

Under 1 kw. connected load $0.60 per month. 

From 1 to 2 kw. connected load 0.80 per month. 
From 2 to 5 kw. connected load 1.25 per month. 
Over 5 kw. connected load 2.25 per month. 

Flat Rate Service: 

For window lighting, sign lighting and other lighting on company's 
patrol service or controlled by time switch set by the company: 
1% cts. per month per watt connected less 10 per cent discount if 
bills are paid within 10 days after date of billing. 

Commercial Power. 

Primary — 1% cts. net, 8% cts. gross per kw-hr. for the first. 15 

hours' use per month of active load. 
Secondary — 5% cts. net, 6% cts. gross per kw-hr. for the next 80 

hours' use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kw-hr. for all in excess of 45 

hours' use per month of active load. 
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The difference between gross and net rate shall constitute a dl» 

count If bills are paid within 10 days afCer date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. Installed shall be deemed active 
75 per cent of the next 20 h. p, Installed shall be deemed active 
6Q per cent of the next 30 h. p. Installed shall be deemed active 
50 per cent of all over 60 h. p. Ins lulled shall be deemed active 
Minimum Charge: 75 cts. per month for the flr^t h. p. connected 

and 25 cts. per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or If primary motors are 
used. Installation to be 50 h. p. or above; regular po^wer rate 
with 4 cts. per kw-hr. maximum price guarantee. 

Cookinif and Heating. 

Primary — 10 cts. net, 10^ cts. gross per kw-hr. for the first 10 
kw-hr. used per month. 

Secondary — 2^ cts. net, 3 cts. gross per kw-hr. for all over 10 
kw-hr. used per month. 

The difference between gross and net rate shall constitute a dis- 
count If bills are paid within 10 days after date of billing. 

Minimum Charge: $24.00 per year up to and Including 6 kw. of ag- 
• gregate connected load. 

$4.00 per year for each additional kw. of aggregate connected 
load. 

Wholesale Light and Power. 

Primary Charge — $2.40 per month per kw. of maximum demand up 
to and including 50 kw., $2.00 per month per kw. of maxi- 
mum demand over 50 kw. 

Secondary Charge — 5 cts. per kw-hr. for the first 1,000 kw-hr. used 
per month. 3 cts. per kw-hr. for the next 4,000 kw-hr. used per 
month. 1.1 cts. per kw-hr. for the next 25,000 kw-hr. used per 
month. 0.9 cts. per kw-hr. for all over 30,000 kw-hr. used per 
month. 

The company shall have the right at any time to require the cus- 
tomer to make a reasonable deposit in advance to secure the 
prompt payment of bills, such deposit if requested by the cus- 
tomer to bear interest as provided in receipt issued by (he 
company. 
Meters are owned by the utility. 

Ornamental Post Lighting. 

For lamps burning from dusk to 10 p. m. or 1,270 hours and In- 
cluding lamp renewals: 
100 watt lamps 70 cts. per month per lamp. 
60 watt lamps 45 cts. per month per lamp. 
40 watt lamps 30 cts. per month per lamp. 
For lamps burning from dusk to 11 p. m. or 1,635 hours and in- 
cluding lamp renewals: 
100 watt lamps 80 cts. per month per lamp. 
60 watt lamps 50 cts. per month per lamp. 
40 watt lamps 35 cts. per month per lamp. 
For lamps burning from dusk to dawn or 4,000 hours and in- 
cluding lamp renewals: 
100 watt lamps $1.65 per month per lamp. 
60 watt lamps 1.00 per month per lamp. 
40 watt lamps 0.65 per month per lamp. 
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PART III. 

RATE5S FOR SE)RVICB WHICH IS CONSIDEREJD AS SUMMER BUS- 
INESS AND WHICH FROM THE NATURE OF SAME IS 
KNOWN TO BE FOR PART OF THE YEAR ONLY. 

Gommercial Lilghting. 

15 cts. per kw-hr. 
Minimum Charge: 

Under 1 kw. connected load $0.60 per month 

From 1 to 2 kw. connected load 0.80 per month 
From 2 to 5 kw. connected load 1.25 per month 
Over 5 kw. connected load 2.25 per month 

If a reconnecting charge of $1.00 is paid, and a minimum charge 
for the period for which service is wanted of 18 times the 
monthly minimum charge is agreed to, this husiness will be 
chargred for at the same rate per kw-hr. as in force for all year 
business in the same city, village or town in which this sum- 
mer business is located. 
Flat Ratb Service: 

For window lighting, sign lighting and other lighting on company's 
patrol service or controlled by time switch set by the company: 
1% cts. per month per watt connected less 10 per cent discount if 
bills are paid within 10 days after date of billing. 

Commercial Power. • 

Primary — 7% cts. net. 8^4 cts. gross per kw-hr. for the first 15 

hours' use per month of active load. 
Secondary — 5% cts. net, 6^ cts. gross per kw-hr. for the next 30 

hours' use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kw-hr. for all in excess of 45 

hours' use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 'days after date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active 
75 per cent of the next 20 h. p. installed shall be deemed active 
60 per cent of the next 30 h. p. installed shall be deemed active 
50 per cent of all over 60 h. p. installed shall be deemed active 
Minimum Charge: 75 cts. per month for the first h. p. connected 

and 25 cts. per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or if primary motors are 
used, installation to be 50 h. p. or above; regular power rate 
with 4 cts. per kw-hr. maximum price guarantee. 

Cooking and Heating. 

Primary — 10 cts. net, 10% cts. gross per kw-hr. for the first 10 
kw-hr. used per month. 

Secdndary — 2% cts. net, 3 cts. gross per kw-hr. for all over 10 
kw-hr. used per month. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 

Minimum Charge: $24.00 per year up to and including 6 kw. of ag- 
gregate connected load. 
$4.00 per year for each additional kw. of a^gre^ate connected 
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The company shall have the right at any time to require the cub- 
tomer to make a reasonable deposit in advance to secure the 
prompt payment of bills, such deposit if requested by tlie cus- 
tomer to bear interest as provided in receipt issued liy fhe 
company. 
Meters are owned by the utility. 

DE PERE. 

(Population, 4,477.) 

DK PERE EliECTRIO IiIOHT & POWER COMPANY. 

Method of generation, hydraulic and current purchased. 
Daily operating period, continuous. 

Gomniercial lightiBir* 

SCHEDULB A. 

Minimum rate per month if paid on or before the 10th of the 
month, 75 cts., otherwise 80 cts. 

First 100 kw-hr., 11 cts. 

Second 100 kw-hr., 8 cts. 

Next 400 kw-hr.» 6 cts. 

Over 600 kw-hr., 5 cts. 

5% discount for prompt payment on or before the 10th of the 
month following the month in which current was used. 
Schedule B. — ^Readiness to serve lighting rate on meter: 

Service charge $1.00 per month. 

30 cts. for each 100 watt active connected load. 

4 cts. per kw-hr. for electric current. 

Classification of active and inactive lights to l>e used cm a hasis for 
"readiness to serv^* charge. 

Residence lisrhted wholly by electricity: 
Active lights — main hall, main stairway, parlors, library, dining 
room, sitting room, living room, kitchen, den, music room, 
conservatory and one light on second floor. 
All other He:hts Inactive. Active lights are not to exceed 76% of 
total Installation. 

Residences and flats occupied by more than one family, each floor 
used for llvlne: rooms to be classlfled as per above list. 

In all other residences all lights shall be deemed active. 

Hotels, clubs and boarding houses — Classl^catlon of active and 
nonactlve lights shall be same as for residences, except lights 
connected and used In buffets, bars, bowling alleys, billiard 
rooms, card rooms, lobbies, main halls, corridors on each floor, 
wash rooms, and lavatories, which shall be deemed active 
lights. 

Auditoriums, dance halls, opera houses, lodge rooms, churches, and 
factories closing at 6:00 p. m., one-half connected load shall be 
deemed active. 

Business llghtine: shall Include retail and wholesale mercantile es- 
tablishments, saloons, restaurants, depots and other consumers 
not herein provided for, all lights shall be deemed active. 

5% discount for prompt payment on or before the 10th of the 
month. 

Sign lighting rate 6 cts. per kw-hr. on meter. 

Electric nlanos. $1.00 per month. 

Fans, 16-Inch, $1.00 per month. 

Fans, 12-Inch, $0.50 per month. 

Small electric motors not on metered circuits % h. p. or under, 
$2.00 per month. 

Heating and cooking rate, 5 cts. per kw-hr. Minimnm charge 
75 cts. 
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Commercial Power. 

Minimum charge 50 cts. per h. p. connected load. 

Schedule as follows: 

Less than 100 kw-hr 7.2 cts. 

100 to 200 kw-hr., 5% discount 

200 to 300 " 10% *• 

300 to 400 " 15% 

400 to 500 " 20% *• 

500 to 600 " 25% - 

600 to 700 " 30% 

700 to 800 " 85% - 

800 to 900 " 40% •• 

900 to 1000 " 45% " 

1000 to 2000 " 50% 

2000 to 3000 " ' 55% 

3000 to 4000 " 60% 

Over 4000 " : 2% cts. 

Coal hoisting 3% cts. per h. p. hr. connected load or ordinary power 

meter rate plus readiness to serve charge of |1.00 per h. p. 

maximum demand per month as measured on G. E. Wright 

maximum demand indicator. 
5% discount for prompt payment on or before the 10th of the 

month following that in which current is used. 
If hills for all current used are not paid by the 26th of the month 

following the month in which current was used, the company 

shall discontinue service the following day. A charge of $1.00 

will be made for reconnection. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street lii^litiiig. 

16 — 4 ampere, 110 volt, d. c. multiple carbon arc lamps, burning 
on an all-night moonlight schedule. Rate $50 per lamp 
per year. 
148 — 100 watt, 110 volt, d. c. multiple tungsten lamps, burning on 
an all-night moonlight schedule. Hate $19.20 per lamp per 
year. 
69 — 60 watt, 110 volt, d. c. multiple tungsten lamps, burning on an 
all-night moonlight schedule. Rate $12 per lamp per year. 
Obwambntai,: 
None. 

DODOEVILLE. 

(Population, 1,791.) 
MINERAIi POINT PUBIilO SERVICE COMPANY. 

(See Mineral Point for commercial rate schedule.) 

Street liightliis. 

General: 
10 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing upon a dusk to midnight moonlight schedule. R^te $36 
per lamp per year. 
96—40 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, burn- 
ing upon a dusk to midnight moonlight schedule. Rate 
$18 per lamp per year. 
Ornamental: 
None, 
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DOUSMAN. 

(Population, 625.) 

R. Lr. ADAMS LIGHT PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 
Commiercial Lighting. 

Minimum charge per month, $0.80. 

Business places 12 cts. per kw-hr. 

Residences 15 " " 

No charge is made for connecting consumer's premises with lines. 

Street LightJng. 

Genebal: 

15 — 40 watt and 15 — 60 watt, 120 volt, a. c multiple tungsten lamps. 
burning on a moonlight midnight schedule. Rate $10.50 
per lamp per year. 
Ornamental: 
None. 

DOWNINO. 

(Population, 319.) 
GLENWOOD & DOWNING LIGHT & POWER CO. 

(See Glen wood for commercial rate schedule.) 

Street Lighting. 

General: 

15 — 60 watt, 110 volt a. c. multiple tungsten lamps, burning every 
night from dusk to midnight. Rate $15 per lamp per year. 
Ornamental: 

None. 

DUSAND. 

(Population, 1,503.) 

DURAND LIGHT & POWER CO. 

Method of generation, hydraulic. 

Daily operating period, 23 hrs. daily except Sunday, dusk to dawn. 

Commercial Lighting. 

Meter Rates: 

For Business Houses: A charge of 15 cts. per month per active 
50-watt lamp or per 40- watt Mazda lamp, when the active load 
constitutes 60% of the connected load, plus 4 cts. per kw-hr. 
for the current or energy used. For occasional users^ a rate of 
12 cts. per kw-hr. may be charged. 

For Residences, Churches and Halls: A charge of 15 cts. per 
month per active unit or lamp, when 35% of the connected 
load is considered active, plus 4 cts. per kw-hr. for the cur- 
rent or energy used. 

Minimum rate 75 cts. per consumer per month. 
Flat Rates: 

Minimum monthly bill, 75 cts. 

Commercial. 50 cts. per month for each of the first 5 lights, and 
35 cts. for each added light; dead lights 10 cts. 

Etotels and Saloons. 60 cts. per month for each of the first 5 lightfl» 
and 40 cts. for each added light; dead lights 10 cts. 

Blacksmith Shops. 40 cts. for first light and 25 cts. for each 
added light. 

Residences. A total of 15 lights for $2.00 per month, each added 
light 10 cts.; or two for 75 cts., 3 for $1.00, 4 for |1.20, each 
added li^ht 2Q cts.; dead lights 6 cts. 
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lAve and Dead lAghts, All lights in parlors, sitting rooms, re- 
ception rooms, dining rooms, kitchens and certain halls are 
understood to be live lights and are covered by the above rates. 
All lights in bed rooms, bath closets, pantries, upper halls, cel- 
lars and barns and all other out-of-the-way places where light 
is needed for short periods only, may be used as "dead" lights, 
and it is understood and agreed that such "dead" lights shall 
not to be run to exceed one hour each day; and it is h^eby 
understood that this schedule does not contemplate the burn- 
ing of dead lights an hour each day, but in consideration of 
the extremely low price made for such service, it is agreed 
that no dead light be burned at all except for actual neceasity 
and never for illumination purposes; provided, however, that 
each patron may, at his discretion, illuminate his house one 
night each month. It is further understood that a live light 
cannot be turned off and a "dead" light be burned in its place 
except in case of sickness, in which emergency any light may 
burned at the discretion of the patron. 

Ck>iiimercial Power. 

5 cts. per kw-hr. for first 50 kw-hr., 4 cts. for next 50, and 8 ctg. for 
all excess. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street liishtJiiis. 

Gbne&al: 
S2 — 60 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on an all-night every-night schedule. Rate $15 per 
lamp per year. 
7 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on an all-night every-night schedule. Rate $42 
per lamp per year. 
Ornamental: 
None. 

SAGLE. 

(Population, 339.) 
WISCONSIN GAS & SLETOTRIO OO. 

(For commercial rate schedule, see Palmyra.) 

Street lilghtlng. 
Genebal: 
30-*-100 c. p., gas filled tungsten lamps, burning all night, every 
night. Rate: first 25 lamps $26 per lamp per year; each addi- 
tional lamp 122.50 per year. 
Ornamental: 
None. ^ 

EAOLE BIVEB. 

(Population, 1,200.) 

MUNICIPAL PliANT. 

Method of generation, current purchased. 
Daily operating petiod, continuous. 

Commercial Idghttni^. 
Flat Rates: 
Residences: 
40 cts. per month per 100 watts for first 500 watts 
20 cts. " '• "' •• « " all in excess of 500 watts 
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Saloons: 
60 cts. per month per 100 watts for first 500 watts 

40 cts. ** " " aU in excess of 500 watts 

Stores, barbershops, hotels, offices, etc. 
50 cts. per month per 100 watts for first 500 watts 
30 cts. " " " " " " all in excess of 600 watts 
Churches, lodges, public halls: 
25 cts. per month per 100 watts for first 500 watts 
10 cts. " " " " " •* all in excess of 500 watts 

Incidental Appliances, 

7^ cts. per month per 100 watts connected. 
Penalty of 25 cts. per month is added to bills remaining unpaid on 
the 15th of the month following that for which service "was 
rendered. No account is carried for more than two months. 
Minimum charge per month, |1.00 for all classes of service. 
No charge is made for connecting consumer's premises with lines. 
A charge of 11.00 is made for reconnecting service. 

Street liightiiig. 

Data incomplete. 

EAST MILWAUKEE. 

(Population, .) 

MIIiWAUKEEr LIGHT, HCAT & TRACTION GO. 

(For commercial rate schedule, see M. L. H. & T. Go., Milwaukee^ 
Part I.) 

Street lAghUng. 

Gbnebal: 
92 — 80 watt, 120 volt, a. c. multiple tungsten lamps, burning all- 
night, every night. Rate |21 per lamp per year. 
Ornamental: 
None. 

EAST TROY. 

(Population, 673.) 

MILWAUKEB LIGHT, HEAT & TRACTION CO. 

(For commercial rate schedule, see M. L. H. & T. Co., Milwaukee* 
Part I.) 

Street lAghtiDg, 

GtBnebal: 
56 — 60 c. p., 6.6 ampere, a. c. series tungsten lamps, burning all 
night, every night. Rate |24 per lamp per year. 
Obnamental: 
None. 

EAST TROY, TOWN OF 

(Walworth County.) 

MILWAUKBE LIGHT, HEAT & TRACTION CO. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Part III.) 

EASTMAN. 

(Population, 233.) 

EASTMAN EliECTRIO LIGHT PLANT. 

Method of generation, gas engine. 

Daily operating period, dusk to 11:50 p. m. 



ELECTRIC RATES.] — 111 — [EAU CliAIRE 

■ — • 

Gommercial Tilghttng. 
Meteb Ratbb: 

Minimum charge per month, $1.00. 

15 cts. per kw-hr. per month. 
FuLT Rates: 

50 cts. per 20 c. p. lamp per month. 
Meters are owned by consumers. 
Consumers pay cost of wire used in connecting premises with lines. 

Street liiglitiiig. 

Geitebal.: 

7 — 100 watt tungsten lamps, burning from dusk to 11:30 p. m. 
Flat charge of $156 per year. 
Ornamental: 

None. 

EAU OLAIBE. 

(Population, 18,310.) 

WISCONSIN-MINNESOTA LIGHT & POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Gommercial T lighting. 
Meteb Rates: 
The rate for electricity for lighting in the city of Eau Claire, Wia- 
consln, shall be 9 cts. per kw-hr. for the first 50 hours' use per 
month of the active connected load, plus 3 cts. per kw-hr. tor 
the excess. 

AOTIVB GONXEOTED LOAD. 

The active connected load shall be a certain percentage of the 
total connected load, which percentage is determined fny the 
use of the premises according to the following classification: 

OUiss "A" — ^^Shall include all private residences and the active con- 
nected load shall be 60% of the first 500 watts connected plus 
33%% of the load connected in excess of 500 watts, provided, 
however, that fan mdtors, electric irons and other household 
appliances shall not be counted in the total connected load. 

Class "£" — Shall include all premises used wholly or in part for 
commercial purposes, not otherwise specifically provided for in 
Classes 'HD*' and "D", and shall also include window, sign and 
advertising lighting connected on a separate meter. The ac- 
tive connected load shall be 100% of the first 5,000 watts con- 
nected, plus 66%% of the next 5,000 watts connected and 
33%% of all over 10,000 watts connected. Provided, however, 
that window and sign lights on the same meter with interior 
lighting shall not be counted in the total connected load. 

Class *'0** — Shall include hotels, clubs, boarding houses, hospitals, 
insane asylums, public and parochial schools and public li- 
braries. The active connected load shall be 55% of the total 
connected load. 

Cktss **D" — :Shall include auditoriums, dancing halls, opera housefly 
moving picture theaters, lodge rooms, churches, T. M. C. A. 
buildings, warehouses, wholesale ware rooms, manufacturing 
plants and ice houses. The active connected load shall -be 
100% of the lights in general offices and clerical rooms plus 
33%% of the lights in all other rooms. 
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RECTIFIERS. 

Thirty ampere rectifiers in moving picture theaters connected on 
same meter with house lighting shall be rated as 3% lew. ac- 
tive and shall be billed as lighting at 3 cts. per kw^lir. for 
current used. 

TEMPORARY LIGHTING. 

Temporary lighting for chatauquas, carnivals, etc., shall be by 
special contract and the rates charged shall be 9 cts. per 
kw-hr. for all current consumed, plus all costs of connectin^r 
and disconnecting. Payment in such cases shall be made in 
advance. 

Flat Rates: 
Current for window, sign and advertising lighting will be furnished 
to any consumer on a yearly contract, under which th.e con- 
sumer agrees to pay monthly for light burned according: to 
the following schedules and the following rates. All ligrlits to 
be turned on and off by the Wisconsin-Minnesota Light and 
Power Company. 
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BMEBOENCT OB STANDBY SEBVICE. 

The charge for emergency or standby lighting service shall be 
11.80 per year per active 50 watt unit. The charge for current 
used shall be 4% cts. per kw-hr. The service charge plus the 
charge for current used shall be unaffected by the existing 
maximum rate per kw-hr. 

MINIMUM EATE. 

The company shall be authorized in every case where a meter is 
installed to make a minimum charge of 75 cts. per month. 
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EQUIPMENT AND RENEWALS. 

In all foregoing rates, unless otherwise specifically stated, the con- 
sumer shall furnish and renew all lamps and all switches and 
wiring on the premises, and the company shall furnish trans- 
formers, meters and sufficient wiring, pole line and other 
equipment necessary to deliver the current to the premises. 
Provided, however, that the company will not be required to 
make extensions of primary lines except under the conditions 
hereinafter named. 

EXTENSION OF FBIMABT LINES. 

Primary lines will be extended one pole and one span to serve 
T any consumer. In case a consumer desires lights and cannot 

be reached by one pole and one span, then the primary lines 

will be extended to reach such premises if the consumer will 

j contract to pay, for a period of 36 consecutive months, a mini- 

r mum bill for current equal to 1/36 of the cost of said extension. 

• Commercial Power. 

RETAIL POWEB RATE. 

The rate for power to consumers demanding 1 h. p. or more shall 
be 75 cts. per month per h. p. demand to be based on rated 
motor capacity plus 2 cts. per kw-hr. for all current consumed. 

To retail power consumers using 20 h. p. or more, if the demand 
charge plus the current charge exceeds 4 cts. per kw-hr. for the 
current used in any one month, the demand charge will be 
canceled and the total bill for the month be figured at 4 cts. 
per kw-hr. Provided, however, that the minimum bill which 
uny consumer must pay shall not be less than 75 cts. per 
connected h. p. or if on a demand meter 80 cts. per kva. 
based on the average demand for the preceding three months. 

The rate to users of fractional h. p. motors not connected with the 
lighting load will be 75 cts. per motor plus 2 cts. per kw-hr. . 
for current used. Provided, however, that the minimum bill 
for any one month shall not be less than one dollar. 

MINIMUM POWER RATE. 

The company shall be authorized to charge a minimum rate of 
$1.00 per month for each motor installed. 

COMBINATION POWER RATE FOR SMALL MOTORS. 

Where individual motors of less than 5 h. p. are installed by cus- 
I tomers using electric light, the current for such motor may be 

' measured through the lighting watt meter and in such cases 

, consumers shall ^ charged the lighting rate of 3 cts. per 

kw-hr. in lieu of the regular power rate of 75 cts. per h. p. 

and 2 cts. per kw-hr. 

WHOLESALE POWER RATE. 

The company will sell power under the following rates by contract 
for one year periods or more, with a minimum charge of 
$150.00 per month: 

Up to 20% load factor 1.609 cts. per kw-hr. 

From 20% to 30% load factor 1.475 cts. per kw-hr. 

From 30% to 40% load factor 1.341 cts. per kw-hr. 

From 40% to 50% load factor 1.207 cts. per kw-hr. 

From 50% to 60% load factor 1.100 cts. per kw-hr. 

For load factors 60% and over 1.000 ct. peh kw-hr. 

8— ~"B. R. 
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In the eyent that the consumer desires to change from tlie whole- 
sale rate to the regular retail power rate, he shall serre a 
written notice of such election and such change shall be made 
only at the beginning of a calendar month and when made 
shall remain in force for a period of not less than one full 
month. 

SURPLUS POWEB. 

Any consumer contracting to use a minimum of 750 h. p. and 
guaranteeing a minimum payment of $400 per month will be 
supplied 3 phase, 60 cycle, 2300 volt, a. c. between the hours 
of 6:30 a. m. and 6:30 p. m. daily at the rate of $12.00 per 
h. p. per year; and between the hours of 6:30 p. m. and 6:30 
a. m., daily at the rate -of $8.00 per h. p. per year. 

Provided, however, that the company is under Obligation to fur- 
nish this current only out of the excess current generated 
after the regular lighting and power customers have been 
supplied. 
Emergency or Standby Service. 

Service charge $27 per active h. p. per year. Current 3 eta. per 
kw-hr. The maximum rate does not apply to this service. 
Rate for Water Heating: 

Heaters of 600 watts capacity $4.50 per month 

Heaters of 1,000 watts capacity 7.50 per month 

Heaters of 2000 watts capacity 15.00 per month 

Ck^oking Rate: 

ESlectricity for cooking by means of electric ranges, ovens, or broil- 
ers will be supplied through a separate meter at 3 cts. per 
kw-hr for all current consumed. 

Meters are owned by the utility. 

No charge is .made for connecting consumer's premises with linecL 

Street Lighting. 

General: 

43 — iOO c. p., 7.5 ampere a. c. series gas filled tungsten lamps, 

burning all night, every night. Rate $36.36 per lamp per year. 

133 — 250 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps, 

burning all night, every night. Rate $22.40 per lamp per year. 

221 — 100 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps, 

burning all night, every night. Rate $13.68 per lamp per year. 

13—60 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps, 

burning all night, every night. Rate $12.50 per lamp per year. 

Ornamental: 

112 posts, 8 posts to block in pd,irs; 106 posts with 4 — 100 c. p., 
7.5 ampere, gas filled tungsten lamps each, and 6 posts with 
2 — 100 c. p. lamps each. Half of the lamps burn until mid- 
nig and the remainder burn all night. Rate $6.55 per lamp per 
year. System installed by city and abutting property owners. 
Abutting property owners pay for service. Cost of mainte- 
nance is borne by utility. 

EAU OALLE. 

(Population, 200.) 

DURAND LIGHT & POWER CO. 

Method of generation, hydraulic. 

Daily operating period, 24 hrs. daily except Sunday. 

Commercial Idghtliig. 

Meter Rates: 

(See Durand for meter rates.) 
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Fiat Rates: 

Commercial — 1 light 75 cts. per month — 5 lights or less 50 cts. each. 
All additional lights, 35 cts. each. 

Hotels and Saloons^5 lights or less 60 cts. each. All additional 
lights 40 cts. each. Dead lights 10 cts. each. 

Residence— 1 light 50 cts.; 2, 75 cts.; 3, $1.00; 4, $1.20. Each addi- 
tional light 20 cts. Dead lights 5 cts. each per month. Resi- 
dences using up to 15 lights will he charged $2.00 per month, 
and 10 cts. for each additional light, a reasonable number of 
said lamps being dead lamps. 

Blacksmith Shops — 1 light 40 cts., each additional light 25 cts. per 
month. It is expressly understood that one light constitutes a 
16 c. p. lamp, carbon filament. 

A 32 c. p. tungsten lamp may be substituted for a 16 c. p. carbon 
lamp. 

Commercial Power. 

Power rates for 1 h. p. or over: 

5 cts. for first 50 kw-hr. 

4 " next 50 " 

3 " balance used. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Ldghtiiig. 
None. 

EDEN. 

(Population ) 

EDEN ELECTRIC LIGHT COMPANY. 

Method of generation, kerosene engine. 
Daily operating period, 5:30 to 10:30 p. m. 

Commercial Lifting. 

Minimum charge per month, $1.00. 

Current, 15 cts. per kw-hr. 
Meters are owned by utility. ' 

A charge of $2.00 is made for connecting consumer's premises with 
lines. 

Street Lightiiig. 
General: 
5 — 150 watt, 110 Tolt, a. c. multiple tungsten lamps, burning on a 
moonlight dusk to 10 : 30 p. m. schedule. Rate $50 per lamp per 
year. 
Ornamsntal: 
None. 

EDGERTON. 

(Population, 2,513.) 

JANESVILLE ELECTRIC CO. 

Method of generation, current purchased. 
Daily operating period, continual. 

Commercial Lightfng. 
Meter Rates: 
Minimum charge, $1.00 per month. 

Current, 10 cts. per kw-hr. with discount for quantity used per 
month as follows: 

$10 to $20 10% 

20 •• 30 16% 

30 " 40 20% 

40 " 50 25% 

60 and oyer 80% 



£DGERTON.] — 116 — [WIS. R. R. COMM. 

Flat Rates: 

A few single lights, basis 50 cts. per month. 

Commercial Power. 

Minimum charge, $1.00 per month per h. p. 

Current, 6 cts. per kw-hr. with discount for quantity used per 
month as follows: 

$5 to no 6% 

10 " 20 10% 

20 " 30 15% 

30 " 40 20% 

40 " 50 25% 

50 *' 75 30% 

75 " 100 35% 

100 •* 150 40% 

150 " 200 46% 

200 and over „ 50% 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with llnee. 

Street Idghting. 

GBNEBAIi: 

80 — 60 c. p., 6.6 ampere, a. c. series tungsten lamps, burning on an 
all-night every-night schedule. Rate $24 per lamp per 
year. 
Ornamental: 

20 posts, 4 posts to block, staggered; 5 — 60 watt, 110 volt, a. c. mul- 
tiple tungsten lamps on each post; 4 lamps burn until 11 p. m. 
and one all night, every night. Rate $58.30 per standard per 
year. Cost of 18 posts paid by merchants. Company owns 2. 
City pays for maintenance and cost of current. 



ELAND JUNCTION. 

(Population, 368.) ' 

WITTENBERG EIiECTRIO CO. ^ 

Method of generation, hydraulic. 

Daily operating period, dusk to dawn. \ 

Commercial Lighting. \ 

Meter Rates: 
Minimum monthly bill, $1.00. 
Current, 12 cts. per kw-hr. 

Following discounts apply if bills are paid within 10 days from , 

date of bill: 

15 to 50 kw-hr 10% discount 

50 " 100 " 15% 

100 " 250 " 20% 

250 " 500 " 25% 

Flat Rates: 

$1.00 per month, not exceeding four lamps. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
6 — 400 watt, 110 volt, a. c. multiple gas filled tungsten lamps, burn- 
ing on an all-night moonlight schedule. Rate $60 per 
lamp per year. 
Ornamental: 
None. 
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ELCHO. 

(Population, 100.) 
CHA8. W. PISH LUMBER COMPANY. 

Method of generation, steam. 

Daily operating period, dusk to 12:30 p. m.; 4 a. m. to daylight 

Commercial liisbting. 

Flat Rates: 

$2.00 per month. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
8—60 watt, 220 volt, d. c. multiple tungsten lamps, burning from 
dusk to midnight. 
Obnamental: 
4 posts with 60 -watt tungsten lamps, burning from dusk to mid- 
night. 
Flat charge of $300 per year for all street lighting. 

ELDEBON. 

(Population, 400.) 

ELDERON LIGHT & POWER CO. 

Method of generation, current purchased. 
Daily operating period, dusk to daylight. 

Commercial liighttiig. 
Meteb Rate: 

15 cts. per kw-hr. 
Plat Rate: 

Residences, 40 cts. per month per 16 c. p. incandescent. 

Business places, 50 cts. per month per 16 c. p. incandescent. 

Commercial Power. 

10 cts. per kw-hr. 
Some meters are owned by utility and some by consumers. 
Consumers charged for material and labor in making connection with 
lines. 

Street liiglitixig. 

None. 

ELKHART LAKE. 

(Population, 499.) 

ELKHART LAKE LIGHT & POWER COMPANY. 

Method of generation, power purchased. 
Dally operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, $1.00. 

Energy, 10 cts. per kw-hr. if paid on or before the 15th of the cur- 
rent month; 10 per cent additional if paid later. 
Summer Cottage Lighting: 

Minimum charge for season beginning "March 15th and ending No. 
vember 15th of the same year, $10.00 payable May 15th of the 
current year; 10 per cent additional If not paid by Jun^ Igt 
Of th^ same year. 
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Energy: 10 cts per kw-hr. Bills for energy In excess of the 100 kw-hr. 
covered by the minimum charge to be payable on presentar 
tion with 10 per cent added if not paid within 15 days after 
presentation. 

Commercial Power. 

10 cts. per kw-hr. for the first 10 kw-hr. per month per kw. of 

maximum demand. 
4 cts. per kw-hr. for all of the first 1,000 kw-hr. not covered by the 

primary rate. 
3 cts. per kw-hr. for the next 4,000 kw-hr. 

2.8 cts. per kw-hr. for all current In excess of 5,000 kw-hr. per 
month. 

Off-Peak Power, 
Power installations, when the use of power is eliminated during 
the following hours of peak load, will be billed at 5 cts. per 
kw-hr. for the first 10 kw-hr. of the maximum demand. Bal- 
ance as quoted above. 

Hours during which service 
Month shall not be used 

October 5:30 p. m. to 7:00 p. m. 

November 5:00 

December 4 : 30 

January 4: 40 

February 5: 20 

March 6:00 



< « 


7:00 


l< « 


7:00 


t( «( 


7:00 
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7:00 
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7:00 
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The ofF-peak power rates will be given on an annual contract basis 
only and only to users who contract to use no current during 
the hours named in the foregoing time schedule. If current 
is used during the hours above named, the regular power rates 
shall apply for the entire contract period. 

Power LigMs: 

Installations with not less than 15 kw-hr. maximum demand, re- 
quiring current for both power and lighting may secure entire 
service through one power meter, providing the lighting re- 
quirements do not exceed 20 per cent of the entire require- 
ments. 

Heating and Cooking Service. 

For heating and cooking appliances using in excess of 2,000 watts 
per hour, 10 cts. per kw-hr. for the first 10 kw-hr. of maxi- 
mum demand. All current in excess of that covered by the 
primary rate at 3 cts. per kw-hr. 

Rural Service. 

Lighting Rates: The regular rate for commercial lighting plus the 
transformer loss at 3 cts. per kw-hr. The transformer loss shall 
be figured by the accepted rules for determining transformer 
losses. 
Power Rates: 6 cts. per kw-hr. for straight rate. 
Farmers have choice of this rate or regular power rate. If 6 cts. 
power rate is chosen, disconnections must be made when mo- 
tors are not in use to prevent transformer losses. On rural 
service consumers to furnish transformers and help build lines 
when long lines are needed. 
Meters are owned by the utility. 
No charge Is made for connecting consumer's premises with lines. 
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Street liigliting. 

Gen]srai«: 
47 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning every night from dusk to 1 a. m., Rate $24 per 
lamp per year. 
9 — 100 watt, 115 volt, a. c. multiple gas filled tungsten lamps, 
burning every night from dusk to 1 a. m., Rate $24 per 
lamp per year. 

OsNAlOEirTAI.: 

None. 

ELKHOBN. 

(Population, 1,707.) 

MUNICIPAIi PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial liighting. 

Minimum charge, 75 cts. per month. 

Current, 10 cts. per kw-hr. 
Meters are owned by utility. 
No charge for connecting line to building. 

Street JAghtkng, 
Genebai«: 
38 — 4 ampere, 78 volt, d. c. series magnetite arcs burning on a 
moonligrht-midnight schedule. Rate $60 per lamp per year. 
26 — 100 watt, 110 volt, U. c. multiole carbon incandescent lamps 
burning from dusk to daylight. Rate $36 per lamp per 
year. 
Obnamisntal: 
None. 

ELK MOUND. 

(Population, 302.) 

WISCONSIN-MINNESOTA LIGHT & POWER CO. 

Method of generation, hydraulic and transmission. 
I>ally operating method, continuous. 

Commercial Iiiiirhtiiig. 

Minimum lighting bill, $1.00 per month. 

12% cts. per kw-hr. for the first 50 hours* use of the active con- 
nected load, 8 cts. per kw-hr. for the next 50 hours'" use and 
4% cts. per kw-hr. for the balance. 

ACrnVE LOAD. 

Class A. 
Where the total connected load is equal to or less than 500 watts 
nominal rated capacity, 60% of such total connected load shall 
be termed active. Where the installation exceeds 500 watts 
nominal rated capacity, 33%% of such part of the total con- 
nected load over and above 500 watts shall also be termed 
active. 
Class B. 
In this class 80% of the total connected load shall be termed ac- 
tive, except sign and window lighting, 33%% of which are 
active. 
Class O, 
In this class 55% of the total connected Ipad sl^all be termed 
lusttve^ 
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GLASSIFICATIOIT COF SEBVICB. 

Class A. Dwelling rooms, flat, rooming house, private residence. 
Class B. Bank, barber shop, billiard hall, card rooms, depot, dress^ 
making parlors, express company, garage, halls, laUndry, offices, 
post office, store or restaurant, saloon, theater, telephone com- 
pany, telegraph company, sign, show case or similar adver- 
tising purpose windows. 
Class C. Asylum, armory, blacksmith, church, convent, club rooms, 
factory, hotel, hospital, heating plant, lodge hall, livery stable, 
public building, rooming house, school, warehouse. 

(For practice of this company in regard to lamp renewals 
and inspection of lamps see Elau Claire.) 
Rate for Flaming Arc Lamps. — ^The company will furnish current 
for all flanling arc lamps at the regular price per k'w-hr. for 
lighting service, but the consumer shall purchase and install 
such lamps at his own expense and furnish or pay to the com- 
pany the cost price of all carbons used in their operation. 
Commercial Power. 

75 cts. per h. p. per month and 2 cts. per kw-hr. used for Instal- 
lations of 20 h. p. or over. 
6 cts. per kw-hr. for the first 30 hours' use of maximum demand 
and 3 cts. per kw-hr. for all in excess, for installations less 
than 20 h. p. 
The term maximum demand is herein used to mean the rated ca- 
pacity of motors or motor in h. p. multiplied by 746 watts. 
Minimum Power Bill. 
The minimum power bill will be 75 cts. per h. p. per month as 
above determined where more than 1 h. p. Is installed. On In- 
stallations of 1 h. p. or less the minimum bill will be $1.00 
per month. 
Whenever motors and lights shall be connected up on the same 
meter, a minimum charge will be made as above for both 
motors and lights. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

25 — 60 c. p., 3.5 ampere, a. c. series gas filled tungsten lamps burn- 
ing all night, every night. Rate $24 per lamp per year. 
Ornamental: 

None. 

ELLSWORTH. 

(Population, 1,005.) 

WISCONSIN-MINNESOTA MGHT & POWER CO. 

Method of generation, hydraulic. 
Dally operating period, continuous. 

Commercial liightin?. 

The minimum lighting bill will be $1.00 per month for each meter 
connected. 

Lighting Rate: 12% cts.' per kw-hr. for the first 50 houns' nse of 
the active load; 8 cts. per kw-hr. for the next 50 hours' use 
and 414 cts. per kw-hr for the balance. 

Class A. — ^Where the total connected load is equal to or less than 
500 watts nominal rated capacity, 60% of such total connected 
load shall be termed active. Where the installation exceeds 
500 watts nominal rated capacity, 33%% of such parf of the 
total connected load over and above 500 watts shall be termed 
active. 
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Class B. — In this class, 80% of the total connected load shall be 
termed active, except sign and window lighting, 33%% of 
which are active. 

Class C, In this class 55% of the total connected load shall be 
termed active. 

CLASBIFICATION OP SERVICE. 

Class A, — Dwelling rooms, flat, rooming house (private), residence. 

Class B. — Bank, barber shop, billiard hall, card rooms, depot, dress- 
making parlors, express company, garage, halls, laundry, of- 
fices, post office, store or restaurant, saloon, theater, telephone 
company, telegraph company, sign, show case or similar adver- 
tising purpose windows. 

Class C. — ^Asylum, armory; blacksmith, church, convent, club 
rooms, factory, hotel, hospital, heating plant, lodge hall, livery 
stable, public building, rooming house, school, warehouse. 

Ck>]iimercial Power. 

For less than 20 h. p., 6 cts. per kw-hr. for the first 30 hours' use 
of the maximum demand and 3 cts. per kw-hr. for the balance. 

For 20 h. p. and over, 75 cts. per h. p. of maximum 4emand and 
2 cts. per kw-hr. for all over. 

By the term maximum demand it is understood to be the rated 
capacity of the motors connected times 746 watts. 

The minimum power bill will be 75 cts. per h. p. per month as 
above determined where more than 1 h. p. is installed. On in- 
stallations of 1 h. p. or less the minimum bill will be $1.00 
per month. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street liightin^. 

Gekebai>: 

14 — 6.6 ampere a. c. series carbon arc lamps, burning every night 

from dusk to 1 a. m. Rate $60 per lamp per year. 
17 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning every night from dusk to la. m. Rate $60 per 
lamp per year. 
Obnamentai.: 
None. 

ELMWOOD. 

Population, 585.) 
WISCONSIN-MINNESOTA IjIGHT & POWER CO. 

■ 

Method of generation, hydraulic and transmission. 
Dally operating period, continuous. 

Coniinercial liighting. 
Metkb Rates: 

Minimum charge per month, $1.00. 
Residence Lighting. 

In all residences using electric light throughout the premises, 
the rate shall be 12^ cts. per kw-hr. for the first kw-hr. per 
lamp unit installed, 8 cts. per kw-hr. for the second kw-hr. 
per lamp unit installed, and 4 cts. per kw-hr. for all cur- 
rent Used in excess of this amount during the remainder of 
the month. 
In all residences using electric light in main living rooms only, 
the rate shall be 12^^ cts. per kw-hr. for the first 3 kw-hr. 
per lamp unit installed, 8 cts. per kw-hr. for the next 3 kw-hr 
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per lamp unit installed, and 4 cts. per kw-hr. for all current 
used in excess of this amount during the remainder of the 
month. 
Bu8ineB8 Lighting, 

In all retail and wholesale mercantile establishments, saloons, 
restaurants, depots, and other premises not herein otherwise 
specifically provided for, the rate shall be 12^ cts. per 
kw-hr. for the first 3 kw-hr. per lamp unit installed, 8 cts. 
per kw-hr. for the next 3 kw-hr. per lamp unit installed, 
and 4 cts. per kw-hr. for all current used in excess of this 
amount during the remainder of the month. 
In all hotels, boarding houses, dance halls and manufacturing 
plants, the rate shall be 12^ cts. per kw-hr. for the first 
2 kw-hr. per lamp unit installed, 8 cts. per kw-hr. for the 
next 2 kw-hr. per lamp unit installed, and 4 cts. per kw-hr. 
for all current used in excess of this amount during the re- 
mainder of the month. 
In all churches and lodge halls, the rate shall be 12^ ct& per 
kw-hr. for the first kw-hr. per lamp unit, installed, 8 cts. per 
kw-hr. for the next kw-hr. per lamp unit installed, and 4 cts. 
per kw-hr. for all current used in excess of this amount 
during the remainder of the month. 
The lamp unit shall be taken to be the 50 watt incandescent 
lamp or its equivalent. However, all sockets in which lamps 
of 60 watts or less are used shall be counted as full units. 
It is provided, however, that in the case of any commercial 
consumer using electric light throughout the premises, when 
available, no lights used for decorative or window display 
purposes shall be counted or considered in setting such a 
consumer's rate. 
Flat. Rates: 
Minimum charge per month, $1.00 for residences and |1.50 for 

business places. 
The company shall not be required at its own expense to furnish 
or install meters for any consumer using less than 5 lamp 
units, or the equivalent thereof, in any one building, and 
shall be authorized to charge consumers using 2 or more such 
units a flat rate of 50 cts. per month per unit, in residences, 
and 75 cts. per month per unit in business places; or the com- 
pany may, at its own option, install a meter for any such cus- 
tomer, in which event the rate shall be as specified in the 
atwve classification. 
Equipment and Renewals, In all the foregoing rates, the consumer 
shall furnish and renew all lamps and all switches and wir- 
ing on the premises, and the company shall furnish all trans- 
formers, meters, and sufficient wiring, pole line and other 
equipment necessary to deliver the current to the premises. 

Commercial Power. 

For less than 20 h p. 6 cts. per kw-hr. for the first 30 hours' maxi- 
mum demand and 3 cts. per kw-hr. for the balanca 
For 20 h. p. and over 75 cts. per h. p. of maximum demand and 2 

cts. per kw-hr. 
The horse power of the motor connected is the rated capacity. 
The minimum will be 75 cts. per month per h. p. as above de- 
termined where more than 1 h. p. is installed. On installs' 
tions of 1 h. p. or less the minimum bill will be $1.00 per 
month. 
All bills for light and power shall be paid not later than the 10th of 
the month next succeeding that in which the current has h^en 
used. 
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^ cliajrge of 25 cts. is made for reconnecting the service at the same 

premises. 
Meters are owned by the utility. 
Wo cliaxge is made for connecting consumer's premises with linefl. 

Street Xji^litiiig. 

31 — 60 c. p., 4 ampere, a. c. series tungsten lamps, burning every 
night until midnight. Rate $14 per lamp per year. 

3 — 60 watt, 110 volt, a. c. multiple tungsten lamps, burning all 
night, every night. Rate $18 per lamp per year. 

None. 

ELEOY. 

(Population, 1,729.) 

MUNlClPAIi PliANT. 

Metliod. of generation, steam. 

Daily operating period, dusk to daylight. 



liighting. 

Sciiedule af rates for all lighting service furnished residences and 
businesses and passing through the same meter and measured 
by a meter or meters owned and installed by the company. 
This lighting service will include electric energy furnished 
for appliances other than lighting equipment when the ag- 
gregate rated capacity of such appliances does not exceed 
1% kw. 

Brimary Rate: 10 cts. net or 11 cts. gross for all or part of first 
3 kw-hr. used per month per 100 watts of active load. 

Secondary Rate: 8^ cts. net or 9^ cts. gross for all or part of 
next 6 kw-hr. used per month per 100 watts of active load. 

Excess Rate: 7 cts. net or 8 cts. gross for all current used in excess 
of 9 kw-hr. per month per 100 watts of active load. 

Aetlve connected load shall in each case be a fixed percentage of 
the total connected lighting load installed upon the consumer's 
premises. 

In Class A, which shall include residences, dwellings, flats and 
private rooming houses where the total connected load is 
equal to or less than 500 watts nominal rated capacity, 60 per 
cent of such total connected lighting load shall be deemed 
active; where the installation exceeds 500 watts nominal rated 
capacity, 33% per cent of such part of the total connected 
lighting load over and above 500 watts shall be deemed active. 

Iti Class B, which shall include all stores, offices, business and pro- 
fessional places, public halls, passenger depots, and theaters, 
etc., where the total connected lighting load is equal to or less 
than 2.5 kw. nominal rated capacity, 70 per cent of such total 
connected load shall be deemed active; where the installation 
exceeds 2.5 kw. nominal rated capacity, 55 per cent of such part 
of the total connected load over and above 2.5 kw. shall be 
deemed active. 
In Class C, which shall include county and city buildings, schools* 
factories, industrial establishments, shops, stables, garages 
and warehouses, 55 per cent of the total connected load shall 
be deemed active. 
Minimum Monthly Charge. $0.50 for each installation. 
The difference between the gross and net rates constitutes a discount 
if bill is paid before the 20th of the month following that for 
which service was rendered. 
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A charge of |2.00 is made for reconnecting meters where service has 

been shut off. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises witli lines. 

Street liighting. 

General: 
40 — 250 c. p. and 12 — 200 c. p., 6.6 ampere a. c. series tungsten 
lamps, burning on a moonlight all-night schedule. Flat 
charge of $750 per year. 
Ornamental: 
None. , 

ENDEAVOR. 

(Population, 475.) 

ENDEAVOR ELECTRIC MGHT & POWER OO. 

Method of generation, steam. 

Daily operating period, 5:30 a. m. to 12 midnight in winter; 6:30 a. m. 
to 11 p. m. in summer. 

Commercial liighting. 

B^rst 30 kw-hr. per month 15 cts. per kw-hr. 
All over 30 " ** " 10 " " 

Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

None. 

EPHRAIM. 

(Population, 125.) 

EPHRAIM ELECTRIC LIGHT COMPANY. 

Method of generation, kerosene engine. 

Daily operating period, dusk to 10 p. m. in winter; dusk to 11 p. m. in 
summer. 

Commercial Lighting. 

Flat Rates: 

Residences 124.00 per year. 

Stores 45.00 per year. 

Summer hotels using from 60 to 80 lights 70.00 per year 

Smaller hotels in proportion. 
Consumers pay expense of connecting with lines. 

Street Lighting. 

General : 
15 — 60 watt, 220 volt, d. c, multiple tungsten lamps, burning every 
night from dusk to 10 p. m. in winter and from dusk to 
11 p. m. in summer. No charge made. 
Ornamental: 
None. 

ETTRICK. 

♦ (Population, 350.) 

IVER PEDERSON COMPANY. 

Method of generation, hydraulic. 

Daily operating period, dusk to 10 p. m. 

Commercial Lighting. 

25 cts. per light per month. 

$0.75 per night for lodges when entertainments are held until 12 
o'clock and $2.25 per night when dances are held until 4 a. m- 
No charge is made for connecting consumer's premises with linefl. 

Street Lighting. 
None. 
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EVANSVILLE. 

(Population, 2,061.) 

MUNICIPALi PliANT. 

Method of generation, steam. 

Daily operating period, continuous except Sunday. 

Commercial liighttng. 

Minimum bill, $0.75 per month. 

12 cts. gross or 11 cts. net for the first 90 hours' use of the active 
load per quarter. 

8 cts. gross or 7 cts. net for the next 180 hours' use of the active 
load per quarter. 

6 cts. gross or 5 cts. net for all use of the active load In excess of 
270 hours' per quarter. 

The consumers shall be classified as follows: 

Class A. — Class A shall consist of residences and dwellings. Sixty 
per cent of the first 500 watts and 33% per cent of all over 500 
watts connected for consumers of this class shall be considered 
aetlve. 

Glass B. — Class B shall consist of stores, offices, barber shops, res- 
taurants, meat markets, halls, bowling alleys, millineries, bil- 
liard and pool halls, drug stores, photo galleries, banks, elec- 
tric theaters and other business and professional places ol 
similar nature. In this class 70 per cent of the first 2.5 kw. 
and 55 per cent of all additional connected load shall be con- 
sidered active. 

Clofs C. — Class C shall consist of hotels, churches, club rooms, 
bams, garages, livery stables, post office, laundries, factories, 
blacksmith shops, warehouses, dormitories, creameries and 
business and industrial establishments of a similar nature. 
In this class 55 per cent of the connected load shall be con- 
sidered active. 

Class D. — Class D shall consist of public schools, libraries, city 
hall and other city buildings. In this class 55 per cent of tEe 
connected load shall be considered active. 

Emergency and Occasional Service. 

Consumers having connection for emergency service or using cur- 
rent for a short period per year shall be charged as follows: 
17.50 gross, or $6.00 net per quarter per active kw. connected, 
plus 5 cts. gross or 4.5 cts. net for current used. 

Commercial Power. 

Service Charge: $2.00 gross or $1.50 net per quarter for the first 
h. p. or fraction thereof connected, and $2.00 gross and $1.50 
net per h. p. for all additional power load connected. 
Energy Charge 
First 90 hours* use of the connected load per quarter, 6 cts. gross 

or 5 cts. net per kw-hr. 
Next 270 hours' use of the connected load per quarter, 5 cts. gross 

or 4 cts. net per kw-hr. 
AH over 360 hours' use of the connected load per quarter, 4 eta. 

gross or 3 cts. net per kw-hr. 
Olf'Peak Service^ for installations o^ 20 h. p. and over. 
All users of power at an off-peak rate shall be subject to a mini- 
mum charge of $8.00 gross or $6.00 net per connected h. p. 
per annum, adjustment to be made semiannually, to wit: on 
the first day of January and July each year, consumers en- 
joying the above rate being prohibited from using power 
from 4 p. m to 10 p. m. each day; provided further that con- 
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Burners violating the above conditions shall not receive the 
benefit of above rates and shall be subject to the regular 
power rates now In force, for that quarter. 
Energy Charge: 

First 90 hours* use of connected load per quarter, 6 cts. gross or 
5 cts. net per kw-hr. 

Next 270 hours' use of the connected load per quarter, 5 cts. 
gross or 4 cts. net per kw-hr. 

All over 360 hours* use of the connected load per quarter, 4 cts. 
gross or 3 cts. net per kw-hr. 
Combination Power and liight Service: 

When the current for light and power is measured by the same 
meter the following rates shall be charged: 
Service Charge: For lights connected, |0.75 gross and |0.60 

net per 100 active watts per quarter. 
Power Connected: $2.00 gross or |1.50 net per connected h. p. 

per quarter. 
Meter Charae: Plus 6 cts. gross or 5 cts. net for the first 90 
hours' use per quarter of the combined active lighting load 
and the connected power load, plus 5 cts. gross or 4 cts. 
net or all use in excess of 90 hours quarterly. 
Discount: 
The difference between the gross and the net rates shall consti- 
tute a discount for prompt payment. 
Reconnection Charge — The charge for the reconnection of service 

for the same consumer on the same premises shall be $1.00. 
Meters are owned bv the utility. 

No charge is made for connecting consumer's premises with lines. 
H^^-eet lilcrhtlng. 
General : 
12 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 

burning on a moonlight midnight schedule. 
73 — 100 c. p., 6.6 amnere, a. c. series gas filled tungsten -lamps, 

same burning schedule as above. 
Flat charge of $1,744 per year for all street lighting. 
Ornamehtai.: 
None. 



pa: 

(Population, 678.) 
WISCONSIN-MINNESOTA MGHT & POWER COMPANY 

(See Alma Center for commercial rate schedule.) 

Street lilghting. 
General: 
42 — 60 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps, 
burning all night, every night. Rate $24 per lamp per 
year. 
3 — 200 c. p., 7t5 ampere, a. c. series gas filled tungsten lamps, 
burning all night, every night. Rate $72 per lamp per 
year. 
Ornamental: 
None. 

FAIRWATEB. 

(Population, 500.) 

FAIRWATEm^ EliECTRIC COMPANY. 

Method of generation, oil engines and water power. 
Dally operating period, from 4 a. m. to 12:30 a. m. 
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Commercial liightiiig. 

Minimum charge per month, $1.00. 

First 25 kw-hr. per month 15 cts. per kw-hr. 
Next 25 •• •• " 12% « *• •• 

Next 25 ** " " 10 •• w . •• 

All over 75 " '* " 6 " " *• 
Meters are owned by the ntility. 

A charge of $1.00 is made for connecting consumer's premises with 
lines. 

""-eet Ughting. 
Genvrajlz 
16—100 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning on a dusk to 10:30 moonlight schedule. Rate $15 
per lamp per month. 

ORWAMiafTAi: 

None. 

FALL CBEKK. 

(Population, 523.) 
WT800N|!^IN.MmNESOTA MGHT & POWER COMPANY 

(See Alma Center for commercial rate schedule.) 

St^-eet I/i&rhtfn^. 

GUJin&BAI.! 

28— <f>0 c. p., 7.5 amnere. a. c. series gas filled tungsten lamps, burn- 
ing all night, every night. Rate $24 per lamp per year. 
Obitamental: 

None. 

FALL HIVER. 

(Population, 360.) 

FALli RIVER MGHT AND POWER COMPANY. 

Method of greneration. kerosene engine. 
Daily operating period, dusk to 11 p. m. 

C'^mmerc^al Tiicrhtliifir^ 

Minimum charpre ner month. $1.00. 

First IB kw-hr. per month. 12 cts. net or 13 cts. gross per kw-hr. 
» Next 2K kw-hr. per month, 10 cts. net or 11 cts. gross per kw-hr. 

Over 40 kw-hr. per month. 9 cts. net or 10 cts. gross per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Btffiet liightliig. 

OrJSNlESLA'LZ 

36 — ^100 watt, 110 volt, a. c. multinle tungsten lamps, burning on 
an every-night, dusk to 11 p. m. schedule. Rate $15 per 
lamp per year. 
Ornamental: 
None. 

FABMINOTON, TOWN OF 

(Jefferson County.) 
WISCONSIN GAS & EliEOTRIO CO. 

(See rural rate schedule for town of Geneva.) 

.street liicrlitliig. 
None. 
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FENNIMOBE. 

(Population, 1,159.) 

MUNICIPAIi PLiANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Ck^mmercial liightlng. 

Inside of the Village: 
Minimum bill, 75 cts. per month. 

14 cts. gross or 13 cts. net per kw-hr. for the first 15 kw-hr. uaed 

per month. 

12 cts. gross or 11 cts. net per kw-hr. for all in excess of the first 

15 kw-hr. per month. 
Outside of the Tillage: 
Minimum bill, $1.00 per month. 

15 cts. gross or 14 cts. net per kw-hr. for the first 15 kw-hr. used 

per month. 

13 cts. gross or 12 cts. net per kw-hr. for all in excess of the first 

15 kw-hr. per month. 

Coniniercial Power. 

•Minimum bill $1.00 per h. p. per month. 

First 600 kw-hr. per month 7 cts. gross or 6 cts. net. 
Next 1,000 " " " 6 " •• «• 6 " ** 

Next 900 " " " 5 " •• « 4 «• •• 

All over 2,500 " " " 4% " " - S%' 

Motors of 1 h. p. or less connected to a lighting circuit shall be 
governed by the lighting rates. 
T>i8count8. 

All consumers are billed at the gross rate and the difference be- 
tween the gross and the net rates constitutes a discount for 
payment on or before the 10th day of the month following: 
the month in which the service was rendered. 
Consumers own meters. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 
11 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight, dusk to 11 p. m. schedule. Rate $40 
per lamp per year. 
21 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlight dusk to 11 p. m. schedule. Rate 
$30 per lamp per year. 
Ornamental: 
None. ' 

PIFIELD. 

(Population 500.) 

FIFIEIiD LIGHT & POWER COMPANY. 

Method of generation, kerosene and gasoline. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month: residences $1.25; business placeq 

$1.50. 
Current, 12 cts. per kw-hr. 
Meters are owned by utility. 
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Street liighting. 

General: 

12 — 200 watt, 110 volt, d. c, multiple gas filled tungsten lamps, 
burning every night from dusk to 11 p. m. Rate |41.€7 
per lamp per year. 
Ornamental : 
None. 

FLORENCE. 

(Population, 1,684.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to dawn. 

Commercial liighting. 
Plat Rates: 

33 cts. per 16 c. p. lamp used only in the evening. 
50 cts. per 16 c. p. lamp used all night. 
A charge of $1.00 is made for connecting consumer's premises with 
lines. 

Street rjighting. 

7 — 400 c. p. and 36 — 250 c. p., 6.6 ampere a. c. series gas filled 
tungsten lamps, burning from dusk to dawn. Flat charge 
of $1,100 per year. ' 

Ornamental : 

None. 

POND DU LAO. 

(Population, 18,797.) 

EASTERN WISCONSIN RAILWAY & LIGHT OO. 

Method of generation, steam. 
Daily operating period, continual. 

Commercial Lighting. 
Metteb Rates: 

Minimum monthly charge, $1.00. 
Current, 12 cts. per kw-hr. 

Bills from $1.25 to $9.00, quantity discount 10% 

9.01 " 12.00, " " 15% 

12.01 " 24.00, " " 20% 

24.01 " 36.00, " " 25% 

36.01 " 60.00, " " 30% 

60.01 " 100.00, " '* 35% 

100.01 " 140.00, " " 40% 

140.01 " 180.00, " " 45% 

over 180.00 " " 50% 

F^om these rates a discount of 10 per cent will be allowed If 

hill is paid in ten days from its date. 

9 — ^E. R. 
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Flat Rates: 
Electric Sign Service: 



Watts 
capacity 



120 
130 
140 
150 
IfiO 
170 
180 
IfO 
200 
210 
220 
230 
240 
250 
260 
270 
280 
290 
300 
310 
320 
330 
340 
350 
360 
370 
3S0 
390 
400 
410 
420 
430 
410 
450 
400 
470 
480 
490 
500 
510 
520 
530 
540 
550 
500 
570 
580 
590 
600 
610 
620 
630 
640 
650 
660 
670 
680 
690 
700 
710 
720 
730 
740 
750 
760 
770 
780 
790 
800 
810 
820 
880 



8 hrs. 



$2.02 
2.18 
2.35 
2.52 
2.69 
2.86 

3.20 
S.12 
3.?8 
3.43 
3. 59 
3.74 
3.90 
4.06 
4.21 
4.26 
4.40 
4.50 
4.65 
4.80 
4.95 
5.10 
5.25 
5.40 
5. 55 
5.70 
5.85 



7 hrs. 



$2.05 
2.20 



2. 
2. 

2. 
2. 
2. 
2. 
3. 
3. 
3. 
S. 



.36 
.51 
.67 
.8l> 
.98 
.94 
.00 
.23 
.38 
.63 
3.68 
3.82 
3.97 
4.01 
4.14 
4.25 
4.40 
4.55 
4.70 
4.85 
5.00 
5.15 
5.30 
5.45 
5.70 
.5.46 
5.60 
5.73 
6.87 
6.00 
6.14 
6.27 
6.41 
6.55 
6.69 
6.72 
6.85 
6.99 
7.12 
7.26 
7.S9 
7.53 
7.66 
7.80 
7.98 
7.94 
8.07 
8.20 
8.33 
8.47 
8.73 
8.60 
8.86 
8.99 
9.13 
9.11 
9.24 
9.37 
9.50 
9.68 
9.76 
9.89 
10.02 
10.15 
10.28 



6 hrs. 



$2.02 
2.16 
2.30 
2.44 
2.58 
2.62 
2.70 
2.84 
2.97 
3.11 
3.24 
3.38 
3.51 
8.65 
3.78 
3.92 
8.92 
4.05 
4.18 
4.31 
4.44 
4.57 
4.70 
4.83 
4.96 
5.09 
5.04 
6.17 
5.29 
5.42 



54 
67 
80 
92 
6.06 
6.17 
6.33 
6.46 
6.58 
6.71 
6.83 
6.96 
7.08 
7.20 
7.33 



7. 
7. 
7. 
7. 
7. 



.45 
.22 
.84 
.56 
.69 
7.81 
8.05 
7.93 
8.17 
8.29 
8.41 
8.44 
8.56 
8.68 
8.80 
8.92 
9.04 
9.16 
9.28 
9.40 
9.52 
9.40 
9.52 
9.64 
9.76 



5 hrs. 



$2.04 
2.16 
2.29 
2.41 
2.40 
2.52 
2.64 
2.76 
2.88 
8.00 
8.12 
8.24 
3.32 
8.40 
3.49 
8.60 
8.71 
3.82 

.3.93 
4.04 
4.15 
4.26 
4.87 
4.48 

-4.50 
4.61 
4.73 
4.84 
4.95 
6.06 
5.18 
5.29 
5.40 
6.51 
6.55 
5.66 
5.77 
5.88 
5.99 
6.10 
6.21 
6.83 
6.44 
6.55 
6.57 
6.63 
6.79 
6.90 
7.01 
7.23 
7.12 
7.84 
7.45 
7.56 
7.56- 
7.67 
7.78 
7.84 
7.99 
8.10 
8.21 
8.82 
8.42 
8.63 
8.52 
8.63 
8.72 
8.83 



4 hrs. 



$2.06 
2.04 
2.14 
2.24 
2.85 
2. 45 
2.55 
2.6B 
2.75 
2.85 
2.96 
2.97 
8.07 
3.17 
8.27 
3.87 
8.47 

s.m 

8.67 
8.77 
8.87 
8.84 
3.94 
4.08 



18 
22 
82 
42 
51 
4.61 
4.70 
4.74 
4.84 
4.98 
5.03 
5.12 
6.22 
6.31 
6.41 
5.50 
6.60 
6.62 
6.71 
6.80 
6.90 
6.99 
6.18 
6.08 
e.27 
6.87 
6.46 
6.47 
0.56 
6.65 
6.75 
6.84 
6.03 
7.02 
7.11 
7.21 
7.80 
7.80 
7.39 
8.40 
7.67 



S hrs. 



$2.03 
2.11 
2.19 
2.27 
2-35 
2.38 
£.44 
2.62 

2.eo 

2.68 

2.76 

2.84 

2.92 

8.00 

S.08 

3.06 

3.14 

S.22 

3.S0 

3.37 

3.45 

3.52 

3.59 

3.66 

8.74 

3.78 

3.86 

3.98 

4.01 

4.08 

4.16 

4.23 

4.31 

4.38 

4.46 

4.48 

4.56 

4.63 

4.71 

4.78 



4.9B 
4.80 
5.01 
5.08 
6.15 
5.17 
5.24 
6.81 
5.39 
6.46 
5.54 
6.61 
5.68 
5.76 
5.83 
5.8S 
5.91 
5.96 
6.05 
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Watts 
capacity 


8 hrs. 


7 hrs. 


6 hrs. 


5 hrs. 


4 hra. 


3 hrs. 


840 






9.88 
10.00 
10.12 
10.24 
10.36 
10.48 
10.48 
10.65 
10.76 
10.88 
11.00 
11.12 
11.23 
11.35 
11.47 
11.59 
11.70 
11.82 
11.93 
12.06 
12.17 
12.29 
12.40 
12.52 
12.64 
12.79 
12.87 
12.99 
13.10 
13.22 
13.34 
13.46 
13.67 
13.69 
13.81 
13.92 
13.83 
14.05 
14.28 
14.52 
14.75 
14.96 
15.21 
15.44 
15.67 
15.90 
15.88 
16.10 
16.33 
16.56 
16.73 
17.01 
17.24 . 
17.47 
17.69 
17.92 


8.94 
9.04 
9.15 
9.26 
9.36 
9.47 
9.47 
9.66 
9.66 
9.77 
9.87 
9.98 
10.08 
10.19 
10.29 
10.40 
10.50 
10.61 
10.71 
10.82 
10.92 
11.08 
11.13 
11.24 
11.34 
11.45 
11.56 
11.66 
11.76 
11.87 
11.97 
12.08 
12.18 
12.29 
12.39 
12.50 
12.42 
12.63 
12.88 
13.04 
13.25 
13.46 
13.66 
13.87 
14.08 
14.28 
14.28 
14.48 
14.69 
14.89 
19.10 
15.30 
15.50 
15.71 
15.91 
16.12 
16.08 
16.27 
16.46 
16.65 
16.83 
17.08 
17.22 
17.41 
17.70 
17.55 
17.75 
17.94 
18.14 
18.30 
18.24 
18.43 
18.62f 
18.81 


7.66 

7.75 

7.84 

7.93 

8.03 

8.12 

8.12 

8.19 

8.28 

8.37 

8.46 

8.55 

8.64 

8.73 

8.82 

8.91 

9.00 

9.09 

9.18 

9.27 

9.36 

9.45 

9.54 

9.63 

9.72 

9.81 

9.90 

9.99 

10.06 

10.17 

10.26 

10.35 

10.44 

10.53 

10.62 

10.71 

10.66 

10.89 

11.01 

11.19 

11.37 

11.54 

11.72 

11.90 

12.08 

12.26 

12.26 

12.47 

12.64 

12.82 

13.00 

13.17 

13.34 

13.93 

13.69 

13.87 

13.82 

13.90 

14.07 

14.24 

14.48 

14.65 

14.82 

14.99 

15.16 

15.12 

15.28 

15.44 

19.60 

15.74 

15.73 

15.89 

16.05 

16.21 


6.12 
6.20 
6.27 
6.34 
6.42 
6.40 
6.49 
6.55 
6.62 
6.70 

6.rr 

6.84 
6.91 
6.96 
7.08 
7.13 
7.20 
7.27 
7.34 
7 42 


850 






860 







870 






880 






890 




•••••••••••• 


?9> 






910 






920 






930 






940 






950 






960 






970 






980 






990 






1000 






1010 






1020 






1030 






1040 






7 49 


1050 






7 66 


1060 






7.68 


1070 






7.70 


1080 






7 78 


1000 






7 86 


1100 






7 92 


1110 






7 99 


1120 






8.06 


1130 






8.14 


1140 






8.21 


1150 






8.28 


HOD 






8.35 


1170 






8.42 


1180 
1190 
1200 
1220 






8.50 






S.ffT 






8.58 





••••*■•••••• 


8.67 


1240 






8.82 


1260 






8.96 


1280 






9.10 


1300 






9.24 


1320 






9.39 


1310 






9.53 


1360 






9.67 


1380 






9.81 


1400 






9.83 


1420 






9.97 


1440 


^ 




10.11 


1400 






10.25 


1480 






10.39 


1500 


H 




10.63 


1520 






10.67 


1540 






10.81 


1.560 






10.95 


1580 






11.09 


1600 







11.09 


1620 








11.22 


1640 








11.36 


1660 








11.49 


1700 








11.68 


1720 








11.77 


1740 








11.90 


1760 






.... 


12.03 


1780 






•■•••••••■•• 


12.17 


180O 








12.15 


1820 








12.28 


1840 








12.41 


1860 








12.54 


1880 








12.67 


1900 








12.69 


1920 








12.78 


1940 








12.91 


1960 








18.04 



FONDDUIiAO.] 



— 132 — 



[WIS. R. R. COMM. 



Watts ! 
capacity 8 bra. 


7 hrs. 


6 hrs. 


5 hrs. 


4 hrs. 


8 hrs. 


1980 


i.,.. 




19.00 
18.90 
19.06 
19.26 
19.44 
19.62 
19.53 
19.71 
■ 19.89 
20.07 
20.25 
21.18 
20.31 
20.49 
20.85 
20.70 
20.88 
21.06 
21.24 
21.42 


16.37 
16.32 
16.48 
16.64 
16.80 
16.96 
16.88 
17.04 
17.20 
17.36 
17.52 
17.42 
17.57 
17.72 
18.02 
17.94 
18.09 
18.24 
18.39 
18.54 


18 17 


200O 


1 




13.14 


2020 








18.26 


2040 








18.38 


2060 








18.50 


2080 








13.62 


210O 








13.60 


2120 








13.72 


2140 








13.84 


2160 








18.96 


2180 








14.09 


2200 








14.06 


2220 








14.18 


2240 








14.30 


2260 








14.54 


2300 








14.49 


2320 








14.61 


2340 








14.78 


2360 








14.85 


2380 








14.97 











Commercial Power. 



<( 


t€ 


« 


t€ 


tt 


it 


it 


tt 



50 kw-hr $0.08 per kw-hr. 

50 " 07 

50 " 06 

50 " 05 

50 " 04 

250 " 03 

Discount 10% if paid within 10 days of date of bill. 
Meters are owned by the utility. 

A minimum charge of $3.00 is made for connecting consmer's prem- 
ises with lines. 



First 

Second 

Third 

Fourth 

Fifth 

All over 



tt 



tt 



Street Liighting. 

General: 
217 — 4 ampere, d. c. series flame arc lamps, burning all night, 
every night. Rate $63 per lamp per year. 
Ornamental: 

58 posts, 100 feet apart in pairs; 1 — 100 watt and 4 — 60 watt tung- 
sten lamps on each post; 100 wait lamps burn all night, every 
night and 60 watt lamps burn 3 hours each night. Rate $30 
per post per year, plus maintenance. System installed by 
merchants. City pays for service and maintenance. 

PONTANA. 

(Population, 300.) 
SOUTHERN WISCONSIN ELEfCTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 



Commercial Lighting. 



PART I. 



Standard Rate. 



Primary — 15 cts. net, 16 cts. gross per kw-hr. for the first 30 hours' 
use per month of active load. 
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Secondary — 13 cts. net, 14 cts. gross per kw-hr. for the next 60 
hours' use per month of active load. 

Excess — 7 cts. net, 8 cts^ gross per kw-hr. for all in excess of 90 
hours' use per month of active load. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 

Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs in which 
meals and rooms are furnished. In this class 60 per cent of 
the first 500 watts connected, and 33 1^ per cent of all in excess 
of 500 watts connected shall be deemed active if the connected 
load is equivalent to 50 watts or more per opening. If the con- 
nected load is equivalent to less than 50 watts per opening, 60 
per cent of the first 500 watts connected, 33 ^^ per cent of the 
next 1,500 watts connected, and 20 per cent of all in excess of 
2,000 watts connected shall be deemed active. 

Class B shall include banks, ofiices, stores, shops, saloons, billiard 
and pool halls, depots, theaters, lodge rooms, and clubs, not 
includable in Class A. In this class 70 per cent of the first 
2.5 kw. connected and 55 per cent of all in excess of 2.5 kw. 
connected shall be deemed active. 

Class C shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class,- 55 per cent of 
the total connected load shall be deemed active. For all light- 
ing installations exceeding 5 kw. connected load, the active 
load shall, at the consumers' option, be determined by maxi- 
mum demand meters. The connected load shall be represented 
by the total wattage of lamps connected. 

Minimum Charge: 

Under 1 kw. connected load $0.60 per month 

From 1 to 2 kw. connected load 0.80 per month 
From 2 to 5 kw. connected load 1.25 per month 
Over 5 kw. connected load 2.25 per month 

Optional Rate. 

Optional with standard rate to all consumers on optional rate 
July 1st, 1916, electing to remain on same. 

Commercial Lighting — 12 cts. per kw-hr. 

Residential Lighting — 14 cts. per kw-hr. 
Flat Rate Service: 

For window lighting, sign lighting and other lighting on com- 
pany's patrol service or controlled by time switch set by the 
company : 

1^4 cts per month per watt connected less 10 per cent discount if 
bills are paid within 10 days after date of billing. 

Commercial Power. 

Standard Rate. 

Primary — 7^ cts. net, 8% cts. gross per kw-hr. for the first 15 
hours' use per month of active load. 

Secondary — 5% cts. net, 6% cts. gross per kw-hr. for the next 30 
hours' use per month of active load. 

Excess — 3 cts. net, 4 cts. gross per kw-hr. for all in excess of 45 
hours' use per month of active load. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 (Jays after date of billing. 
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Active load to be determined as follows: 

90 per cent of the first 10 h. p. installed shall be deemed active 
75 per cent of trie next 20 h. p. installed shall be deemed active 
60 per cen^ of the next 30 h. p. installed shall be deemed active 
50 per cent of all over 60 h. p. installed shall be deemed active 
Minimum Charge: 75 cts. per month for the first h. p. connected 

and 25 cts. per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers^ or if primary motors are 
used, installation to be 50 h. p. or above: regular power rate 
with 4 cts. per kw-hr. maximum price guarantee. 

Optional Rate. 

Optional with standard rate to all consumers on optional rate 

July 1st, 1916, electing to remain on same. 
6 cts. per kw-hr. for the first 100 kw-hr. per month. 
5 cts. per kw-hr. for the next 400 kw-hr. per month. 
4 cts. per kw-hr. for all over 500 kw-hr. per month. 

Cooking and Heating. 

Primary — 10 cts. net, 10^ cts. gross per kw-hr. for the first 10 
kw-hr. used per month. 

Secondary — 2^ €ts. net, 3 cts. gross per kw-hr. for all over 10 
kw-hr. used per month. 

The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 

Minim^um Charge: $24.00 per year up to and including 6 kw. of 
aggregate connected load. 
$4.00 per year for each additional kw. of aggregate connected 
load. 

Wholesale L'ght and Power. 

Primary Charge — $2.40 per month per kw. of maximum demand up 
to and including 50 kw. $2.00 per month per kw. oF maxi- 
mum demand over 50 kw. 
Secondary Charge — 5 cts. per kw-hr. for the first 1,000 kw-hr. used 
per month. 
3 cts. per fcw-hr. for the next 4,000 kw-hr. used per month. 
1.1 cts. per kw-hr. for the next 25,000 kw-hr. used per month. 
OrS cts. per kw-hr. for all over 30,000 kw-hr. used per month. 
The company shall have the right at any time to require the cus- 
tomer to nvake a reasonable deposit in advance to secure the 
payment of bills, such deposit if requested by the customer, to 
bear interest as provided in receipt issued by the company. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Liighting. 

None. 

PART II. 

Rates for all year service outside village limits. See Part II ot 
Delavan schedule. 

PART III. 
Rates for summer service. See Part III of Delavan schedule. 
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FORT ATKINSON. 

(Population, 3,877.) 

MUNICIPAI. FIjANT. 

Metb.od of generation, current purchased. 
jL>aiiy operating period, continuous. 

Conuiiercial Ijighting. 

i<'or ail metered lighting service, including incidental use of ap- 
pliances for heating and power on lighting services and meas- 
ured by tiie same meter, the following charges: 
/. Inside City. 

I*ri7nary Kate. 10-cts. net or 11 cts. gross per kw-hr. for current 
used equivalent to or less tiian tne hrst 30 kw-hr. per month 
per kw. of the active connected load. 
Secondary Kate. 6.5 cts. net or V.6 cts. gross per kw-hr. for addi- 
tional current used equivalent to or less than the next 60 
itw-hr. per month per kw. of the active connected load. 
iJxcess Kate. 4.5 cts. net or 5.5 cts. gross per kw-hr. for all cur- 
rent used in excess of yo kw-hr. per month per kw. of the ac- 
tive connected load. 
II, Outside City. 

Primary Rate. 12 cts. net or 13 cts. gross per kw-hr. for current 
used equivalent to or less than tiie tirst 30 kw-iir. per month 
per kw. of the active connected load. 
Secondary Kate. 8 cts. net or 9 cts. gross per kw-hr. for additional 
current used equivalent to or less than the next 60 kw-hr. per 
month per kw. of the active connected load. 
Excess Kate. 5.5 cts. net or 6.5 cts. gross per kw-hr. for all current 
used in excess of 90 kw-hr. per month per kw. of the active 
connected load. 
///. Determination of Active Lighting Load. 

Tlie active connected load shall in eacli case be a fixed percentage 
of the total connected load, consisting of lamps, appliances, 
etc., installed upon each consumer's premises in different clas- 
sifications as follows: 
In Class Af which shall include residences, dwellings, flats, and 
private rooming houses, 60 per cent of the first 500 watts nom- 
inal rated capacity of the total connected load and 33 1/^ per 
cent of all over 500 watt^ nominal rated capacity of the total 
connected load shall be deemed active. 
In Class B, which shall include stores, offices, barber shops, res- 
taurants, meat markets, halls, lodge halls, bowling alleys, mil- 
lineries, tailor shops, billiard and pool halls, drug stores, photo 
galleries, banks, theaters, saloons, passenger depots, etc., 70 
per cent of the first 2.5 kw. nominal rated capacity of the total 
connected load and 55 per cent of all over 2.5 kw. nominal 
rated capacity of the total connected load shall be deemed 
active. 

In Class C, which shall include hotels, churches, club rooms, barns, 
garages, liveries, post offices, laundries, factories, blacksmith 
shops, warehouses, freight depots, creameries, nurseries, brew- 
eries, bakeries, print shops, and other business and industrial 
establishments of a similar nature and all municipal build- 
ings, 55 per cent of the nominal rated capacity of the total 
connected load shall be deemed active. 

Consumers under Class C may use double throw switches on cir- 
cuits of equal load, such loads are figured as one-half the total 
of bjoth circuits. 
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The first 600 watts of each incidental appliance shall be omitted 
in the computation of the connected load. 

All empty sockets are rated at 35 watts in computing the active 
load. Consumer may seal empty sockets. 

Power service for loads of 2 h. p. or less may be furnished at the 
option of the consumer under this schedule. 

In case one meter supplies two or more consumers the total ac- 
tive connected load shall be the sum of the active connected 
loads of each consumer computed separately. 
lY, Short Time Rate, 

Primary rate of 11 cts. gross or 10 cts. net. 

l/ominercial Power. 

V. Rate for Power Service Inside City. 

A. STAirDASD RATE FOB POWEB SEBYIGB. 

To customers signing the utility's standard form of contract, pro- 
viding for power service for one year or more, the charge for 
electric service shall be computed on the following basis: 
Demand Charge — (Payable in equal monthly installments). 

$42.00 per year for each kw. of demand of the first 10 kw. 
30.00 " " " " " next 50 " 

24.00 " " " " " " 140 " 

18.00 *• " " " in excess of 200 " 

All plus an energy charge as follows: 
Energy Charge, 

Z^b cts. per kw-hr. for the first 1,000 kw-hr. consumption dur- 
ing month. 
2.5 cts. per kw-hr. for the next 3,000 kw-hr. consumption dur- 
ing month. 
1.5 cts. per kw-hr. for the next 6,000 .kw-hr. consumption dur- 
ing month. 
1.0 cts, per^kw-hr. for the next 40,000 kw-hr. consumption dur- 
ing month. 
0.8 cts. per kw-hr. for all energy consumed in one month in 
excess of 50,000 kw-hr. 
Should the conditions of use of customer's demand be obviously 
such that he would never e^rn a lower rate under the "Stand- 
ard," than under the "Increment" rate schedule, the "Incre- 
ment" rate schedule shall apply. The "Increment" schedule is 
optional with the "Standard" rate. 

B. OPTIONAL OB INCBEMENT BATE FOB POWER SERVICE. 

Service specified as "Power" may be contracted for at the option 
of the customer at the following rates: 
B^rst 200 kw-hr. during any month 6 cts. per kw-hr. 
Next 200 " " " " 5 " 

it 200 " ** *' " 4 *' ** ** 

" 7400 " " " ** ^ " ** ** 

All energy in excess of 8000 kw-hr. during any month, 2 cts. 
per kw-hr. 

C. BATES FOB SPECIAL POWEB SERVICE. 

a. Limited or Off-peak Service. 

The foreging "Standard" rate for power less one-half the demand 
charge shall apply to customers contracting to utilize and 
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utilizing power service only at times other than during the 
hours of the day for the months specified as follows: 

Hours during which 
service shall not he 
Month used. 

October 5:30 p. m. to 7 p. m. 

November 5:00 " " " " 

December 4:30 " " " " 

January 4:40 " " " " 

February 5:20 " " " " 

March 6:00 " " " " 

Customers shall install and maintain in operating condition an 
automatic time switch of the type approved by the water 
and light commission. 

Limited or off-peak service shall be sold only on annual contracts. 

b. Ten-seven Service. 

The foregoing "Standard" rates for power less three-fourths of the 
demand charge shall apply to all customers contracting to 
utilize and utilizing the utility's service only during the hours 
10:00 p. m. to the following 7:00 a. m. Customer shall install 
and maintain in operating condition an automatic time switch 
of the type approved by the water and light commission. 

c. Unlimited Break-Down Service. 

The foregoing "Standard" rate for power service under unlimited 
service shall anoly for break-down or emergency service con- 
nections for power or lighting. Since the actual demand for 
such service is unknown, customers shall contract for any de- 
mand, and shall be limited to the demand, as contracted for, 
bv an automatic circuit breaker, installed and maintained by 
the customer and approved and controlled by the water and 
light commission. It shall be set to open when the demand 
exceeds 125 per cent of the kilovolt-ampere demand contracted 
for. 

d. Limited Break-Down Service. 

The foregoing Standard rate for power service under Ifimited or 
Off-peak service, shall be furnished for ibreak-down or emer- 
gency power and lighting service. Since for such service the 
actual demand is unknown, customers shall contract for any 
demand, and shall be limited to the demand as contracted for 
by an automatic circuit breaker, installed and maintained by 
the customer and approved and controlled by the water and 
lieht commission. It shall be set to open when the demand 
exceeds 125 per cent of the kilovolt-ampere demand contracted 
for. 

VI. Fates for Power Service Outside City, 

For power service furnished outside the city, the demand charge 
of the "Standard'* rate shall be increased 10 per cent; and each 
step of the "Optional or increment" schedule shall be in- 
creased 0.5 cts. per kw-hr. 

VII. Short Time Power Rate. 

Reconnection charge $1.50 plus an increase on demand charge of 
10% over Standard and Optional Rate. 

VJ7J. Minimum Monthly Payments. 
1. Lighting in City. The minimum monthly payment to be made 
by urban lighting customers shall be 60 cts. net or 70 cts 
gross. 
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2. Lighting Outside City. The minimum monthly payment to be 

made rural lighting customers shall be 75 cts. net or 90 cts. 
gross. 

3. Power. The minimum monthly payment to be made by any 

customer, except customers purchasing service under tlie light- 
ing schedule or under the "Optional or Increment Power" 
schedule, shall be the monthly installment of the annual de- 
mand charga 

4. Power in City. A minimum monthly bill under the "Optional 

or Increment" rate for urban power customer shall be charged 
of $1.50 for an installation of 2 h. p. or less nominal rated 
capacity, plus 75 cts. for each additional h. p. or fraction 
thereof, nominal rated capacity. 

5. Power Outside City. A minimum monthly bill under the "Op- 

tional or Increment" rate for rural power customers shall be 
charged of $2.00 for an installation of 2 h. p. or less, nominal 
rated capacity, plus $1.00 for each additional h. p. or fraction 
thereof nominal rated capacity. 

6. Seasonal Service. Customers whose seasonal peak demands oc- 

cur during the months of April, May, June, July, August, and 
September and who contract to demand not more than 20 per 
cent of such seasonal demand during the months of October, 
November, December, January, February, and March, may con- 
tract for power service under the "Optional or Increment" 
schedule, and the minimum monthly charge shall be based 
upon the measured monthly demands and computed upon the 
same schedule. 

7. Lowest Cross Power Minimum. A minimum monthly bill for 

any power customer having an installation of 2 h. p. or less, 
and purchasing service either under the "Standard" rate or 
"Optional or Increment" rate shall be charged $1.50 for 
service rendered inside the city and $2.00 outside the city. 

IX. Mrasurrmrnt of De 7)1 and. 

1. The demand is defined as the greatest rate at which electrical 

energy is used by the customer within any period of fifteen 
consecutive minutes during the contract year. 

2. For power installations of over 2 kw. the demand shall be 

measured by permanently installed demand meters. Such 
readings may be ascertained by the option of the water and 
light commission by a graphic quarterly hourly reading of the 
watt-meter or by the graphic recording watt-meter, or by a 
so-called Wright demand-meter. 

3. For power installations of 2 kw. connected or less, the demand 

shall be assessed as 75 per cent of the connected load, as in- 
dicated by the manufacturer's rating. 

4. The maximum demand charge during any month for power 

service shall not be less than that computed on the basis of 
75 per cent of the maximum demand during any previous 
month of the customer's contract year. 
Temporary Assessment of Power Demand. 

1. In powder installations in excess of 2 kw. connected, where cus- 
tomer is connected for service during a month during which 
the maximum measured demand shall be less than the prob- 
able demand obtaining during November, December, January 
or February, the demand will be assessed in accordance with 
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the following rules, and such assessed demand will be corrected 
as soon as the actual demand for the year has been measured 
and the difference in the demand rate billed upon the assessed 
or estimated demand and the demand rate based upon the ac- 
tual or measured demand shall be credited to the customer or 
paid by the customer as the case may be. 

2. The assessed demand for power shall be determined as a per- 
centage of the total connected load as indicated by the manu- 
facturer's rating. 

First 10 h. p. connected — 75 per cent active. 
Next 40 h. p. connected — 60 per cent active. 
All over 50 h. p. connected — 50 per cent active. 

If the customer's connected load is permanently decreased the de- 
mand charge shall be reduced accordingly. Where customer's 
connected load is 2 kw. or less, the demand shall be re-assessed. 
If the customer's load is in excess of 2 kw. the demand shall 
be determined by measurement and the time at which the 
change in connected load occurs will influence the basis upon 
which the new demand charge shall be determined. If the cus- 
tomer's connected load is reduced prior to December 15 of the 
customer's contract year, the demand may be remeasured and 
the new demand so ascertained be taken as the basis of the de- 
mand charge for the remaining portion of the customer's con- 
tract year. If the customer's installation be reduced subsequent 
to December 15 of the customer's contract year, th6n the new 
demand charge shall be determined unon the basis of the tem- 
porary assessed demand, as provided in the preceding para- 
graphs, and such assessed demand will continue to he the 
basis upon which the customer shall be billed for service until 
a new demand shall be ascertained by measurement during 
the months of October, November, December, and January 
following. 
Power service shall include: 

1. Electric energy utilized for motive and heating purposes, and 

miscellaneous lighting service, where the demand arising from 
such miscellaneous lighting service shall not be in excess of 
20 per cent of the total simultaneous demand for lighting and 
power service. 

2. Stereopticons, moving picture machines, photographer's arc 

lamps and rectifiers for power purposes shall be classed as 
power equipment. 

3. Where service for lighting or other application requiring single 

phase current is desired by customer to be supplied through 
meter measuring energy as polyphase power service, the un- 
balancing of the phases of the polyphase service arising from 
the use of the service for lighting or other purposes shall not 
exceed 10 per cent of the demand in kilowatts contracted for 
or measured. The power factor of such unbalanced single 
phase load shall not be less than 75 per cent. Should cus- 
tomer's demand for single phase service exceed the above, the 
same shall be divided as nearly as practicable to obtain a 
balanced condition of the polyphase service. Customer may 
contract for single phase requirements in excess of 10 per 
cent of polyphase demand as a separate single phase service. 
Where miscellaneous lighting service is supplied through the 
same meter as "Power" service, customer shall be required to 
supply apparatus for rendering available voltage required for 
lighting. 
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X. Discount for Prompt Payment. 

1. The difference between the gross and net rates of tlie lighting 

schedules shall constitute a discount on bills paid at the office 
of the utility within 10 days of date of Ml. 

2. On power bills paid at the office of the utility within 10 days of 

date of bill, a discount of 5 per cent of the first f25 of all bills 
and 1 per cent on amounts in excess of $25 will be given. 

XI. Reconnection Charge. 

For reconnection of meter for the same customer upon the same 
premises, a charge of $1.50 shall be made. 
Meters are owned by utility. 
No charge is made for connecting new consumer's premises with lines. 

Street liightting. 

General: 
644 — 20 watt, 110 volt, a. c. multiple tungsten lamps, burning on a 

moonlight-midnight schedule. 
26 — 60 watt, 110 volt, a. c. multiple tungsten lamps, burning on a 

moonlight-midnight schedule. 
14 — 40 watt, 110 volt, a. c. multiple tungsten lamps, burning on a 

moonlight-midnight schedule. 
12 — 60 watt, 110 volt, a. c. multiple tungsten lamps, burning on an 
every-night. all-night schedule. 
. Flat charge of $4,000 for all street lighting, including ornamental. 
Ornamental: 

64 posts in pairs; pairs spaced 125 ft.; 26 posts with 3 — 60 -watt and 
38 i>osts with 3 — 40 watt, 110 volt, a. c. multiple tungsten 
lamps each; top lamps burn all night, every night and side 
lights burn until 11 p. m. every nisjht. For rate see ahove. 
System installed by Light and Water Commission. Mainte- 
nance and cost of current paid by city. 

FOUNTAIN CITY. 

(Population, 1,031.) 

FOUNTAIN CITY LIGHT & POWER CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Ligliting. 

Minimum monthly bill, $1.00 per month. 

49 kw-hr. or less per month, 10 cts. per kw-hr. 

50 " " over " 8 " " 

Commercial Power. 

75 h. p. or over 2^ cts. t)er kw-hr., $1.00 per h. p. min. 

30 to 75 h. p. 3 " " " 0.50 " " 

10 to 30 h. p. 5 " " " 0.50 " " 

All motors less than 10 h. p. same rate as for lighting. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines, 

Ftreot Lighting. 

General: 

62 — 60 c. p., 4 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight, all-night schedule. Rate $16 per lamp 
per year. 
Ornamental: 
None. 
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FOX LAKE. 

(Population, 851.) 
FOX LAKE LIGHT & POWER COMPANY. _ 

Method of generation, current purchased. 
Daily operating period, continuous. 

Ccmmercial Liighting. 

Minimtini monthly charge, $1.00. 
First 40 kw-hr. per month 16 cts. per kw-hr. 
Next 160 •* " " 11 " " 

Next 200 " " " 9 " " 

Next 200 " " " 8% 

All over 600 kw-hr. per month 8 cts. per kw-hr. 

Discount of 1 ct. per kw-hr. for payment on or before the 10th of 
the month. 

Commercial Power. 

F^rst 200 kw-hr. per month 9 cts. per kw-hr. 

Next 300 " " " 8 " " " 

Next 750 " " " 7 " " 

Next 1750 " " " 6 " " 

All over 3,000 kw-hr. per month 4 cts. per kw-hr. 

Discount of 1 ct. per kw-hr. for payment on or before the 10th of 

the month. 
Minimum charge for power: 

For motors of 2 h. p. and less (nominal rated capacity) a mini- 
mum charge of $2.00 per month shall be paid, and for each 
motor of over 2 h. p. a minimum charge of $1.00 per month 
shall be paid for each h. p or fraction thereof of the nominal 
rated capacity of the motor. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Streeit Liighting. 
Cteneral: 

45 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning from dusk to midnight. Rate $33.33 per lamp per 
year. 
Ornamental: 
None. 

FRANKLIN, TOWN OF 

(Milwaukee County.) 
>aLiWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Part III.) 

FREDERIC. 

(Population, 511.) 

FREDERIC ELECTRIC LIGHT & POWER PLANT. 

Method of generation, steam and hydraulic. 

Daily operating period, continuous in winter and from 7 a. m. to day- 
light next morning in summer. 
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Commercial Lighting. 

Meteb Rates: 

Minimum monthly bill, $1.00. 

10 cts. per kw-hr. 
Flat Rates: 

3 — 25 watt lamps, |1.00 per month. 

2 — 25 watt lamps $0.75 per month. 

Commercial Power. 

Minimum monthly bill, $1.00 per h. p. 
. Current, 6 cts. per kw-hr. 

5% discount when 50 to 100 kw-hr. are used and 10% when more 
than 100 kw-hr. are used. 
Meters are owned by utility. 
No charge is made^ for connecting consumer's premises with lines. 

Street Lighting.^ 

General: 

27 — 40 watt, 110 volt, a; c. multiple tungsten lamps, burning all 
night, every night. Rate $16.20 per lamp per year. 
6 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning all 
night, every night. Rate $33 per lamp per year. 
Ornamental: 
None. 

FBIENDSHIP. 

(Population, 276.) 

FRIENDSHIP ELECTRIC LIGHT & POWER CO. 

Method of generation, water power. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, 75 cts. 

First 20 kw-hr. per month 15 cts. per kw-hr. 
' Next 20 " " " 12 

All over 40 " " " 8 

Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 
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Street Lighting. 

General: 
17 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight, all-night schedule. Rate $25 per lamp 
per year. 
3 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight, all-night schedule. Rate $50 per lamp 
per year. 
Ornamental: 
None. 

FULTON. 

(Population, 200.) 

JANESVILLE ELECTRIC CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting and Power. 

(Rate schedule same as that at Janesville.) 

Street Lighting. 

None. ^ 
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GALESVILLE. 

(Population, 973.) 

DAVIS ^UliIi CO. 

Method of generation, hydraulic. 

Daily operating period, duslt to 11 p. m. and 5:30 a. m. to daylight. 

Comiuercial Ijightiiig. 
Meter Rates: 
Minimum charge, $1.00 per month. 
Current, 8 cts. per kw-hr. 
Flat Rates: 
One 16 c. p. lamp per month, 50 cts., company to furnish all re- 
newals and wire when lamp is installed. 
Three 16 c. p. lamps per month $1.00, customer to pay for renewals 

and wiring. 
All over three 16 c. p. lamps on meter rate. 
Meters are owned by utility. 
No charge is made tor connecting consumer's premises with lines. 

J!>treet Liighting. 
General : 
78 — 100 watt, 220 volt, d. c. multiple tungsten lamps, burning on 
an every night, dusk to 11:30 p. m. schedule. Kate $t).UU 
per lamp per year. 
Ornamental: 

17 posts in pairs; 2 — 100 watt, 110 volt, d. c. multiple tungsten 
lamps on each post; lamps burn every night until 11:30 p. m. 
Rate $24 per post per year. Posts paid for by city and wiring 
and conduits installed by utility. Maintenance is borne by util- 
ity. City pays for service. 

GAYS MILLS. 

(Population, 557.) 

GAY MILLS ELK( TIU(^ PLANT. 

Method of generation, hydraulic. 
Daily operating period, 23 hours. 

Commercial Lighting. 

Meter Rates: 

Minimum charge, 75 cts. per month. 

Current, 10 cts. per kw-hr. 

Meter rental, $1.00 per year. 
Flat Rat£s: 

1 light, 16 c. p., per mcnth $0.50 



2 lights 

3 lights 

4 lights 

5 lights 

6 lights 

7 li^^hts " 

8 lights " 

9 lights " 
10 lights " 
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0.90 
1.25 
1.60 
2.00 
2.40 
2.75 
3.10 
3.45 
3.75 



Each additional light over ten per month 0.30 

Dead lights (in rooms not regularly occupied), churches, halls, 

etc., when not used more than half time, per month, 15 cts. 
Lights for single night of 16 c. p., per hour, 1 ct. 
Lights of other than 16 c. p. in proportion. 
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Meters are owned by utility. 

tttreet Lighting. 

General: 

50 — 60 c. p., 4 ampere, a. c. series tungsten lamps, burning on a 
moonlight dusk to 11 p. m. schedule. Rate $12 per lamp 
per year. 
Ornamental: 
None. 

GENESEE, TOWN OF. 

(Waukesha County.) 

MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Part II.) 

GENEVA, TOWN OP. 

(Walworth County.) 
(Population, .) 

WISCONSIN GAS & ELECTRIC COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

I. Commercial Service. 
A. Lighting. 
This service shall include: 

(a) Electric energy furnished for lamps and other appliances 
utilized for illumination purposes, except stereopticons, mov- 
ing picture machines, and photographers arc lamps. 

(b) Motors of one-fourth horse power when wound for 110 volts 
and of one-half horse power when wound for 220 volts and 
appliances other than lighting equipment where designed to 
limit the initial or starting current to a value not exceeding 
2% times full load current, the aggregate rated capacity of 
such motors and appliances not to exceed 2 kw. when in- 
cluded in this class aud used in connection with lighting 
equipment. 

First 200 kw-hr. consumed per month 10 cts. per kw-hr. 



Next 200 
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Excess over 600 kw-hr consumed per month 4 cts. per kw-hr. 

(1) The foregoing rate includes free renewals of company's stand- 
ard lamps and renewal allowances upon tungsten or other spe- 
cial lamps and is subject to the company's standard prompt 
payment discount of 5% on the first $25 and 1% on amounts in 
excess of $25 of monthly bills paid within ten days of date of 
same. 

(2) To customers contracting to use and using the service for a 
period of one year or more^ no charge will be made for instal- 
ling standard service connection not exceeding one safe span. 
Customers purchasing service at the foregoing rate for periods 
of less than one year shall reimburse the company for expense 
of connection and disconnection. 

(3) The minimum monthly payment to be made by any customer 
purchasing service at the foregoing rate shall be 50 cts. for a 
connected load of 300 watts or less and $1.00 for connected 
loads in excess of 300 watts. 

B. Power. 
This service will include: 

(a) Electric energy utilized for motive and heating purposes 
and miscellaneous lighting service where the depaand aris- 
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lug irom misceiianeous lighting service shall not exceed 
^^Vb oi lue LOtai BimuiianeouiS uemaua lor ligaiing ana power 
service. 
{b) c3LeieuA>iiccns, moving picture machines, photographers' arc 
iaixiy£> ctua recLiiieis isuaa ue ciasbeu as power equiyment. 
i?iibt z\jv Kw-iir. consumea during month b cts. per Kw-hr. 
iNext '^0 " " " " 6 " '* " 

xsext lioO " *• " *• 4 " " 

Jiiuergy in excess of of 600 kw-hr. consumed during mouth, 
6 cts. per kw-hr. 
(ij Ihe forefeoing race aots not include renewals or renewal al- 
lowance's ut ctuy incauuescent lamps, out is buoject to me com- 
pany's Buiuuara prompt payment aiscount of i>% on the nrst 
$zu ana i% on amounts in excess oi ^'^o of monthly bills paid 
witalii ten aays of aate of same. 
i2) 1o customers contracting to use and using the service for a 
periou oi one year or more, no charge will De made for instal- 
ling standard service connection not exceeaing one sate span. 
Oustomeis pulcuasing service at the foregoing rate for periods 
of lebs tiian one. year snail reimourse the company lor ex- 
pense o£ connection and disconnection. 
(3) lue minimum moutniy payment to be made by any customer 
puichcising beivice at loiegoiug rates suaii be $1.du tor an in- 
stallation of 2 h. p. or less nominal rated capacity plus 75 cts. 
for eacn aaditioual h. p. or traction thereof nominal rated 
capacity. (Or $1.00 per kw. nominal rated capacity.) 

11. Residence Service. 

(In villages only.) 

To customers contracting for residence electric service for periods 
of one year or more, including free renewals of the company's 
standaid lamps, the following rates shall apply: 

(a) Primary charge of 11 cts. per kw-hr. for 

(1) The first 4 kw-hr. consumed per month for each of the 
first four active rooms. 

(2) The first 2Y2 kw-hr. consumed per month for each of the 
active rooms in excess of the first four. All rooms, except 
the following shall be computed as active: 3 rooms (which 
are primarily or may be used as bedrooms, including 
therein finished attic or garret rooms), bath rooms, base- 
ments, garrets, closets and back porch. 

(b) Secondary charge of 5 cts. per kw-hr. for all energy con- 
sumed per month in excess of that paid for at the primary 
rate in (a), up to a total of 7 kw-hr. consumed per month 
per active room. 

(c) Tertiary charge of 2 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate (a) 
and the secondary rate (b), or for all energy consumed in ex- 
cess of 7 kw-hr. per active room per month. 

(1) The quantity of energy to be paid for at the primary rate 
(a) is not included in the energy computed at the secon- 
dary rate (b) or at the tertiary rate (c). 

(2) In determining the number of active rooms, all rooms 
whether containing lights or not shall be counted, except 
the following: three rooms (which are primarily or may 
be used as bed rooms including therein finished attic or 
garret rooms), bath rooms, basements, garrets, closets and 
back porch. 

(3) A room used as a children's nursery or workroom and con- 

10— E. R. 
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taining a couch, sometimes used as sleeping quarters, is 
not classed as a bed room. 

(4) Halls and hallways used and furnished as reception and 
living rooms and having an area in excess of 120 square 
feet are classed as active rooms. 

(5) A part of a room not cut off by partition and door and 
which is generally known as an alcove shall not be counted 
as an additional room unless it is furnished and used for 
a distinctly different purpose or its area exceeds 33%% of 
the total area of the room and alcove. 

(6) Front, side and back porches with or without lights, are 
not classed as active. 

Back porches are specifically excepted' in rate schedules, 
as in many cases they are enclosed and used as a 
summer kitchen or dining room, and as such might 
be taken as a room. 

(7) Where service for a barn or garage is supplied through 
the same meter as that through which service for the resi- 
dence is supplied, all active rooms in garage or barn are 
added to those of the house and the rate applied. 

(8) Where separate meters are supplied, a garage or barn 
shall bie treated as a separate residence. 

(9) All classes of domestic heating and power consuming de- 
vices may be supplied through the meter by which light- 
ing service is measured, in which case this rate shall ap- 
ply. 

Battery charging outfits, refrigerating outfits, non-portable 
air compressors or vacuum cleaners or similar appara- 
tus not in use between the hours of 4:30 p. m. and 8:30 
p. m. may also be supplied through the residence meter. ■ 
Motois and other power consuming devices, when connected j 
to residence service meter, must conform to the follow- . 
ing rule: All such motors and devices must be equipped * 
with starting or regulating apparatus to limit auto- 1 
matically the initial current in starting, to amount not ' 
exceeding 2% times the full load current, as determined 
by manufacturer's rating. Motors or other devices hav- 
ing a rated capacity greater than % kw. shall be wound 
for 240 volts and customer shall arrange building wir- 
ing and meter loops for three-wire service and meter. 
(lOj Elevators and wireless telegraph apparatus, using serv- 
ice intermittently, shall not be supplied at residence rates 
or from residence service connections. Such apparatus 
must be supplied from power mains and where a special 
extension of power service is required customer shall pay 
the cost of the necesaary extension in accordance with 
the rules of the company governing new extension of serv- 
ice. Customer shall contract for service for such appara- 
tus at the company's regular power rates. 
(11) In apartment houses, each apartment' shall be classed as 
a separate residence. The public portions of the building, 
such as hallways, elevator cars and enclosures, public din- 
ing rooms and kitchens, pantries, etc., connected there- 
with, shall be treated separately. Service for such por- 
tions of the building may be purchased under either the 
residence rate or the commercial lighting rate at the op- 
tion of the purchaser. If service is furnished under the 
residence rate, the energy to be paid for monthly at the 
prhnary rate shall be computed on the basis of one active 
room per floor (exclusive of basement), multiplied by the 
number of main entrances to the building, plus the rooms 
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used as kitchens, building storerooms, pantries, dining 
rooms and offices. The active rooms in janitor's quarters, 
if supplied through same meter as public portions of the 
building, shall be added. Janitor's quarters "metered sep- 
arately shall be treated as a separate residence. 

(12) The residence schedule shall not be applied to any apart- 
ment house wherein the landlord or agent is billed for the 
entire service consumed in the building and rebills service 
to the occupants of the apartment. In such case service 
will be supplied at the commercial lighting rate schedule. 

(13) The foregoing schedule shall not be applied to customers 
whose practice it is to use service for a portion of the 
year only. Customers purchasing service for periods of 
less than one year will be charged a rate of 11 eta. per 
kw-hr. for energy consumed, subject to company's stand- 
ard prompt payment discount for payment of bills within 
ten days from date and such customer shall pay the com- 
pany the cost of connecting and disconnecting the servijce. 

(14) Customers occupying a portion of a business building as 
a residence may combine residence service with commer- 
cial lighting service through one meter. In no case, how- 
ever, shall the residence rate be. combined with the com- 
mercial lighting rates and residence rate cannot be ap- 
plied to such combination service. 

(15) TJie minimum monthly charge to any residence service 
customer shall be 50 cts. net per month. 

III. Service to Rural Customers. 

(Customers located outside the limits of villages and who are en- 
gaged in farming, gardening, stock raising and dairying. Country 
residences are included in this class.) 
Rural customers located upon existing distributing lines or who 
contribute to the cost of constructing extensions in accordance 
with the company's rules and who execute the company's 
standard form of rural service contract for a period of not less 
than two years, may purchase single phase electric service at 
the following rates. 

(a) Service Charge. 

$2 per month for four or less active rooms, plus 40 cts. per 
month for each active room in excess of the first four. 

Service charge shall include energy consumption equivalent to 
7 kw-hr. per active room per month or not less than 28 
kw-hr. per month. 

(b) Energy Charge, 

Two cts. per kw-hr. for all energy consumed in excess of 7 
kw-hr. per active room or in excess of 28 kw-hr. In case 
the active rooms are less than four. 
The number of active rooms shall be computed on the following 
basis: All rooms contained in the residence shall be counted 
as active, except bath room, basement, garret, closets, halls, 
pantry and three rooms used as bed rooms or sleeping 
quarters ibiut not used for other purposes. In addition to 
the rooms in the residence each separate building^used as a 
barn, stable, garage or greenhouse shall be counted as one 
active room. In computing the active rooms, no deduction 
shall be made because rooms or buildings are not wired or 
connected. 
The foregoing rate shall apply to all energy used for household 
purposes, including cooking and for miscellaneous power 
purposes, providing the total nominal rated capacity of mo- 
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tors does not exceed 3 h. p. and providing the motors 
are not operated between sundown and eleven p. m. 
Service for additional motors will be supplied at ttie fore- 
going rate plus an additipnal charge of 50 cts. per month, for 
each h. p. or, fraction thereof in excess of 3 h. p. 
The foregoing rate does not include renewals of any incandescent 
lamps, but is subject to the company's standard prompt pay- 
ment discount of 5% on the first $25 and 1% on amounts in 
excess of $25 of monthly bills paid within ten days from 
date of same. 

RULES CONCERNING CUSTOMER'S DEPOSITS, , 

1. Customers who have no established credit rating are required to 

furnish a financially responsible guarantor, or make a cash deposit 
equal in amount to two months estimated bills. Minimum de- 
posits in all cases to be $5.00. 

2. Customers who shall have failed to make full payment to tTie Ctjni- 

pany of all previous service bills are required to pay all sucli bills 
- before service will be furnished. 

3. Customers who shall have failed to make full payment to the com- 

pany of all previous service bills are also required to make the 
cash deposit specified in rule "1." 

4. Interest at the rate of 5% per annum will be paid on renewal or 

withdrawal of deposit. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
None. 

GENOA JUNCTION. 

(Population, 709.) 

SOUTHERN WISCONSIN ELECTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

PART I. 

Commercial Lighting. 

Primary — 15 cts. net, 16 cts. gross per kw-hr. for the first 30 hours' 
use per 'month of active load. 

Secondary — 13 cts. net, 14 cts.vgross per kw-hr. for the next 60 hours' 
use per month of active load. 

Excess — 7 cts. net, 8 cts. gross per kw-hr. for all in excess of 90 
hours* use per month of active load. 

The difference between gross and net rate shall constitute a discount 
if bills are paid within 10 days after date of billing. 

Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C- A., and clubs in which 
meals and rooms are furnished. In this class 60 per cent of 
the first 500 watts connected, and 331/^% of all in excess of 500 
watts connected shall be deemed active if the connected load 
is equivalent to 50 watts or more per opening. If the con- 
nected load is less than 50 watts per opening, 60 per cent of 
the first 500 watts connected, 33i/i% of the next 1,500 watts 
connected, and 20 per cent of all in excess of 2,000 watts" con- 
nected shall be deemed active. 
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Class B shall include banks, oflEices, stores, shops, saloons, billiard 
and pool halls, depots, theaters, lodge rooms, and clubs, not in- 
cludable in Class A. In this class 70 per cent of the first 2.5 
kw. connected and 55 per cent of all in excess of 2.5 kw. con- 
nected shall be deemed active. 

Class C shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class, 55 per cent 
of the total connected load shall be deemed active. For all 
lighting installations exceeding 5 kw. connected load, the ac- 
tive load shall, at the consumers' option, be determined by 
maximum demand meters. The connected load shall be rep- 
resented by the total wattage of lamps connected. 

Minimum Charge; 

Under 1 kw. connected load $0.60 per month 

From 1 to 2 kw. connected load 0.80 per month 
From 2 to 5 kw. connected load 1.25 per month 
Over 5 kw. connected load 2.25 per month 

Flat Rate Sebvice: 

For window lighting, sign lighting and other lighting on coni- 
pany's patrol service or controlled by time switch set by the 
company: 

1^/^ cts. per month per watt connected less 10 per cent discount if 
bills are paid within 10 days after date of billing. 

Commercial Power. 

Primary — 7% cts. net, 8l^ cts. gross per kw-hr. for the first 15 hours' 

use per month of active load. 
Secondary— hy^ cts. net, 6^ cts. gross per kw-hr. for the next SO 

hours' use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kw-hr. for all in excess of 45 

hours* use per month of active load. 
The difference between gross and net rate shall constitute a discount 

if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active 
75 per cent of the next 20 h. p. installed shall be deemed active 
60 per cent of the next 30 h. p. installed shall be deemed active 
50 per cent of all over 60 h. p. installed shall be deemed active 
Minimum Charge: 75 cts. per month for the first h. p. connected and 

25 cts. per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the primary 
side of the power transformers, or if primary motors are use, In- 
stallation to be 50 h. p. or above; regular power rate with 4 cts. 
per kw-hr. maximum price guarantee. 

Cook'ng and Heatfng. 

'Primary — 10 cts. net, 10^ cts. gross per kw-hr. for the first 10 kw-hr. 
used per month. 

Secondary — 2% cts. net, 3 cts. gross per kw-hr. for all over 10 kw-hr. 
used per month. 

The difference between gross and net rate shall constitute a discount 
if bills are paid within 10 days after date of billing. 

Minimum Charge: $24.00 per year up to and including 6 kw. of ag- 
gregate connected load. $4.00 per year for each additional kw. 
of aggregate connected load. 

^ity Pumping. 

For off-peak service regular rate with 4 eta. per kw-hr. maximum 
price guarantee. 
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Wholesale Light and Power. 

Primary Charge — $2.40 per month per kw. of maximum demand up 
to and including 50 kw. $2.00 per month per kw. of maximum 
demand over 50 kw. 
Secondary Charge — 5 cts. per kw-hr. for the first 1,000 kw^-hr. used 
per month. 
3 cts. per kw-hr. for the next 4,000 kw-hr. used per month. 
1.1 cts. per kw-hr. for the next 25,000 kw.-hr. used per month. 
0.9 cts. per kw-hr. for all over 30,000 kw-hr. used per month. 
The company shall have the right at any time to require the customer 
to make a reasonable deposit in advance to secure the prompt 
payment of bills, such deposit if requested by the customer to 
bear interest as provided in receipt issued by the company. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

PART II. 

Rates for all year service outside village limits. See Part II of Dela- 
van schedule. 

PART III. 
Rates for summer service. See Part III of Delavan schedule. 

Street Lighting. 

General: 

34 — 80 c. p., 6.6 ampere, a. c. series tungsten lamps, burning upon 
a midnight moonlight schedule. Rate $24 per lamp per 
year. 
Ornamental: 
None. 

OILLETT. 

(Population, 610.) 

GREAT NORTHERN PAIL. CO. 

Method of generation, steam. / 

OomTOiCreial Lighting. 

Daily operating period, sunset to sunrise and dark days. 
1 to 25 kw-hr. per month 12% cts. per kw-hr. 
26 " 50 " " " 11 " 

51 " 100 *' " " 10 

101 " 200 " " " 9 

201 " 300 •* " " g « « « 

Meter rent, 25 cts. per month. 

Discount 10 per cent if paid at Gillett office on or before the 10th 
of the month. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street liighting. 

General: 

14 — 500 watt, 110 volt, a. c. multiple tungsten lamps, burning on a 
moonlight, all-night schedule. Rate $60 per lamp per year. 
Ornamental: 

None. 

6ILMANT0N. 

(Population, 275.) 

GILMANTON ROLI/ER MILLS. 

Method of generation, water power. 

Daily operating period, all night and some afternoons. 
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Commercial Lighting. 

Meter Rates: 

Minimum charge per month, |1.00. 

First 15 kw-hr. per month 13 cts. per kw-hr. 

All above 15 kw-hr. per month 10 cts. per kw-hr. 
Flat Rates: 

Minimum charge per month, $1.00. 

50 cts. per month for each 25 watt lamp. 

Night lighting, 50 cts. per month for each 10 watt lamp. 
Meters are owned by consumers. 
No charge is made for. connecting consumer's premises with lines. 

Street Lighting. 
None. 

OLENWOOD. 

(Population, 954.) 

GliENWOOD & DOWNING LIGHT & POWER OO. 

Method of generation, steam. 

Daily operating period, dusk to 12 p. m. and 5 a. m. to daylight. 

Commercial Lighting. 

Meter Rates: 

Minimum monthly charge, $1.00. 

Current, 9 cts. per kw-hr. 
Flat Rates: 

60 watt tungsten, $1.00 per month. 

40 watt tungsten $0.75 per month. 
Meters are owned by utility. 
No charge for connecting building to line. 

Street Lighting. 
General: 
10 — 200 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning every night from dusk to midnight. Rate $48 
per lamp per year. 
14—40 watt, 110 volt, a. c. multiple tungsten lamps, burning every 
night from dusk to midnight. Rate $10.20 per lamp per 
year. 
Ornamental: 
None. 

6LIDDEN. 

(Population, 900.) 

GLIDDE'N LIGHT, POWER & WATER COMPANY. 

Method of generation, gas engine. 
Daily operating period, all night. 

Commercial Lighting. 

Meter Rates: 
For all lighting service furnished residences and businesses (here- 
inafter specifically referred to as Clashes A, B and C) including 
such incidental use of appliances for heating and power used 
on lighting circuits and passing through the same meter, and 
measured by a meter or meters owned and installed by the 
company a charge of: 
Primary Rate: 10 cts. per kw-hr. for current used equivalent 
to or less than the first 30 hours* use per month of active 
connected load. 
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Secondary Rate: 8 cts. per kw-hr. for all additional current used 
equivalent to or less than the next 60 hours' use per month 
of active connected load. 
Excess Rate: 6 cts per kw-hr for all additional current used in 
excess of the above 90 hours' use per month of active con- 
nected load. 
Active connected load shall in each case be a fixed percentage of 
the total connected load of the lamps installed on the con- 
sumer's premises excluding appliances. 
Class A includes residences, flats and private rooming houses. 
Where the total connected load is equal to or less than 500 
watts nominal rated capacity, 60 per cent of such total con- 
nected load shall be deemed active; where the installation ex- 
ceeds 500 watts nominal rated capacity, 38 1/^ per cent of such 
part of the total connected load over and above 500 watts shall 
be deemed active. 
Class B includes stores, saloons, offices, banks, halls, theaters, curl- 
ing rinks and all others not herein specifically provided for. 
In this class 70 per cent of the connected load shall be deemed 
active. 
Class C includes churches, industrial establishments, livery stables, 
hotels, schools and hospitals. In this class 55 per cent of the 
connected load will be deemed active. 
Minimum Bill: The minimum bill will be $1.00 per month. Where 
the utility is unable to read meter after reasonable effort the 
fact will be plainly indicated on the monthly bill, the mini- 
mum charge of $1.00 assessed and differences adjusted with 
the consumer when the meter is again read. 
A Discount of 5 per cent will be allowed on all lighting bills if paid 
at the office of the company on or before the 15th day of each 
month following that for which service was rendered. 
Flat Rates: 

Residence Business 

1, 16 c. p. lamp per month $0.50 $0.75 

2, 16 " " " " 0.85 1.35 

3, 16 " ** " " 1.10 1.85 

Each 16 c. p. lamp thereafter per month:. . . 0.25 0.50 

Minimum 1.10 1.85 

Commercial Power. 

Minimum monthly bill $1.00 for the first h. p. plus 50 cts. for each 

additional h. p. of the nominal rated capacity. 
6 cts. per kw-hr. fpr current equal to or less than 25 kw-hr. per 

month per active h. p. connected. 
5 cts. per kw-hr. for all current in excess of that amount. 
The active connected power load shall be determined as follows: 
First 10 h. p. connected 90 per cent active. 
Next 20 " " 75 " 

u 30 " " 60 " 

All over 60 " " 50 " 

Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street L^j^hting. 

General: 

73 — 400 c. p , 6.6 ampere a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight dusk to 12:30 a. m. schedule. Rate 
$41.29 per lamp per year. 
Ornamental: 
None. 
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GRAFTON. 

(Population, 818.) 

GRAFTON LIGHT, HEAT & POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial liighting. 

Minimum charge per month $1.00, which includes meter reading. 
A rate of 12 cts. per kw-hr. will be charged for all lighting, plus 

15 cts. per month for meter reading. 
On all bills paid before the 15th day of the same month bills are 

issued, a discount of 16%% will be allowed. 

Commercial Power. 

Minimum monthly charge, |1.00 per h. p. 

First 100 kw-hr. per month 10 cts. per kw-hr. 
Next 100 " " " 8 " 

Next 100 " " " 6 " " •• 

Next 100 ** » .. 4 .. « 

All over 400 '* '* " 3 " " 

Discount of 10% if bill is paid before the 15th of the month following 
that for which service was rendered. 

In all cases where bills are not paid by the first day of the next suc- 
ceeding month, the company reserves the privilege of discon- 
necting the meter and discontinuing service. 

In all cases of reconnection of meter a charge of $2.00 will be made. 

Where a meter is in a vacant house a minimum charge of $1.00 per 
month will be made, unless the company be notified to remove 
the meter. A charge of $2.00 will be made for reconnection. 

Meters are owned by the utility. 

When connecting houses to the lighting system the company will 
furnish feeder wires to a point 50 feet from the nearest curb, 
when necessary. 

Street Ijighting. 

General: 

6 — 200 c. p. 6.6 ampere a. c. series tungsten lamps, burning on an 
every night dusk to 1 a. m. schedule. Rate $37.50 per 
lamp per year. 
16 — 100 c. p., 6.6 ampere, a. c. series tungsten lamps, same burn- 
ing schedule as above. Rate $21.50 per lamp per year. 
9 — 80 c. p., 6.6 ampere, a. c. series tungsten lamps, same burning 
schedule as above. Rate $19.50 per lamp per year. 
Ornamental: 
None. 

GRAND RAPIDS. 

(Population, 6,521.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 
Meter Rates: 
Minimum monthly bill, $1.00. 

Current, 10 cts. for first 20 kw-hr. ; 8 cts. for all above. 
Daherty rate: 3 cts. per kw-hr., 15 cts. per socket, and 45 cts. meter 
rental. 



" until 12 p. m., 60 " " 
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Flat Rates: 
Residences: 
First 5 lamps, 40 cts. each per month. 

Second 5 *' 35 " " " 

Third 5 " 30 " 

Fourth 5 " 25 '* " " 
Above 20 " 20 " 
Stores and other places: 
Running all night, 70 cts. per month, 
until 12 p. m., 60 
9:30 p. m.. 50 
Where closing Tuesday, Wednesday and Thursday, 45 cts. per 

month. 
Office rates, 35 cts. per month when lights are used during the 

whole year. 
Flat rates for society halls, 25 cts. per month. 

Commercial Power. 

5 cts. for first 200 kw-hr. aijd 3 cts. for all above. 

Minimum charge, $1.00 per month. 

A 20% cash discount is allowed on all light and power bills paid 
on or before the 12th of each month. 

Cooking rate of 3 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

40 — 400 c. p., 7.5 ampere, a. c. series gas filled tungsten Isimps, 
burning on an all-night moonlight schedule. Rate $60 
per lamp per year. 
49 — 250 c. p., 7.5 ampere, a. c. series gas filled tungsten la,mps, 
burning on an all-night moonlight schedule. Rate $47.52 
per lamp per year. 
33 — 60 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps, 
burning on an all-night moonlight schedule. Rate $19.00 
per lamp per year. 
Ornamental: 
None. 

GRANTSBURG. 

(Population, 721.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to 11:30 p. m. and 5 a. m. to daylight. 

Commercial Lighting. 

Meter Rates: 

Per kw-hr 10 cts. 

Minimum charge per month 75 " 

Flat Rates: 

Business Places: Per month. 

Hardware and general merchandise stores 50 cts. 

Confectionery stores 50 " 

Drug stores 50 " 

Stationery stores 50 " 

Saloons 50 " 

Restaurants 50 " 

Bowling alleys 50 " 
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Telephone offices 50 " 

Hotel offices 50 " 

Livery barns 50 " 

Barber shops 50 " 

Meat markets 50 " 

Flour and feed stores 35 ** 

Lodge rooms 25 " 

Churches 15 " 

Theaters and opera houses 25 " 

Flour mills 50 " 

Court house 20 " 

Sheriff's residence and jail 35 

Porch lights 50 

Banks and depots 35 

Private offices 35 " 

Private barns, 8 c. p 20 ** 

Private barns, 16 c. p 35 

Potato warehouse, 8 c. p 20 

Potato warehouse, 16 c. p 35 
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Residences: 

(a) Kitchens, dining | g ^ 20 cts. 

rooms, sitting rooms - ic ^ « qk «« 

parlor and halls \ ^^ ""' ^ ^^ 



(b) Bed rooms, cellars, ) 8 c. p 20 



closets and bath rooms f 16 c. p 35 
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When ] 6 c. p. rates are 50 cts., 35 cts. and 25 cts., 8 c. p. and 10 c. p. 
rates will be 30 cts., 20 cts., and 15 cts., respectively. The 24 
and 32 c. p. will be 75% more than the 16 c. p. lights. 

A deposit of $2.00 is required from new consumers. 

Commercial Power. 

10 cts. per kw-hr. 

Minimum charge, 75 cts. per month 
A penalty of 10% will be added to all bills not paid by the 15th of 

the month. 
Meters are owned by consumers. 
No charge is made for connecting consumer's premises with lines. 

Sti-eet Lighting. 
General: 
30—60 watt, 220 volt, d. c. multiple tungsten lamps, burning on a 

midnight moonlight schedule. 
16 — 40 watt, 220 volt, d. c. multiple tungsten lamps, burning on a 

midnight moonlight schedule. 
Flat charge of $780 per year for all street lighting. 
Ornamental: 
None. 

GRANVILLE, TOWN OP. 

WISCONSIN GAS & ELECTRIC CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 
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A. COMMERCIAL LIGHTING RATES. 

1. To customers contracting for commercial lighting service for periods 

of one year or more, the following rates shall apply: 

First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 " " " " 10 " 

Next 100 " " " " 8 " " 

Next 300 " " " " 6 " 

All over 600 " " " " 4 " " " 

2. The foregoing rates are subject to prompt payment discount aiid in- 

clude free renewals of company's standard carbon filament l£Linps 
and renewal allowances on tungsten or other special lamps. 

3. A minimum monthly bill shall be charged of fl.OO to cover sucli ex- 

penses occasioned by the individual customer, as billing, inspecting 
and maintaining meter, etc. 

4. Commercial lighting service shall include: 

(a) Electric energy furnished for lamps and other appliances 
utilized for illumination purposes, except as hereinafter speci- 
fically exempted. 

(b) Motors and appliances other than lighting equipment "wliere 
provided with a starting apparatus designed to limit tlie ini- 
tial or starting current to a value not exceeding two and one- 
half times the full load current, alternating current motors of 
one-quarter h. p. when wound for 110 volts and of one-half 
h. p. when wound for 220 volts, the aggregate rated capacity 
of such appliances not to exceed two kw., when used in con- 
nection with lighting equipment and when the connected load 
of such motors and appliances does not exceed the aggregate 
rated capacity of lighting equipment. 

B. COMMERCIAL POWER RATES 

1. To customers contracting for commercial power service for periods 

of one year or more, the following rates shall apply: 

First 100 kw-hr. during any month 8 cts. per kw-hr. 
Next 100 " " " " 6 " " ** 

Next 100 " " " " 5 " 

Next 300 " " " " 4 « «i « 

Next 1400 " " " " 3 " " " 

All over 2000 *' " " " 2 " 

2. The foregoing rates for power do not include renewals of any incan- 

descent lamps. 

3. A minimum monthly bill for power shall be charged of $1.50 for an 

installation of 2 h. p. or less nominal rated capacity, plus $0.75 
for each additional h. p. or fraction thereof (or $1.00 per kw.) 
nominal rated capacity. 

4. Commercial power service shall include: 

(a) Electric energy utilized for motive and heating purposes and 
miscellaneous lighting service where the demand arising from 
such miscellaneous lighting service shall not be in excess of 
20% of the total simultaneous demand for lighting and power 
service. 

(b) Stereopticons, moving picture machines, photographers' arc 
lamps and rectifiers.- 

C. RESIDENCE LIGHTING RATES 

To customers contracting for residence electric service with free re- 
newals of company's standard lamps for periods of one year or 
more, the following rates shall apply: 
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(a) Primary charge of 12 cts. per kw-hr. for 

1. The first 4 kw-hr. consumed per month for each of the 

first four active rooms; 

2. The first 2% kw-hr. consumed per month for each of the 

active rooms in excess of the first four. 

(b) Secondary charge of 5 cts. per kw-hr. for all energy con- 
sumed per month in excess of that paid for at the primary 
rate in (a) up to a total of 7 kw-hr. consumed per month per 
active room. 

(e) Tertiary charge of 2 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate (a) 
and the secondary rate (b) or for all energy consumed in ex- 
cess of 7 kw-hr. per active room per month. 

1. The quantity of energy paid for at the primary rate (a) 

is not included in the energy computed at the secondary 
rate (b) or at the tertiary rate (c). 

2. In determining the number of active rooms, all rooms 

whether containing lights or not shall be counted, except 
the following: three rooms (which are primarily or may 
be used as bed rooms, including therein finished attic or 
garret rooms), bathrooms, basements, garrets, closets and 
porches. 

3. A room used as a children's nursery or work room and con- 

taining a couch sometimes used as sleeping quarters is 
not classed as a bedroom. 

4. Halls and hallways used and furnished as living rooms and 

having an area in excess of 120 square feet are classed as 
active rooms. 

5. A part of a room not cut off by partition and door, which 

is generally known as an alcove, shall not be counted as 
an additional active room unless it is furnished and used 
for a distinctly different purpose or its area exceeds 33%% 
of the total area of the room and alcove. 

6. Front, s?de and back porches with or without lights are not 

classed as active. Back porches are specifically excepted in 
rate schedules, as in many cases they are enclosed and 
used as a summer kitchen, or dining room, and as such 
might be taken as a room. 

7. Where service for a barn or garage is supplied through the 

same meter as that through which service for the residence 
is supplied, all active rooms in garage or barn are added to 
those of the house and the rate applied. 

8. Where separate meters are supplied, a garage or barn shall 

be treated as a separate residence. 

9. All classes of domestic heating and power consuming de- 

vices may be supplied through the meter by which the 
liehting service is measured, in which case this rate shall 
apply. 
Battery charging outfits, refrigerating outfits, non-portable 
air compressors or vacuum cleaners, or similar appa- 
• ratus not in use between the hours of 4:30 p. m. and 
8:30 p. m., may be supplied through the residence meter. 
Motors and other power consuming devices, when connected 
to residence service meter, must conform to the follow- 
ing rules: 
All such motors and devices must be equipped with start- 
ins: and regulating apparatus to limit automaticallv the 
initial current in starting to an amount not exceeding 
2% times the full load ccrrent as determined by man- 
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ufacturer's rating. Motors or other devices having a 
rated capacity greater than y^ kw. shall be wound for 
240 volts and customer shall arrange building -w^iring: 
and meter loops for three-wire service and meter. 
10. Elevators and wireless telegraph apparatus using service in- 
termittently shall not be supplied at residence rates or 
from residence service connection. Such apparatus must 
be supplied from power mains and where a special exten- 
sion of power service is required, customer shall pay ttie 
cost of the necessary extension in accordance w^itli the 
rules of the company, governing such extension of service. 
Customer shall contract for service for such apparatus at 
the company's power rates. 

11. In apartment houses, each apartment shall be classed as a 
separate residence. The public portions of the building, 
such as hallways, elevators and enclosures, public dining 
rooms and kitchens, pantries, etc., connected therew^ith 
shall be treated separately. Service for such portions of 
the building may be purchased either under the residence 
rates (C) or the increment commercial lighting rates 
(A), at the option of the purchaser. If service is fur- 
nished at the residence rate (C) the energy charge to be 
paid for monthly at the primary rate shall be computed 
upon the basis of one active room per floor (exclusive of 
basement), multiplied by the number of main entrances to 
the building, plus the rooms used as kitchens, building 
storerooms, pantries, dining rooms and offices. The active 
rooms in janitor's quarters, if supplied through the same 
meter as public portions of the building, shall be added. 
Janitor's quarters metered separately shall be treated as 
a separate residence. 

12. The residence schedule shall not be applied to any apart- 
ment house wherein the landlord or agent is billed for the 
entire service consumed in the building and rebills the 
service to the occupants of the apartments. In such cases, 
the increment lighting rate (A) shall be used. 

13. Th© residence schedule shall not be applied to customers 
' whose practice it is to have service cut off during the sum- 
mer months. It shall be applied to only those who sign 
contracts providing for service by the year and who pay at 
least the minimum monthly payment provided for in the 
contract. When company is unable to read meters for any 
month or months, the quantity of energy to be paid for 
monthly at the primary rate shall be increased pro rata. 

14. Customers occupying a portion of a business building as a 
residence may combine residence service with commercial 
lighting service through one meter. In no case, however, 
shall the residence rate be combined with the commercial 
lighting rate and residence rates cannot be applied to such 
combination service. 

15. The minimum charge for residence lighting service shall 
be $1.00 per month. 

D. DISCOUNT FOR PROMPT PAYMENT 

1. On bills paid at the oflSce of company or its authorized collection 
agencies within ten days of date of bill, a discount of 5% of the 
first $25.00 of all bills and 1% on amounts in excess of $25.00 will 
be given. 
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2. On bills for electric service supplied to the federal, county and city 
governments, paid at the office of the company, or its authorized 
collection agencies, within 60 days of dale of bill, the prompt pay- 
ment discoiint provided for in the contract under which such 
MFvice is sold .will be allowed. 

E. RENEWALS OF STANDARD INCANDESCENT LAMPS 

1. To entitle customers to free renewals of company's standard carbon 

filament incandescent lamps or to allowances on the renewals of 
tungsten or other special lamps, the first installation of such lamps 
or any increase thereof, shall be purchased from the company by 
the customer at the company's published prices. 

2. Company will sell incandescent lamps to its electric service cus- 

tomers only, in accordance with the schedule filed with the rail- 
road commission. 

F. RURAL SERVICE 

Rural customers are defined as customers located outside of the limits 
of cities and villages and who are engaged in farming, gardening, 
stock raising and dairying. This rate is optional for country resi- 
dences. 

Rural customers located upon existing distributing lines or who con- 
tribute to the cost of constructing extensions in accordance with 
the company's rules and who execute the company's standard form 
of rural service contract for a period of not less than two years 
may purchase single phase electric service at the following rates: 

(a) Service Charge: 

Tvsro dollars per month for four or less active rooms, plus 40 cts. 

per month for each active room in excess of the first four. 
Service charge shall include energy consumption equivalent to 

7 kw-hr. per active room per month of not less than 28 kw-hr. 

per month. 

(b) Ej^ergy Charge: 

Tw^o cents per kw-hr. for all energy consumed in excess of 7 kw-hr. 
per active room or in excess of 28 kw-hr., in case the active 
rooins are less than four. 
The number of active rooms shall be computed on the following 
basis: All rooms contained in the residence shall be counted 
as active, except bathrooms, basemente, garrets, closets, halls, 
pantry and three rooms used as bedrooms or sleeping quarters 
but not used for other purposes. In addition to the rooms in 
the residence, each separae building used as a barn, stable, 
garage or greenhouse shall be counted as one active room. In 
computing the active rooms, no deduction shall be made be- 
cause rooms or buildings are not wired or connected. 
The foregoing rate shall apply to all energy used for household 
purposes, including cooking, and for miscellaneous power pur- 
poses, providing the total nominal rated capacity of motors 
does not exceed three horse power, and providing the motors 
are not operated between sundown and 11 p. m. Service for ad- 
ditional motors will be supplied at the foregoing rate plus an 
additional charge of 50 cts. per month for each h. p. or frac- 
tion thereof in excess of 3 h. p. 
The foregoing rate does not include renewals of any incandescent 
lamps, but is subject to the company's standard prompt pay- 
ment discount of 5% on the first $25.00 and 1% on amounts in 
excess of $25 of monthly bills paid within ten days from date 
of same. 
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GREEN BAT. 

(Population, 25,236.) 

WISCONSIN PUBI/IC SERVICE COMPifNY. 

Method of generation, water power, steam reserve. 
Daily operating period, continuous. 

Commercial Lighting. 

All commercial lighting rates given below are discounted 10% 
when bill is paid withtin 10 days of date. 

SCHEDULE A. 

Ordinary Rate: 

First 24 kw-hr. per month @ 12 cts. per kw-hr. 

NexU 16 " " " @ 11.4* " 

For the next 160 kw-hr. per month @ 7 " " " 

For the next 100 " " " @ 6 " '* 

For the next 400 " " " @) 5 " " 

For the next 300 " " " @ 4 " " 

For the next 300 " " " ® 3 " " 

All over 1300 " " " @ 2.5" " 

Minimum monthly charge per meter, $1.00. 

SCHEDULE B. 

Readiness to Serve Rate, Optional: 
$1.00 per month service charge plus 15 cts. per month for each 
active connected lighting unit of 50 watts capacity, or the 
equivalent thereof, plus 4 cts. per kw-hr. for all current con- 
sumed by the connected units, whether active or inactive. 
Minimum monthly charge per meter $1.00. Subject to the 
following classifications of active and inactive lights: 
Residences lighted exclusively by electricity: Active lights, main 
hall, main stairway, parlors, library, dining room, living 
room, kitchen, den, music room, conservatory, butler's pan- 
try, and one light on second floor. All other lights inactive. 
Active lights not to exceed 75 per cent of total installation. 
Residences and flats occupied by » more than one family, each 
floor used for living rooms: Classification same as residences 
lighted exclusively by electricity. 
Residences not included in the above: All lights active. 
Hotels, clubs, boarding houses: classification same as for resi- 
dences excent lights connected and used in: buffets, bars, 
bowling alleys, billiard rooms, card rooms, lobbies, main 
halls, corridor on each floor, wash rooms, and lavatories, 
which shall be deemed active lights. 
Auditoriums, dance halls, opera houses, lodge rooms, churches, 
and factories closing at 6 p. m., one-half the connected load 
shall be deemed active. 
Retail and wholesale mercantile establishments, saloons, res- 
taurants, factories not closing at 6 p. m., depots, and other 
consumers not herein specifically provided for: All lights 
shall be deemed active. 

SCHEDULE C. 

Special Lighting Rate: 
For show windows, signs, etc., where current Is turned on at dusk 
and PIT at IX p. m. or later*by company's patrolmen: 
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A monthly charge, equivalent to the watts consumed by this in« 
stallatlon in the 4^ hours or longer operation, mtlltiplied 
by the number of days operated, at the rate of M' ctH. per 
kw-hr. 

Dommercial Poller. 

SCHEDULE "A" 
OsDiiTAST Rate: 
10 cts. per kw-hr. subject to the following discounts: 
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For each motor of 2 h. p. and less (nominal rated capaeity) m nin* 
imum charge of $2.00 per month shall be paid; Mid fbr each 
motor over 2 h. p. a minimum charge of |1.00 per month shall 
be paid for each h. p. or fraction thereof, of the nomiiud rated 
capacity of the motor. 



SCHEDULE "B" 

Optionai. "Readiness-to-Serve" Power Rate: 
Extended only to customers signing contract to use electric power 
for one year at following rates: $1.00 per month per h. p. con- 
nected, plus 3 cts. per kw-hr. for all current consumed. Min- 
imum charge, $2.00 per consumer per month. 
When two or more motors are used by one consumer and connected 
to one meter, the readiness-to-serve charge will be based on th# 
h. p. demanded, and the highest 16 minute peak during thib 
month will be used to determine demand charge. 
10% discount on above rates if bill is paid within 10 daiys of dali. 
These rates apply also to service taken from trolley IIbml 



SCHEDULE **C" 

Rates for Installation of from 40 to 200 h. p. Under Contract for 

a Term of Not Less than Two Years, 
Less than 50 hours' monthly use of maximum demand. 3 els. per 

kw-hr. 
50 to 100 hours' monthly use of maximum demandf 2»& eti. 

kw-hr. 
100 to 200 hours' monthly use of maximum demand, Z cto» 

kw-hr. 
200 to 300 hours' monthly use of maximum demand, 1.6 cts. per 

kw-hr. 
SCO to 400 hours' monthly use of maximum demand, 13 eta. per 

kw-hr. 
400 to 500 hours' monthly use of maximum demand, 1.2 cfi. ptr 

kw-hr. 
600 to 600 hours' monthly use of maximum demand, 1.1 cU. par 

kw-hr. 

11— B. R. 



GBEEN BAY.] — 162 — [WIS. R. R. COMM. 

600 to 700 hours' monthly use of maximum demand 1.0 cts. per 

kw-hr. 
700 and above hours' monthly use of maximum demand 0.9 cts. per 
'- kw-ir. 

SCHEDULE "D." 

Rates for Installation of 200 h. p. and over Under Contract for a 
, Term of Not Less than Two Years. 

Less than 50 hours' monthly use of maximum demand, 3 cts. per 
kw-hr. 

50 to 100 hours' monthly use of maximum demand, 2 cts. per 
kw-hr. 

100 to 200 hours' monthly use of maximum demand, 1.5 cts. per 
kw-hr. 

200 to 300 hours' monthly use of maximum demand 1.3 cts. per 
kw-hr. 

300 to 400 hours' monthly use of maximum demand, 1.2 cts. per 
kw-hr. 

400 to 500 hours* monthly use of maximum demand, 1.1 cts. per 
kw-hr. 

500 to 600 hours' monthly use of maximum demand, 1 ct. per 
kw-hr. 

^OO to 700 hours* motithly use of maximum demand 0.9 cts. per 

kw-hr. 
• 700 and ^bove hours' monthly use of maximum demand, 0.8 cts. per 
kw-hr. 

The following rules to govern when current for power is used 
under the rates prescribed in the above two tables: Maximum 
demand to be the maximum load thrown on the power com- 
pany's system continuously for a period of one-half hour. This 
maximum demand to be determined from time to time by tests 
with curve-drawing watt-meter or other suitable instruments. 

A ininimupi charge of 50 cts. per h. p. installed shall be paid by 
the customer for each month that the actual consumption of 
current at above schedule of rates shall produce a less total 
amount. 



SCHEDULE "E" 

Battery Charginp rate 5^ cts. less 10% if paid within 10 days of date: 
customer to obtain this rate must not use current for this pur- 
pose between the hours of 4 and If p. m. 

SGHBDULE "P" 

Rate for X-Ray Machines: 
12 cts. per kw-hr. subject to a minimum bill of 50 cts. per month 

per kw. of transformer capacity required. 
For reconhection of the same consumer on the same premises a 

charge of $1.00 per meter will be made. 
Meters' are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

GREENFIELD, TOWN OP. 

(Milwaukee County.) 
MHiWATJKEE MGHT, HEAT & TRACTION COMPANY. 

(For rate schedule see, M. L. H. & T. Co., Milwaukee, Parts I and HI.) 
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GREEN LAKE. 

(Population, 563.) 

GREEN LAKE ELECTRIC COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

(Commercial JAgYiUng, 

Minimum charge per month, $1.10 gross or $1.00 net. 
For all lighting service furnished residences and business places 
(hereinafter specifically referred to as Classes A, B, C, D, and 
E) , measured by a meter or meters owned and installed by the 
company, a charge of 
Primary Rate. 16 cts. net or 17 cts. gross per kw-hr. for current 
used equivalent to or less than the first 60 hours* use per 
month of active connected load. 
Secondary Rate. 12 cts. net or 13 cts. gross per kw-hr. for cur- 
rent used equivalent to or less than the next 40 hours* use 
per month of active connected load. 
Excess Rate. 10 cts. net or 11 cts. gross per kw-hr. for all cur- 
rent used in excess of the above 100 hours* use per month of 
active connected load. 
Active connected load shall in each case be a fixed percentage of the 
total connected load installed upon the consumer's premises. 
Class A. Jn residences and dwellings (not used as boarding and 
rooming houses) where the total connected load is equal to or 
less than 1000 watts nominal rated capacity, 50% of such total 
connected load is deemed active; where the total connected 
load exceeds 1,000 watts, nominal rated capacity, 40% of such 
a part of the total connected load over and above 1,000 watts 
is deemed active in addition thereto; but no active connected 
load shall be considered as less than 300 watts, except where 
the total connected load is equal to or less than 300 watts the 
active connected load is considered as the total connected load. 
Class B. In boarding and rooming houses, hotels, livery stables, 
garages, industrial establishments, churches and schools, 
where the total connected load is equal to or less than 1,000 
watts nominal rated capacity, 60% of such total connected load 
is deemed active; where the total connected load exceeds 1,000 
watts nominal rated capacity, 50% of such part of the total 
connected load over and above 1,000 watts is deemed active 
in addition thereto; but no active connected load shall be con- 
sidered as less than 400 watts, except where the total con- 
nected load is equal to or less than 400 watts the active con- 
nected load is considered as the total connected load. 
Class C. In stores, offices, county buildings (except sheriffs resi- 
dences if on separate meter), club rooms, society rooms, banks, 
theaters, saloons, and depot, where the total connected load is 
equal to or less than 1,000 watts nominal rated capacity, 75% 
of such total connected load is deemed active; where the total 
connected load exceeds 1,000 watts nominal rated capacity, 
60% of such part of the total connected load over and above 
1,000 watts is deemed active in addition thereto; but no active 
connected load shall be considered as less than 500 watts, ex- 
cept where the total actual connected load is equal to or less 
than 500 watts, then the active connected load is considered 
as the total connected load. 
Class D. In summer residences, summer hotels and summer re- 
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sorts, where the total connected Wad is equal to or less than 
2.500 watts nominal rated capacity, 60% of the total connected . 
load is deemed active; where the total connected load exceeds 
2,600 watts nominal rated capacity, 40% of such a part of the 
total connected load over and above 2,500 watts is deemed ac- 
tive in addition thereto; but no active connected load shall be 
considered as less than 1,000 watts. Where the total connected 
load is equal to or less than 1,000 watts nominal rated ca- 
pacity, and service for such connected load is to be supplied 
for a period of six months or less, the active connected load 
shall be 100% of the total connected load; and no bills shall 
be issued for current consumed by such service at a less rate 
than the primary rate of 17 cts. gross or 16 cts. net per kw-hr. 
For electrical service rendered under this class there will be 
a minimum yearly charge of $13.20 gross or $12.00 net, payable 
in 12 equal monthly installments. 
Class E. All signs, festoons, street decorating and street lighting 
and harbor lighting, 100% of the total connected load shall -be 
considered active. 
Consumers are billed for current consumed at the gross rates and the 
difference between the gross and net rates above specified, or 1 
ct. per kw-hr. constitutes a discount for prompt payment, as ex- 
plained below. 
No discount will be allowed after the 10th day of the month follow- 
ing the last date of the meter reading. 
Where the company is unable to read the meter after reasonable 
effort this fact will be plainly indicated upon the monthly bill 
and the minimum monthly charge will be assessed and differ- 
ences adjusted with the consumer when the meter is again read. 
Where one meter is required by* a consumer to register the amount 
of current used for more than one of the above classes, the com- 
pany reserves the right to determine under which class the 8f?rv- 
ice shall be considered. » 

Where bills are overdue more than 30 days, service may be discon- 
tinued, and a charge of not less than $1.00 will be made for re- 
reconnecting the meter upon the same premises for the same con- 
sumer. 

Commercial Power. 

Meter Rates: 

11 cts, gross or 10 cts. net for the first 60 hours' use per month of 

the active horse power capacity. 
9 cts. gross or 8 cts. net for all current used in excess of the first 

60 hours* use per month of the active horse power capacity. 
Active horse power shall consist of a fixed percentage of the nom- 
inal rated caoacity of the motors or appliances, as indicated 
on the manufacturer's' name plate, or otherwise arrived at by 
the proper testing apparc^tus. 
The following percentages of such capacity shall be deemed active: 
Where the installation through one meter is: 

Less than 3 h. p 100 per cent 

3 h. p. to 10 h. p., (one motor only) 85 '* 

3 h. p. to 10 h. p., (more than one motor) 75 
10 h. p to 50 h. p., (more than one motor) 65 
50 h- p. and over (more than one motor).. 55 
The minimum charges shall be: 
For 1 h. D or less (3 wire moCor), $1.65 gross or $1.50 net per 

month. 
Prom 1 h. p. to 3 h. p. (3 wire motor), $2.20 gross or $2.00 net 
per month. 
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For each h. p. or fraction thereof over 3 h. p. rated capacity, 50 
cts. per month in addition thereto. 

No single phase motor of more than 1 h. p. will be permitted to be 
Connected to the utility's lines without the company's written 
permission. 

Where the company is unable to read the meter after reasonable ef- 
fort this fact will be plainly indicated upon the monthly bill and 
the minimum charges assessed and differences adjusted when the 
meter is again read. 

Consumers are billed for current consumed at the gross rates and the 
difference between the gross and net rates above specified, or 1 
ct. per kw-hr., constitutes a discount for prompt payment, as ex- 
plained below. 

No discount will be allowed after the 10th day of the month follow: 
ing the last date of the meter reading. 

The same regulations govern power consumers as is applied to "Com- 
ercial Lighting" consumers. 

The reconnection charge of a 3 wire meter is |2.00. 

To power consumers, whose total power installation or connected 
load exceeds 10 kw., a special meter rate of 8 cts. per kw-hr. for 
all current consumed will be given, provided they will agree to 
disconnect their power service wires from the utility's lines with- 
in ten minutes after notification to do so from the utility's ofiSce. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with electric 
lines if distance is 100 feet or less. Consumer pays actual cost 
of excess. 

Street Lighting. 
General: 
28 — 100 c. p., 6.6 ampere a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight midnight schedule. Current, 12 cts. 
net and 13 cts. gross per kw-hr. 
Ornamental: 
None. 

GREENWOOD. 

(Population, 665.) 

MUNICIPAL PLANT. 

Method of generation, hydraulic and oil engine. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 

Minimum monthly charge 40 cts. 

10 cts. per kw-hr. 
Flat Rates: 

One outlet per light $0.40 per month. If more than one outlet 
service will be metered. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 
22—100 watt, 220 volt, a. c. multiple tungsten lamps, burning od 

an all-night moonlight schedule. 
76 — 60 watt, 220 volt, a. c. multiple tungsten lamps, burning on 

an all-night moonlight schedule. 
Flat charge of $1,200 per year for all street lighting. 
Ornamental: 
None. 
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GRESHAM. 

(Population, 350.) 

GRESHAM ELECTRIC MGHT & POWER CO. 

Method of generation, hydraulic. 

Daily operating period, dusk to 12 p. m. and 5 a. m. to da'wn. 

Commercial Ughting. 

Current, 10 cts. per kw-hr. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
Genebal: 
5 — 100 c. p., 6.6 ampere, a. c. series tungsten lamps, burning on an 
every-night midnight schedule. Flat charge of $306 per 
year. 
Ornamental: 
None. 

HALES CORNERS. 

(Population, 475.!) 

MILWAUKEE LIGHT, HEAT & TRACTION OO. 

(For commercial rate schedule see M. L. H. & T. Co., Mil^w^aukee, 

Part I.) 
Street Lighting. 

None. • M^ 

HAMMOND. 

(Population, 408.) 
BURKHARDT MILLING & ELECTRIC POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Current, 12% cts. per kw-hr. 

Minimum monthly charge, 1.00 per month with a 20% discount if 

paid before the first of the month. 
Discounts, if bills are paid by the first of the month: 

Monthly bills up to 40 kw-hr 20% 

" 40 to 80 *' 25% 

'* 60 to 100 ** 30% 

" 100 to 150 " 35% 

" 150 or over 40% 

Cooking Rate: 
Minimum charge per month, 75 cts. 

Current, 3 cts. per kw-hr. with a discount of 10% if bill is paid 
within 10 days from date. 

Commercial Power. 

Minimum monthly charge: 
$1.35 for the first h. p. 
$1.00 per h. p. for each additional h. p. 
Current, 5 cts. per kw-hr. 
Discounts : 

For motors using 50 kw-hr. per month per h. p 20% 

75 kw-hr. per month per h. p 30% 

100 kw-hr. per month per h. p 40% 

150 kw-hr. per month per h. p 50% 

Where service has been discontinued a charge or $1.00 is made for 

reconnection. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 
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Kural Service. 

Current, 10 cts. per kw-hr. 

Discounts if bills are paid by the 10th of the month: 

Monthly bills up to 40 kw-hr 20% 

" 40 to 60 " 2&% 
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60 to 100 " 30% 

" 100 to 160 " 35% 

" 150 kw-hr. or over 40% 

Minimum charge of $3.13 per month for electric lights and ieippli- 
ances, including one one-horse power motor, and, $1.25- per 
month, for each additional horse power. 20% discount if paid 
before the 10th of the month. 
Rates for Motors Used for 8ilo Fillers: . . 

30 cts. per h. p. per day. 

All motors o{ 15 h. p. and larger to be three phase. 
Customers required to build their own lines to company's power line 
and furnish all apparatus except meters. 

Street liighting. 

General: * :^ 

3 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning on an 
every night dusk to midnight schedule. Rate |18 per 
lamp per year. 

OaNAMENTAIi: 

None. 

HANCOGE. 

(Population, 510.) 

HANCOCK LIGHT AND POWER CO. 

Method of generation, gasoline. 

Daily operating period, dusk to midnight. 

Commercial liightiiig. 

Minimum charge per month, $0.50. 
First 75 kw-hr. per month 15 cts. per kw-hr. 
Next 100 kw-hr. per month 12 cts. per kw-hr. 
All in excess of 175 kw-hr. per month, 10 cts. per kw-hr. 
A penalty of 15% will be added to all bills not paid on or before the 
15th of the month following that for which service was xend^eed. 
A charge of $1.50 is made for reconnecting same consumer, on the 

same premises. 
Meters are owned by utility. - .: : 

Where a consumer can be connected for service without setting poles 
upon his premises the connection is made at the expense of the 
utility, where poles are required on premises, consumer pays for 
extra material. 

Street Uglitiiig. 

Genxeal: 

12—220 watt, 110 volt, d. c. multiple tungsten lamps, burning. on. a 
moonlight midnight schedule. Rate $60 per lamp per year. 
Ornamental: 

None. 

HABBISVILLE. 

(Population, .) 

HONTELIiO & HARMSVIIiLiE EliECTRIC LIGHT & POWER CO. 

(See Montello for commercial rate schedule.) 

Street Lighting. 
None. 
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HARTFORD. 

(Population, 2,982.) 

MUNIdPAIi PliANT. 

Method of generation, steam. 

Daily operating period, continuous except Sunday. 

Commerdiil lilghtbig. 

Minimum yearly charge, $6.00. 
Current, 10 cts. per kw-hr. 
Discount on bills from $5.00 to $10.00, 10%; bills over $10.00, 20%. 

Commercial Power. 

Minimum yearly charge, $6.00. 

Current, 5 cts. per kw-hr. 
Discount on bills from $5.00 to $10.00, 10%; bills over $10.00, 20%. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with. lines. 

Street Lighting. 
€teiWRAL: 
50 — 6.6 ampere, a. c. series carbon arc lamps, burning on a moon- 
light dusk to 1 a. m. schedule. Rate $40 per lamp per yea.!*. 
10 — 6.6 ampere, a. c. series gas filled tungsten lamps, operated on 
same circuit as arcs, burning on same schedule. Rate $40 
per lamp per year. 

Ornamental: 
30 posts, 10 posts to block in pairs; 5 — 100 watt gas filled tungsten 
lamps on each post; top light on each post burns all niglit and 
side lights burn until 10 p. m. System installed by utility. 
System just installed and rates have not yet been establislied. 
City will pay for service and utility will maintain system. 

HABTLAND. 

(Population, .) 

MIIAHTAUKEE LIGHT, HEAT & TRACTIOX CO. 

(For commercial rate schedule, see M. L. H. & T. Co., Mil^waukee, 
Part 11.) 

Street Ldghtlng. 

None. 

HAYWABD. 

(Population, .) 

HAYWARD ELECTRIC LIGHT & POWER CO. 

Method of generation, hydraulic. 
Daily (^erat^ng period, dusk to dawn. 

Commercial Lighting. 

Meteb Rates: 
Minimum charge per month, $1.00. 

Business places, residences, etc., regular lighting, 12 cts. per kw-hr. 
Churches, halls, lodges, etc., irregular lighting, 15 cts. per kw-hr. 
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For quantity consumed the following discounts will be allowed: 

First $5.00 No dlaoount 

Next 5.00 or fraction thereof 5% " 

10.00 " " 10% •* 

10.00 " " 15% " 

10.00 " " 20% , " 

10.00 " " 26% " 

25.00 " " 30% " 

25.00 " " 36% " 

25.00 " " 40% " 

25.00 " " 46% " 

Over 150.00 50% " 

59^ cash discount allowed for all of above rates if bills are paid 

within ten days. 
A deposit of from $2.00 to $10.00 which will bear interest at 6% 
may be required to secure payment of bills. 
Flat Rates: 
Stares f 11 o'clock service. 

1 or 2 16 c. p. lights $1.00 per inonth. 

3 to 10 " " 45 per light per moutlL 

11 to 15 " " 425 ** 

16 to 30 " " 40 " •• 

31 " " and over ,35 

Hotels, 12 o'clock service. 

I to 10 16 c. p. lights $0.45 per light per month. 

11 to 40 " " 375 " •• 

40 " " and over .35 

Saloons f 11 o'clock service. 

. 2 to 5 16 c. p. lights > . .$0.50 per light per month. 

6 to 14 " " 45 " - 

15 " " and over .40 
Residences J 12 o'clock service. 

1 or 2 16 c. p. lights $1.00 per month. 

3 to 5 " " 45 per light per montii. 

6 to 15 " " 40 

16 to 30 " " 375 " " • . 

30 " " and over .35 

Arc Lights. 

9 o'clock service $3.00 per month. 

II " " 5.00 " •* 

12 " " 6.00 " " 

AH night " 7.50 " 

Schools. 

10 cts. per light per month during school months. 
Depots. 

30 cts. per light per month. 
I^odge Halls. 

25 cts. per light per month. 
^arehouseSt Bams and Outhouses. 

25 cts. per 1ig>it per month if owners have lights in residMioei. 
Churches and Libraries. 

10 cts. per light per month. 
Picture Shows, Town Halls, Club RoomSy Bowling Alley$, OfflceM 

and Workshops — Same rate as stores. 
Jails. 

2 to 10 16 c. p. lights. ... $0,375 per light per month. 

U to 20 " " 35 " •• 

21 to 30 " " 425 " *• 

30 ** " and over .25 '' 
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Court Booms and Opera House, 

$1.50 per night when in use only. 
Post Office. 

25 cts. per light per month. • 

Banks. 

1 or 2 16 c. p. lights $1.00 per month. 

3 to 10 " " 40 per light per month. 

11 to 20 " " 30 

21 to 30 " " 25 

Outside Sign Lights. * 

1 or 2 16 c. p. lights $1.00 per month. 1 

3 to 10 " '* 25 per light per month. \ 

11 " " and over .20 " " j 

Rate for Government Training School. . 

Not over 300 lights $750.00 per year, payable quarterly. 

tJommepcial Power. j 

Rates payable monthly. 

For all motors of less than 15 h. p.. $40.00 per h. p. per year. i 

For all motors 15 h. p. or over, $35,00 per h. p. per year. ■ 

On all bills not paid by the 15th of the month, a penalty of 10% will . 
be added. If bills are not paid by the 30th service will be cut off, ' 
and a charge of $1.00 made for reconnection to the same prem- 
ises. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

17 — 6.6 ampere, 110 volt, a. c. multiple carbon arc lamps, burning 
on an all-night every-night schedule. Rate $90 per lamp 
per year. 
18 — 50 watt, 110 volt, a. c. multiple tungsten lamps, burning on an 
all-night every-night schedule. Rate $9 per lamp per year. 
Ornamental: 
None. 

HAZEL GREEN. 

(Population, 621.) 

MUNIOIPAIi PliANT. 

Method pf generation, current purchased. 
Daily operating period, continuous. 

Commercial Liighting. 

Meter Rates: 

Minimum monthly bill, $1.00. 
Current, 10 cts. per kw-hr. 

If bill is not paid within 10 days of meter reading, the rate shall 
be 12 cts. per kw-hr. 
Flat Rates: 

50 cts. per 16 c. p. lamp per month, 25 cts. per 8 c. p. per month. 
Meters are owned by utility. 

No charge is made for eonnecting consumer's premises with lines if 
distance is 50 feet or less. Consumer pays for any additional 
wire. 

Street Lighting. 

General: 
37 — 100 c. p., 6.6 ampere, a. c, series gas filled tungsten lamps, 
burning on a moonlight, dusk to 10 p. m. schedule. No 
charge. 
Ornamental: 
None. 
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HIGHLAND. 

(Population, 1,096.) 
MINERAL POINT PUBLIC SERVICE CO. 

(See Mineral Point for rate schedule.) 

Street Lighting:. 

General: 

2 — 400 c. p., 6.6 ampere, a. c, series gas filled tungsten lamps, 
burned upon a dusk to midnight, moonlight schedule. 
Rate $75 per lamp per year. 
3 — 80 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burned upon a dusk to midnight, moonlight schedule. 
Rate $36 per lamp per year. 
50 — 40 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burned upon a dusk to midnight, moonlight schedule. 
Rate $18 per lamp per year. 
Ornamental: 
None. 

HILLSBOBO. 

(Population, 804.) 

HILLSBORO LIGHT & POWER CO. 

Method of generation, steam and water power. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, $0.75. 

First 20 kw-hr. per month, 15 cts. net, 16 cts. gross per kw-hr. 
All above 20 kw-hr. per month, 10 cts. net, 11 cts. gross per kw-hr. 
The difference between the gross and net rates constitutes a dis- 
count if bills are paid on or before the 15th of the month fol- 
lowing that for which service w^s rendered. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

5 — 60 watt, 110 volt, d. c. multiple tungsten lamps, burning on an 
every-night, midnight schedule. Rate $24 per lamp per 
year. 
52 — 40 watt, 110 volt, d. c, multiple tungsten lamps, burning on an 
every-nlght, midnight schedule. Rate $22 per lamp per 
year. 
Ornamental: 
None. 

HONET CREEK. 

(Population, 300.) 

HONEY CRB7EK ELECTRIC LIGHT COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commepcial Lighting. 

Minimum charge per month: 

$1.00 for installations of 500 watts or less. 

$0.20 for each additional 100 watts. 
Current, 12 cts. per kw-hr. 
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Commercial Power. 

Minimum monthly charge, |1.00 per kw. No charge less. 

Current, 12 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made, for connecting consumer's premises with lines. 

Street Lighting, 

General: 
17 — 60 watt, 110 volt, a. c. multiple tungsten lamps, burning on a 
moonlight, dusk to 11 p. m. schedule. Current 12 cts. per 
kw-hr. 
Ornamental: 
None. 

HORICON. 

(Population, 1,881.) 
HORICON lilGHT & POWER CO. 

Method of generation, steam plant at Beaver Dam. 
Dally operating period, continuous. 

Commercial Lighting. 

Minimum bill, |1.00 per month. 

First 40 kw-hr. per month, 20 cts. with 25% discount if paid be- 
fore 15th. 

Next 160 kw-hr. per month, 20 cts. with 50% discount if paid be- 
fore 15th. 

Next 200 kw-hr. per month, 20 cts. with 60% discount if paid be- 
fore 15th. 

Next 200 kw-hr. per month, 20 cts. with 62.5% discount if paid be- 
fore 15th. 

All over 600 kw-hr. per month, 20 cts. with 65% discount if paid be- 
fore 15th. 

« . 

Commercial Power. 

For motors of 2 h. p. and less (nominal rated capacity) a minimum 
charge of $2.00 per month shall be paid and for each motor of 
over 2 h. p. a minimum charge of $1.00 per month shall be paid 
for each h. p. or fraction thereof of the nominal rated capacity 
of the motor. 

00 to 12.5 kw-hr., $1.00 per month (minimum bill.) 
12.5 " 200 " 8 cts. per kw-hr. 

200 " 500 " 7 « «• « 

500 " 1,250 " 6 " " 

1,250 " 3.000 " 5 " " " 

Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

6 — 350 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning: on an all-night every-night schedule. Rate $30.50 
per lamp per year. 
65 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamDS, 
burning on a midnight every-night schedule. Rate ^24 
per lamp per year. 
9 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a midnight every-night schedule. Rate $25 
per lamp per year. 
Ornamental : 
None. 
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HUDSON. 

(Population, 2,810.) * 

BURKHARDT MILLING & BliBOTBIO FOWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

• 

Commercial Lighting. 

Minimum monthly charge, $0.75. 
10 cts. per kw-hr. for residence lighting. 
8 cts. per kw-hr. for business lighting. 

Discounts if bills are paid before the 25th of the succeeding month: 
Monthly bill 00 to $4.00 no discount. 

" $4.00 to 6.00 5 per cent discount 

" 6.00 to 10.00 10 

" 10.00 to 15.00 15 

" 15.00 to 20.00 20 

" 20.00 to 25.00 25 

" 25.00 to 30.00 w. . . .30 

" 30.00 and over 30 

Qooking Rate: 
Minimum charge per tnonth, 75 cts. 

3 cts. per kw-hr. with a discount of 10 per cent if bill Is paid ten 
days from date. 

Commercial Power. 

Minimum charge of $1.35 for the first h. p. per month and $1.00 for 

each additional h. p. 
6 cts. per kw-hr. for current used by motors of less than 5 h. p. 
5 cts. per kw-hr. for current used by motors of 5 h. p. and over. 
For motors using 50 kw-hr. per month, per h. p. 20% discount. 

75 " " " " 30% 

100 " " " " 40% 

150 " " " " 50% " 

Except on bills of $50.00 and over, on which a discount of 50% is 

allowed. 
Service is discontinued if bills are not paid within thirty days from 
date, and a charge of $1.00 is made for reconnection. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Rural Service. 

Current, 10 cts. per kw-hr. 

Discounts if bills are paid by the 10th of the month: 

Monthly bills up to 40 kw-hr, 20% 

" 40 to 60 " 25% 

" 60 to 100 " 30% 

" 100 to 150 " 35% 

" 150 kw-hr. or over 40% 

Minimum charge of $3.13 per month for electric lights and appli- 
ances, including one one-h. p. motor, and $1.25 per month for 
each additional h. p. 20% discount if paid before the 10th of 
the month. 
Jtate for Motors Used for Silo Fillers: 
30 cts. per h. p. per day. 

All motors of 15 h. p. and larger to be three phase. 
Customers required to build their own lines to company's power 
line and furnish all apparatus except meters. 
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Street Lighting. 

Gknebal: 
56 — 6.6 ampere, a. c. series carbon street lamps, burning on an all- 
night moonlight schedule. Rate $51 per lamp per year. 
46 — 100 e. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on an all-night moonlight schedule. Rate $12.75 
per lamp per year. 
Ornamental: 
None. 

HUMBIBD. 

(Population, 425.) 
WISCONSIN-MINNESOTA LIGHT & POWER CO. 

(See Alma Center for commercial rate schedule.) 

Street Lighting. 

General: 

6 — 60 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps, bum- i 

Ing all night, every night. Rate $24 per lamp per year. 
Ornamental: 

None. 

flUBLEY. 

(Population, 2,967.) 

IRONWOOD A BESSEMER RAILWAY & LIGHT CO. 

Method of generation, steam. 
Dally operating period, continuous. 

Commercial Lighting. 

Minimum monthly bill, 50 cts. 

1 to 20 kw-hr. Inclusive 10 cts. per kw-hr. 

21 to 49 " " 9 " " •• 

50 to 69 " " 8 " " 

70 to 99 " " 7 " " " 

100 and over 6 " " 

A discount of 5% is allowed ojn all bills amounting to more than 
50 cts. per month if paid by the 10th of the month. 

Commercial Power. 

1 to 99 kw-hr. Inclusive 7 cts. per kw-hr. 

100 to 299 " " 6 " " 

300 to 499 " " 5 " " 

500 to 749 " " 4 " " 

750 to 999 " " 3 " " " 

1,000 and over 2 " " 

Meters are owned by utility. 

Consumers furnish wire to nearest pole in connecting premises with 
lines. 

Street Lighting. 

General: 

37 — 4 ampere, d. c, series magnetite arc lamps, burning on an all- 
night every-night schedule. Rate $60 per lamp per year. 

25 — 25 c. p., 4 ampere, a. c. series tungsten lamps, burning on an 
all-night every-night schiedule. Rate $15 per lamp per 
year. 

44 — 40 watt, 110 volt, a. c. multiple tungsten lamps, burning on an 
all-night every-night schedule. Rate $15 per lamp per 
year. 
Ornamental: 

None. 
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HUSTISFORD. 

(Population, 615.) 

HUSTISFORD MGHT, POWER & MFG. CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Ldghting. 

When current consumed any month is less than 9. kwrhr. a- miAlr- 

mum charge per month of fl.OO for the month shall be paid. , 
First 100 kw-hr., 12 cts. per kw-hr. , • 

Second 100 kw-hr., 10 cts. per kw-hr. 
Third lOQ kw-hr., 8 cts. per kw-hr. 
Next 300 kw-hr. 6 cts. per kw-hr. 
All over the al>ove amounts 4 cts. per kw-hr. 

Commercial Power. 

Minimum bill: For motor of 2 h. p. and less. (nominal rated ea-. 
pacity) a minimum of $2.00 per month shall.be paid; and for 
each motor of over 2 h. p. a minimum charge of $1.00 per 
month shall be paid for each h. p. or fraction thereo^of the 
nominal rated capacity of the motor. 
Current: 
First 100 kw-hr. 8 cts. per kw-hr. 
Second 100 kw-hr. 6 cts. per kw-hr. 
Third 100 kw-hr. 5 cts. per kw-hr. 
Next 300 kw-hr. 4 cts. per kw-hr. 
All over the above amount 8 cts. per kw-hr. 
Discount 5% if paid within 10 days. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street lilghting. 

General: . . 

17 — 80 c. p., 4 ampere a. c. series tungsten lamps, burning on a 
midnight every-night schedule. Rate $20 per lamp per 
year. 
5 — 200 c. p., 4 ampere, a. c. series tungsten lamps, burning on a 
midnight every-night schedule. Rate $40 per lamp per 
year. 
Ornamental: 
None. , 

INDEPENDENCE. 

(Population, 664.) '•.. 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to 11:30 p. m. and 5 a. m. to daylight. 

Commercial Lighting. ■ -. '^ 

Meter Rates: 
Minimum charge per month, $0.50. 
Current, 10 cts. per kw-hr. 
Flat Rates: " '■'''- ■' 

50 cts. per 16 ,c. p. per month. . - 

Meters are owned by utility. 

A charge for material and labor is made for connecting consumer's 
premises with lines. '* 
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Street Lighting. 
Oenebal: 
14—250 watt, 14—100 watt and 16—60 watt multiple tungsten 
lamps, burning from dusk to 11:30 p. m. No charge. 
Obnamental: 
None. 

INDIAN FOBD. 

(Population, 100.) 

JANESVILLE ELECTRIC COMPANY. 

Method of generation, steam and hydraulic plant at Janesville. 
Daily operating period, continuous. 
(For rate schedule see E3dgerton.) 
Street Lighting. 
Noi^e. 

lOLA. 

(Population, 850.) 

lOLA ELECTRIC LIGHT & POWER CO. 

Method of generation, steam. 

Daily operating period, sunset to 12 p. m. and 5 a. m. to daylight. 

Commeroial Lighting. 

Minimum monthly bill, |1.00, plus meter rent of 25 cts. per month. 

Current, 10 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 

32 — 40 c. p., d. c. series tungsten lamps, burning on an every-night 

midnight schedule. 
4 — 80 c. p., d. c. series tungsten lamps, same burning schedule as 

above. 
3 — 100 c. p., d. c. series tungsten lamps, same burning schedule as 

above. 
Flat charge of $750 per year for all street lighting. 
Obnamental: 
None. 

mON BIDOE. 

. (Population, 700.) 

IRON RIDGE ELECTRIC LIGHT AND POWER GO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

" Minimum charge per month, $1.00. 
Current, 10 cts. per kw-hr. 

Commercial Power. 

Minimun),. charge per month, $1.0,0 per h. p. 

Current, 10 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Genebal: 

10 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning from 
dusk to 11 p. m. Rate $17.50 per lamp per year. 
Ornamental: 

None. 
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IRON RIVER. 

(Population, 1,007.) 

IRON RIVER WATER, LIGHT & TEI/EZPHONE CO. 

Method of generation, steam. 

Daily operating period, dusk to daylight. 

Commercial liightiiig. 

Meter Rates: 
Minimum monthly bill, 75 cts. 
Current, 10 cts. per kw-hr. 

On bills paid before the 10th of the month, the following discount 
will be allowed on meter readings: 

From 1 to 50 kw-hr 15% 

50 to 100 " 20% 

" 100 to 200 " 25% 

" 200 to 300 " 30% 

" 300 to 400 " 35% 

BYat Rates: 
Residences: 

1 to 5 — 16 c. p. lamps, 36 cts. each. 
5 to 10 " " 30 

10 to 100 " " 25 

Business, 10 o'clock: 

1 to 5 — 16 c. p. lamps, 40 cts. each. 
5 to 10 " " 35 

10 to 100 " " 30 

Business, all night: 

1 to 5 — 16 c. p. lamps, 80 cts. each. 
5 to 10 " " 65 

10 to 100 " " 46 

Commercial Power. 

2% cts. per kw-hr. 
Meters are owned by utility. 
No charge' made for connecting building to line. 

Street Lighting. 
General: 
11 — 500 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 

burning on an all-night every-night schedule. 
5 — 100 watt, HO volt, a. c. multiple tungsten lamps, burning on an 

all-night every-night schedule. 
4 — 100 watt, 110 volt a. c, multiple carbon incandescent lamps, 

burning on an all-night every-night schedule. 
Plat charge of $1,000 per year for all street lighting. 
Ornamental: 
None. 

IXONIA, TOWN OF. 

(Jefferson County.) 
MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Parts II and III.) 

JANESVILLK 

(Population, 13,894.) 

JANE8VILLE ELECTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 
12— E. R. 
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Commercial Lighting. 

Meteb Rates: 
Minimum monthly charge, |1.00. 
Current, 10 cts. per kw-hr. 
Subject to the following discounts for quantity consumed: 

- Bills from $5.00 to |10.00 per month 5% discount 

10.00 to 20.00 " 10% 

20.00 to 30.00 " 15% 

30.00 to 40.00 " 20% 

40.00 to 50.00 " 25% 

50.00 to 75.00 " 30% 

75.00 to 100.00 " 35% 

" • " 100.00 to 150.00 " 40% 

" 150.00 to 200.(T0 " 45% 

" 200.00 and over " 50% 

Discount 5% if paid in 12 days. 
Flat Rates: 

Yearly contract basis, 1 ct. per watt per month for total installation 
which is to be confined to 25 watt tungsten lamps. Maximum 
contract $3.00 per month, minimum $1.00, less 5% discount if 
paid by the 12th of the month. £2xces8 indicator to be used to 
control the current used. 
All contracts to be for one year and thereafter may be discontinued 
by either party by giving 30 days' notice. 

Long Hour Discount Bchedule, 

This is used for store lighting and is based upon 80% of connected 

load. 
When consumption per 50 watt unit, or equivalent installed 
amounts to: 

2,000 to 3,000 watt-hours 5% discount from 10-ct. rate. ' 

3,000 to 4,000 '^^ 10% 

4,000 to 5,000 " 15% " " " •* 

5.000 to 6,000 " 20% " " 

6,000 to 7,000 " 25% 

7,000 to 8,000 " 30% 

8,000 to 9,000 '* 35% 

9,000 and over " 40% " " •* " 

5% discount is allowed from above rates if bill is paid within 12 
days from date. 
Sign and Display Lighting: 
Dusk until 11 p. m., 1,825 hours per year at 7 cts. per kw-hr. $0,128 

per watt per year. 
Dusk all night, 4,327 hours per year at 5 cts. per' kw-hr. $0,216 per 

watt per year. 
Where we own sign add 40% of cost of sign to the annual amount 
which the lights come to at above rate and require a three 
year contract. 
Less 5% discount if paid by the 12th of the month. 
10% discount from above rate if sign is not used before 6 p. m. 
A net flat rate of 50 cts. per month is made for single porch, barn 

or hall light of 40 watts. 
Employes are given a net rate of 7 cts. per kw-hr. for their house 

lighting. 
Arc lamps connected to 6.6 ampere all-night street lighting circuits 

are furnished at $5.25 per month. 
Ornamental curb post with five 60 watt tungsten lamps burning 
from dark until 11 p. m., company to control switch and main- 
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tain, at $4.00 per month where post is purchased by the cus- 
tomers, or $6.00 a month on a two year contract where company 
furnishes the post. 
Customers outside the corporate limits of Janesville, and in the vil- 
lage of Fulton, are supplied at Janesville city rates. Customers 
along transmission line between Janesville and Indian Ford pay 
Janesville city rates with the exception that the minimum charge 
*is $2.00 instead of $1.00 per month. 

Commercial Power. 

Meter Rates: 
For each motor of 1 h. p. and less (nominal rated capacity) a 
minimum charge of $1.25 per month shall be paid, and for each 
motor of over 2 h. p. a minimum charge of $1.00 per month 
shall be paid for each h. p. or fraction thereof, of the nominal 
rated capacity of the motor. 
Rate for current, 5 cts. per kw-hr. 
Subject to following discounts for quantity consumed: 

Bills from $5.00 to $10.00 per month 5% discount. 

10.00" to 20.00 " 10% 

20.00 to 30.00 " 15% 

30.00 to 40.00 " 20% 

40.00 to 50.00 ." 25% 

50.00 to 75.00 " 30% 

75.00 to 100.00 " 35% 

" 100.00 to 150.00 " 40% 

" 150.00 to 200.00 " 45% 

" 200.00 and over " ..... 50% 

Power customers signing agreements not to use power during the 
peak load in winter are given a 10% added discount to the 
above schedule. 
Special, rate of 1^ cts. per kw-hr. net for E. P. Doty grist mill, he 
not to use current during the peak hours of lighting and also 
discontinue use of power during emergencies at power plant. 
When service is discontinued for nonpayment of account, a charge 
of $1.00 is made for the reconnection of service. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
444 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning all night, every night. Rate $18 per lamp per year. 
19 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning all night, every night. Rate $24 per lamp per year. 
16 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning all night, every night. Rate $36 per lamp per yeai^ 
Ornamental: 
120 posts, 90 feet apart, staggered; 1 — 400 c. p., 15 ampere, gas 
filled tungsten lamp on each post burning all night, every 
night. Rate $40 per post per year. System Installed by city 
and utility. City pays for service. Utility maintains system. 

JEFFERSON. 

(Population, 2,582.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 
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Commercial Lightiixg. 

14( cts. per kw-hr. for the first 30 hours' use or less per month of | 

the active connected load. 
10 cts. per kw-hr. for the next 60 hours* use per month of the ac- 
tive connected load. 
6 cts. per kw-hr. for all current used In excess of the above 90 
hours. . 
A discount of 10 per cent will be allowed on lighting bills paid on 

or before the tenth of the month. 
The active connected load shall in each case be a fixed percentage | 
of the total connected load, consisting of lamps, appliances, i 
etc. installed on the consupier's premises. 
• Class A includes residences, rooming houses and public buildings, 
for all of which 45 per cent of the total connected load shall 
be considered active. 
Class B includes schools, churches, hotels and industrial establish- 
ments which close not later tlian 6:00 p. m., for which class 
50 per cent of the total connected load shall be considered 
active. 
Class C Includes stores, offices, Jivery stables, lodges, saloons, 
banks, theaters and all other consumers not herein specifically 
provided for, in which class 60 per cent of the total connected 
load shall be considered active. 
Heating and Cooking Rate: 

Minimum monthly charge, |2.00 for the first 4 kw. of connected 

load, and 50 cts. for each additional kw. of connected load. 
Charge for current: 
First 10 kw-hr. per month, 10 cts. per kw-hr. 
All over 10 kw-hr. per month, 2 cts. per kw-hr. 

Commercial Power. 

First 200 kw-hr. during any one month 6 cts. per kw-hr. 

Next 200 kw-hr. during any one month 5 cts. per kw-hr. 

Next 200 kw-hr. during any one month 4 cts. per kw-hr. 

All energy in excess of 600 kw-hr. during any one month 3 cts. 

per kw-hr. 
A minimum monthly charge of $1.50 for 2 h. p. or fraction thereof 
and 75 cts. for each additional h. p. above the first 2 h. p. will 
be made. 
Lighting service through polyphase meter permitted only where 
lighting load does not exceed 10 per cent of the total connected 
power load. 
All apparatus including lamps to be used for such service must be 

furnished by consumer. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

128 — 60 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on an all-night moonlight schedule. Rate $18 per 
lamp per year. 
Ornamental: 
55 posts, 4 posts to block in pairs; 1 — 40 watt and 4 — 25 watt tung- 
sten lamps on each post; 40 watt lamps burn all night, every 
night and 25 watt lamps burn until 11 p. m. Rate $14 per ppst 
per year. System installed by abutting property owners. 
Cost of maintenance borne by city and the utility. City pays 
for service. 
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JEFFERSON, TOWN OF. 

f (Jefferson County.) 

^ WISCONSIN GAS & EliEOTRIC COMPANY. 

('See rural rate schedule for town of Geneva. ) 

Street Lighting. 
None. 

JOHNSON CREEK. 

(Population, 425.) 

WISCONSIN GAS & EliECTRIC COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Schedule is same as that of M. L. H. ft T. Co., Milwaukee, Part I, with 
reads as follows: 

I. (B), 4— OPTIONAL OR INCREMENT RATE FOR POWESR 

SERVICE. 

To customers contracting on company's standard form to use service 
specified as power for periods of one year or more and who actually 
so use such service the charge for electric power service shall be 
computed at rates as follows: 
First 200 kw-hr. during any month 6 cts. per kw-hr. 
Next 200 " " " *• 5 " " " 

« 200 " " " " 4 " " " 

All energy in excess of 600 kw-hr. during any month 3 eta. per 
kw-hr. 

(a) The foregoing optional rate for power does not include renew- 
als of any incandescent lamps. 

(b) The foregoing rate Ia subject to the minimum monthly pay- 
ments specified in Section II, (B), 2. 

III. (B) POWER SERVICE. 

1. The maximum demand charge during any month for power 
service (B) shall not be less than that computed on the basis of 
75% of the maximum demand during any previous month of 
the customer's contract year. 

Street Lighting. 
Ge]<jeral: 
45 — 60 c. p., 6.6 ampere, a. c, series tungst^ lamps, burning upon 

an all-night every-nlRht schedule. 
Rate: First 25 lamps at $28.80 per lamp per year. 
Next 25 " 22.80 

" 25 " 21.00 

Over 75 " 20.00 

Ornamental: 
None. 

JUNEAU. 

(Population, 1,003.) 
MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

12 cts. per kw-hr. for first 50 kw-hr. per month. 

10 cts. per kw-hr. for all in' excess of 50 kw-hr. per month. 

Minimum charge 75 cts. per month. 

5% discount if bills are paid on or before the 15th 'of the month. 
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Ck>mmercial Power. 

8 cts. per kw-hr. for the first 400 kw-hr. per month. 

7 cts. per kw-hr. for the next 600 kw-hr. per month. 

6 cts. per kw.-hr. for the next 800 kw-hr. per month. 

5 cts. per kw-hr. for the next 1,000 kw-hr. per month. 

Minimum charge $1.00 per month per h« p. 

Discount of 5% if hill is paid on or before the 15th of tlie month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Genebal: 
40 — 250 c p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning every night until 11 p. m. Service metered at 
commercial lighting rate. 
Ornamental: | ' "^'^^HHW 

13 posts, 11 posts to block, staggered; 1 — 40 watt and 4 — 25 watt 
tungsten lamps on each post. Service metered at commercial 
lighting rate. System installed by city. City pays for service 
and maintains system. 

EAUKAUNA. 

(Population, 4,717.) 

MUNICIPAL PLANT. 

Method of generation, hydraulic and current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Schedule A. 115 volt single phase service. 

First 100 kw-hr. per month 9 cts. per kw-hr. 
Next 100 " " " 6 " " " 

" 400 " " ** 5 ** " ** 

All over 600 " " " 4.5 " " 

Minimum charge for each meter <!onnected $1.00 per month. 
All less 5 per cent if paid within ten days from date of bill. 

Commercial Power. 

Schedule B. 
Three phase, 60 cycle, 230 volt service. 

First 100 kw-hr. per month 7 cts. per kw-hr. 
Next 200 " " " 5 " " " 

" 200 " ** ** 4 " " " 

All over 500 " " " 3 " " '* 

Minimum charge $1.00 for first h. p. or fraction thereof of con- 
nected load and 50 cts. per h. p. for each^ additional h. p. or 
fraction thereof of connected load. 
All less 5 per cent if paid within ten days from date of hill. 
Schedule C. No discount. No less than two year contract for 200 
h. p. of connected load or over. 
Less than 50 hours* monthly use of maximum demand 3 cts. per 
kw-hr. 

50 to 100 hours' monthly use of maximum demand, 2 cts. per 
kw-hr. 

100 to 200 hours* monthly use of maximum demand, 1.5 cts. per 
kw-hr. 

200 to 300 hours, monthly use of maximum demand, 1.3 cts. per 
kw-hr. 

300 to 400 hours* monthly use of maximum demand, 1.2 cts. per 
kw-hr. 
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400 to 500 hours' monthly use of maximum demand, 1.1 cts. per 
kw-hr. 

500 and above hours' monthly use of maximum demand, 1 ct. per 
kw-hr. 

The maximum demand to be the maximum load thrown on utility's 
system continuously for a period of one-half hour. This de- 
mand to be, determined from time to time by tests with curve 
drawing watt-meter or other suitable instrument. 

Minimum charge 50 cts. per h. p. or fraction thereof per month of 
connected load when current consumption shall produce a less 
total amount. 

Under the above rates no free lamp renewals will be made, but all 
lamps will be sold at cost. 

Dump Power Rate. Not less than 500 kw. connected load. 
Schedule D. -220 volt or 440 volt — three phase service. 

No cash discount. 

$0,003 per kw-hr. 

Minimum charge based on following formula: 

Total kw. hours consumed per year. 

Maximum continuous demand for 60 minutes x number of hours current 

was available during: year. 

Under this formula a load factor of 70 per cent must be shown 

or customer will be billed to make yearly load factor equal 

this 70 per cent. 

This power is only such power as can be generatel by water power, 

and is termed our water-power power rate. 

This power, of course, can only be delivered when water power Is 

available and its delivery is subject to the jurisdiction of the 

United States government over the Fox river for navigation 

purposes. 

Electric Cooking Rate: 

Schedule E. 230 volt service. 

First 100 kw-hr. per month 4 cts. per kw-hr. 

Next .200 " " " 3 " " « 

All over 300 " " " ....2 " " 

Electric Water Heating Rate: 

Schedule F. 230 volt service. 

Heaters are operated continuously and therefore no meter is 

needed. 

Minimum monthly charge, $3.00. 

$5.00 per kw. of connected load per month. 

Minimum charge for each meter connected $1.00 per month. 

All less 5 per cent if paid within ten days from date of bill. 

Kaukauna Lumber and Manufacturing Company power contract 

limited hours, 2 cts. per kw-hr. flat. 

Arch lighting for bu^ness streets $2.00 per arch per month 5 hours 

per night, lamp renewals included. 

Kaukauna Water Dept, 2300 volt, 3 phase service, supply controlled 

except in case of fire and time of use under our direction 1% 

cts. per kw-hr. 

Meters are owned by utility. 

No charge for connecting consumer's premises with lines. 

Street Lighting. 
General: 
89 — 4 ampere, d. c. series magnetite arc lamps, burning all night, 
every night. Rate $65 per lamp per year. 
9 — 200 c. p., 4 ampere, d. c. series tungsten lamps, burning all 
night, every night. Rate $42 per lamp per year. 
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21 — 200 watt. 115 volt, a. c. multiple tungsten lamps, burning 
every night until midnight. Service metered at com- 
mercial lighting rates. 
Ornamental: 
None. 

KENDALL. 

(Population, 477.) 

KENDALIi ELEfCTTRIO COMPANY 

Method of generation, kerosene engine. 
Daily operating period, 4 p. m. to 11 p. m. 

Commercial Lighting. 

Mbteb Rates: 

First 10 kw-hr. 17^^ cts. per. kw-hr. 

Next 20 " 15 " " 

Over 30 ** 12% " " 

Minimum charge $1.00 per month. 

Power for small motors furnished at lighting rate. 
Plat Rates: 

$1.00 per month for blacksmith shops, printing office, churclies, 
and a few residences. 
Meters owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 
11 — 60 watt, 220 volt, d. c, multiple tungsten lamps, burning on a 

moonlight dusk to 11 p. m. schedule. 
11 — 100 watt, 220 volt, d. c. multiple gas filled tungsten lamps, 

same burning schedule as above. 
11 — 250 watt, 220 volt, d. c. multiple tungsten lamps, same burn- 
ing schedule as above. 
Flat charge of $800 per year for all street lighting. 
Ornamental: 
None. 

KENOSHA. 

(Population, 21,371.) 
WISCONSIN GAS & ELECTRIC CO. 

Method of generation, steam. 
Daily operating period, continuous. 

I STANDARD RATE 
To customers signing the company's standard form of contract provid- 
ing for service for one year or more, the charge for elec- 
tric service shall be computed on "the following basis: 
Demand Charge. 

$42 per year for each kw. of demand of the first 10 kw. 
$30 " " " " " 50 " 

$24 " " " " in excess of 60 " 

Payable in equal monthly installments. 
Energy Charge. 

5 cts per kw-hr. for the first 100 kw-hr. consumption during 

month. 
4 cts. per kw-hr. for the next 900 kw-hr. consumption during 

month. 
3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during 

month. 
2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 
month. 
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1% cts. per kw-hr. for all energy consumed in any month in 
excess of 10,000 kw-hr. 

(a) LiGHTiiTO Sebyice. 

The foregoing rate shall apply to all customers utilizing com- 
pany's electric service for lighting and receiving free re- 
newals of company's standard lamps. 

(b) Power Service. 

The foregoing rate, less ^ ct. per kw-hr. shall apply to (1) all 
customers utilizing company's service for the operation of 
electric motors and not receiving any free renewals of com- 
pany's standard lamps; and to (2) all customers utilizing 
company's service for any purpose and not receiving any 
free renewals of company's standard lamps. 

(c) Limited or "Off-Peak" Service. 

The foregoing rates for lighting and power service, respectively, 
less one-half the "demand charge" shall apply to all cus- 
tomers contracting to utilize and utilizing the company's 
service at times during the calendar day, other than during 
the hours of the month specified as follows: 

Month. Hours during which service 

shall not he used. 

October 5:30 p. m. to 7 p. m. 

November 5 : 00 " 

December 4:30 

January 4 : 40 " 

February 5:20 

March 6:00 

(d) "Ten Seven" Service. 

The foregoing rates for lighting and power service, respectively, 
less three-quarters of the "demand charge" shall apply to 
all customers contracting to utilize and utilizing the com- 
pany's service only during the hours 10 p. m. to the follow- 
ing 7 a. m. 

II MAXIMUM RATE FOR SERVICE AND MINIMUM PAYMENTS. 

The maximum rate of charge for service during any month shall 
be not greater than the rates for service that would be ob- 
tained under the existing increment rate schedules, with 
the prompt payment discounts applying thereto, viz.: 

(1) Lighting Service. 

First 50 kw-hr. during any month, 12 cts. per kw-hr. 

Second 50 

Next 200 " 

Next 300 

Next 14,400 
Next 15,000 " 
All energy in excess of 30,000 kw-hr. during any month, 3 
cts. per kw-hr. 

(2) Power Service. 

First 100 kw-hr. during any month, 8 cts. per kw-hr. 

Second 100 " " " " 6 " 

Third 100 " " " " 5 " 

Next 800 " " " " 4 " " 

All energy in excess of 600 kw-hr. during any month, 3 cts. 
per kw-hr. 
The prompt payment discount hereinbefore referred to, applicable 
to the foregoing maximum rates, is a discount of 5 per cent 
for cash payment upon bills paid at the company's office 
within ten days after their respective dates. 
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Minimum Monthly Payments. 
Minimum monthly payments by any consumer shall be tlie monthly 
installment of the annual "demand charge," provided, how- 
ever, that the minimum monthly payment in any Instance 
shall be not greater than the minimum charge tliat would 
be made under the existing schedule, viz.: 

(a) For lighting service a minimum payment of $1.00 and in 
addition thereto 25 cts. for each glower of each Nemst lamp 
installed, |1.50 for each arc lamp installed. 

(b) For power service a minimum charge of $2.00 for an in- 
stallation of 2 h. p. or less nominal rated capacity, and in 
addition thereto $1.00 for each h. p. or fraction thereof of 
rated capacity, in addition to the first two h. p. Ttie provi- 
sions for minimum monthly payments are applicable under 
all rates. 

Ill MEASUREMENT OF DEMAND. 

In the application of the "Standard Rate," the consumer's de- 
mand shall be determined by measurement or assessment 
as follows: 
*fA) Lighting Servicet Commercial. 

(a) In installations of 1 kw. connected and less, demand shall 
be determined as 100 per cent of the first 300 watt con- 
nected, plus 66% per cent of connected load in addition to 
the first 300 watts, except where tests indicate the demand 
to be larger than that computed on this basis. 

(b) In installations of greater than 1 kw. connected, the de- 
mand shall be measured. 

(B) Power Service. 
The demand of a consumer using the company's service for 
power shall be determined as the maximum rate at which 
energy is used for any continuous period of fifteen con- 
secutive minutes, as shown by integrating watt meter. 

IV RESIDENCE LIGHTING SERVICE. 

To customers contracting for residence electric lighting service for 
periods of one year or more, including free renewal of company's 
standard lamps, the following rate shall apply: 

(a) Primary charge of 12 cts. per kw-hr. for: 

1. the first 4 kw-hr. consumed per month for each of the first 

four active rooms; 

2. the first 2\^ kw-hr. consumed per month for each of the active 

rooms in excess of the first four. 
All rooms, except the following, shall be computed as active: 
Three rooms (which are primarily or may be used as bed rooms, 

including therein finished attic or garret room), bathrooms, 

basements, garrets, closets and back porch. 

(b) Secondary charge of 5 cts. per kw-hr. for all energy consumed 

per month in excess of that paid for at* the primary rate in 

(a) up to a total of 7 kw-hr. consumed per month per active 
room. 

(c) Tertiary charge of 2 cts. per kw-hr. for all energy consumed per 

month in excess of that paid for at the primary rate (a) 
and secondary rate (b) or for all energy consumed in excess 
of 7 kw-hr. per active room per month. 

1. The quantity of energy paid for at the primary rate (a) Is 

not included in the energy computed at the secondary rate 

(b) or at the tertiary rate (c). 

2. In determining the number of active rooms, all rooms whether 
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containing lights or not shall be counted, except the follow- 
ing: Three rooms (which are primarily or may be used as 
bedrooms, including therein finished attic or garret rooms) 
bathrooms, basements, garrets, closets and back porch. 

3. A room used as a children's nursery or work room and con- 

taining a couch sometimes used as sleeping quarters is not 
classed as a bed room. 

4. Halls and hallways used and furnished as living rooms and 

having an area in excess of 120 square feet are classed as 
active rooms. 

5. A part of a room not cut off by partition and door which Is 

generally known as an alcove shall not be counted as an ad- 
ditional active room unless it is furnished and used for a 
distinctly different purpose or its area exceeds 33%% of the 
total area of the room and alcove. 

6. Front, side and back porches with or without lights are not 

classed as active. Back porches are specifically excepted in 
rate schedules, as in many cases they are enclosed and used 
as a summer kitchen or dining room and, as such, might 
be taken as a room. 

7. Where service for a barn or garage Js supplied through the 

same meter as that through which service for th6 residence 
is supplied, all active rooms in garage or barn are added to 
those of the house and the rate applied. 

8. Where separate meters are supplied, a garage or barn shall 

be treated as a separate residence. 

9. All classes of domestic heating and power consuming devices 

may be supplied through the meter by which the lighting 
service is measured, in which case this rate shall apply. 

Battery charging outfits, refrigerating outfits, non-portable air 
compressors or vacuum cleaners, or similar apparatus not 
in use between the hours of 4:30 p. m. and 8:30 p. m. may 
be supplied through the residence meter. 

Motors or other power consuming devices, when connected to 
residence service meter, must conform to the following rules: 

All such motors and devices must be equipped with starting ^ 
or regulating apparatus to limit automatically the initial 
current in starting to an amount not exceeding 2% times 
the full load current as determined by manufacturer's rat- 
ing. Motors or other devices having a rated capacity 
greater than % kw. shall be wound for 240 volts and cus- 
tomer shall arrange building wiring and meter loops for 
three-wire service and meter. 

10. Elevators and wireless telegraph apparatus using service in- 

termittently shall not be supplied at residence rates or 
from residence service connection. Such apparatus must be 
supplied from power mains and, where a special extension of 
power service is required, customer shall pay the cost of 
the necessary extension in accordance with the rules of the 
company governing such extension of service. Customer 
shall contract for service for such apparatus at the company's 
regular power rates. 
11. In apartment houses each apartment shall be classed as a 
separate residence. The public portions of the building, 
such as hallways, elevators and enclosures, public dining 
rooms and kitchens, pantries, etc.. connected therewith shall 
be treated separately. Service for such portions of the 
buildings may be purchased either under the residence rates 
(IV) or the standard commercial lighting rates (I) at the 
option of the purchaser. If service is furnished at the resi- 
dence rate (IV), the energy charge to be paid for monthly 
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at the primary rate shall be computed upon the basis of oimi 
active room per floor (exclusive of basement), multiplied 
by the number of main entrances to the building, plus the, 
rooms used as kitchens, building storerooms, pantries, dining 
rooms and offices. The active rooms in janitor's Quarters, it 
supplied through the same meter as public portions of the 
building, shall be added. Janitor's quarters metered separ- 
ately shall be treated as a separate residence. 

12. The residence schedule shall not be applied to any apart* 

ment house wherein the la'ndlord or agent is billed for the 
entire service consumed in the building and rebills the servn 
ice to the occupants of the apartments. In such cases, the 
increment lighting rate shall be used. 

13. The residence schedule shall not be applied to customers 

whose practice it is to have service cut off during th.e sum- 
mer months. It shall be applied only to those who sign con- 
tracts providing for service by the year and who pay at least 
the minimum monthly payment provided for in the contract. 
When company is unable to read meters for any month or 
months, the quantity of energy to be paid for monthly at 
the primary rate shall be increased pro rata. 

14. Customers occupying a portion of a business building as a 

residence may combine residence service with commercial 
lighting service through one meter. In no case, however, 
shall the residence rate be combined with the commercial 
lighting rate and residence rates cannot be applied to such 
combination service. 

FLAT RATE DISPLAY LIGHTING. 

Company will sell service for flat rate display lighting controlled by 
company on yearly contracts, on the following basis of monthly 
payments: 
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The foregoing flat rates include renewals of carbon filament lamps 
only and include no other maintenance. 
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DiscoixT For Prompt Payment. 
On bills paid at offices of company or its authorized collection 
agencies within ten days of date of bill, a discount of 5% of the 
first $25.00 of all bills and 1% on amounts in excess of $25.00 
will be given. This discount shall apply only where the prompt 
payment discount of 5% provided for in the existing increment 
rate schedules, is not given. 

SHORT TIME RATE. 

To customers obtaining service for periods of less than one year the 
charge for electric service shall be computed according to the 
existing increment rate schedules with the prompt paying dis- 
count applying thereto, viz.: 

(1) Lighting Service. 

First 50 kw-hr. during any month, 12 cts. per kw-hr. 

Second 50 " " " 10 

Third 200 " " " 8 

Next 300 *• " " 6 

Next 14,400 " " " 4 

Next 15,000 " " " 3% 
All energy in excess of 30,000 kw-hr. during any month, ^ cts. 
per kw-hr. 

(2) Power Service. 

First 100 kw-hr. during any month 8 cts. per kw-hr. 

Second 100 " " " 6 

Third 100 " " " 5 

Next 300 " *' . " 4 

All energy in excess of 600 kw-hr. during any month, 3 cts. per 
kw-hr. 
The prompt payment discount hereinbefore referred to, applicable 
to the foregoing short time rates, is a discount of 5,% for cash 
payment upon bills paid at the company's office within ten days 
after their respective dates. 

Renewals of Standard Incandescent Lamps. 
To customers entitled to free renewal of company's standard lamps, 
upon the return to the company's offices of burned out incandes- 
cent lamps, with bulbs unbroken and accompanied by renewal 
card, company will supply, without charge, its standard incan- 
descent lamps which are as follows: 
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Approximate watts consumption 
at maximum voltage. 



Nominal c. p. 



Filament. 



•10 ,. 

20.., 

25 

30 i. 

50 

100 




Carbon 



Metal ized 



* For sign and decorative lighting only. 
Prices for Mazda lamps are filed with the Railroad Commission. 

RULES CONCERNING CUSTOMERS' DEPOSITS. 

1. Customers who have no established credit rating are required 
to furnish a financially responsible guarantor, or make a 
cash deposit equal in amount to two moxtttui' estimated bills. 
Minimum deposits in all cases to be |5.00. 
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2. Customers operating moving picture houses or securing simi- . 

lar service for other businesses may reduce the required de- 
posit by entering into an agreement to pay weekly an esti- 
mated bill and by granting the company the privilege to dis- 
connect service upon failure to pay such estiniateU weeklv 
bill on demand; such customers, upon making such agree 
ment, shall deposit an amount equal to one-half of their 
estimated monthly bill. 

3. Customers who shall have failed to make full payment to the 

company of all previous service bills are required to pay all 
such bills before service will be furnished. 

4. Customers who shall have failed to make full payment to the. 

company of all previous service bills are also required to h 
make the cash deposit specified in rule *'l". 

5. Interest at the rate of 5% per annum will be paid on renewal 

or withdrawal of deposit. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises witli 

lines. 

SCHEDULE FILED BY THE KENOSHA ELECTRIC RY. CO. AVHICH 
HAS BEEN TAKEN OVER BY THE WISCONSIN GAS 

AND ELECTRIC COMPANY. 

■ 

Commercial Lighting. • 

Meter Rates: » 

Minimum charge $1.00 per month for each connected lighting ;" 

meter (including one power motor of less than ^ h. p. ■ 

rated capacity). i 

For the first 100 kw-hr 10 cts. per kw-hr. 

second 100 " 8 * " 

third 100 " 7 " " 

fourth 100 " 6 *' " 

For all over 400 " 5 " ** 

Discount 2 cts. per kw-hr. if bill is paid at company's oflEice on 

or before the 10th day of the month. 
The above rates will entitle the consumers to free renewal b> 
the company of standard carbon filament lamps. 

Street Lighting. 

General. 

219 — 4 ampere, d. c, series magnetite arc lamps, burning all night 

every night. Rate $61.80 per lamp per year. 
133 — 80 c. p., 4 ampere d. c. series gas filled tungsten lamps burn- 
ing all night every night. Rate |24.25 per lamp per year. 
Ornamental: 
82 posts spaced at about 100 feet: 1 — 600 c. p., 20 ampere a. c. gas 
filled tungsten lamp on each post. 19 lamps burn all night 
every night; rate $77.50 per lamp per year. 63 lamps bum 
every night until midnight; rate $61.50 per .lamp per year. 
System installed and maintained by utility. Abutting prop- 
erty, owners bear % of the cost of the service and thie city 
bears %. 

KEWASEUM. 

(Population, 625.) 
KEWASKUM EliECTRIC LIGHT OO. 

Method of generation, steam. 

Daily operating period, dusk to daylight. 
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Commercial Ughting. 

Minimum monthly charge, $1.00. 

Current, residences, 15 cts. per kw-hr.; residences and business 
places combined 12 1^ cts. per kw-hr.; business places, 10 cts. 
per kw-hr. 
Meter rent, 15 cts. per month. 

Discount on bill of $3.00 to $4.50 * 10% 

4.50 to 5.50 15% 

5.50 to 7.50 20% 

7.50 and over 25% 

Meters are owned by utility. 

No charge for connecting building to line. 

Street Ijighting. 

Geneelll: 
1 — 5 ampere, 110 volt, d c, multiple carbon arc lamp, burning 

every night until midnight, $72 per year. 
5 — 500 watt, 110 volt, d. c, multiple gas filled tungsten lamps, 

burning every night until midnight. Rate $72 per lamp 

per year. 
6 — 500 watt, 110 volt, d c, multiple tungsten clusters, burning 

every night until midnight. Rate $72 per lamp per year. 
Ornamentai.: 
None. 

KEWAUNEE. 

(Population 1,839.) 

MUNICIPAL PliANT. 

Method of generation, steam. 

Daily operating period, continuous except Sunday. 

Commercial [Lighting* 

Current, 6 cts. per kw-hr. 

Commercial Power. 

Current, 6 cts. per kw-hr. 
Meters are owned by consumers. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 

26 — 6.6 ampere, a. c. multiple carbon arc lamps, burning on an all- 
night moonlight schedule. Rate $85 per lamp per year. 
15 — 250 watt, 6.6 ampere, a. c. multiple tungsten lamps, burning 
on an all-night moonlight schedule. Rate $40 per lamp 
per year. 
Obnamental: 
None. 

KIEL. 

(Population, 1,244.) 

MUNICIPAL PLANT. 

Hethod of generation, producer gas. 
Daily operating period, . 

Ck)mmercial Lighting. 

Minimum monthly Mil, 90 cts. gross, 75 cts. net. 

First 15 kw-hr. per month, 13 cts. gross, 12 cts. net per kw-hr. 

Next 20 kw-hr. per month, 11 cts. gross, 10 cts. net per kw-hr. 

All in excess of 35 kw-hr. per month, 9 cts. gross, 8 cts. net per 
kw-hr. 

The difference between the net and the gross charges shall be the 
discount allowed when bills are paid on or before the 10th 
of the month following that for which senrice was rendered. 
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Commercial Power. 

First 50 kw-hr. per month 7 cts. per kw-hr. 
Next 200 " " " 5 " " 

", 250 " " ** 4 " " •" 

All in excess of 500 kw-hr. per month 3 cts. per kw-hr. 
Minimum monthly bill, $1.00 for the first h. p. installed, and 50 cts. 

for each' additional h. p. or fraction thereof installed. 
A discount of 5 per cent will be allowed on all power bills paid on 
or before the 10th of the month following that for which serv- 
ice was rendered. 
Meters are owned by the utility. 
No charge is made for coivnectlng consumer's premises with lines. 

Street Lighting. 

Qenesal: 

74 — 100 c. p., 4 ampere, d. c. series tungsten lamps, burning on an 
all-night moonlight schedule. Rate $24 per lamp per year. 
Ornamental: 

4 posts; 1 — 100 watt lamp and 4 — 60 watt a. c. series lamps on each 
post; 100 watt lamps burn all night and 60 watt lamps burn 
until midnight. Rate: 100 watt lamps, $24 each per year; 60 
watt lamns at commercial lighting rate. Maintenance and cost 
of current paid by village. 

KILBOITRN OTPT. 

(Population, 1,170.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting;. 

First 10 kw-hr. per month 10 cts. per kw-hr. 
Next 20 " i* ti g « « .. 

All over 30 " " " 6 " " 

Where the sunerintendent is unable to read the meter after reason- 
able efPnrt to do so. that fact shall be noted on the consumer's 
lieht bill, the minimum of 60 cts. assessed and the difference 
will be charged on the next monthly bill. 

The village shall not be required to install meters at its own expense 
for anv consntner halving ar insta-la+ion of K — 50 watt lamps (or 
its pmiivaieTit) or less, and not burning after 6:00 p. m., but 
shall be authorized to charge such consumer the minimnm rate 
of $7.20 per year. 

Consumers under the above rates shall contract to take current for 
not less than one year. 

Short time rate for consumers usinxj for less than one year: 
For the first 10 kw-hr. per month 12 cts. per kw-hr. 
For the next 20 kw-hr. per month 10 cts. per kw-hr. 
All over 30 kw-hr. per month 8 cts. per kw-hr. 

With a minimum charge of $7.20 per year. 

All consumers ouslde of the villas:e shall pay for the extra expense 
incurred in reading meters; for connecting services; or investi- 
gating trouble or making: repairs to their installation. 

10% of each bill will be added to all bills not paid by the 15th of 
the collection month except that the minimum penalty shall be 
10 cts. 

Tf not naid by the 25th of month, service will be discontinued. 
The minimum rate for all customers is 60 cts. per month. 
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First Rate or Unlimited Service, 
A flat rate of 1 ct. per watt per month shall be charged; lights to 
burn from dusk to 11:00 p. m. 

Commercial Power. 

First Rate or Unlimited Service. 

To all customers signing the village light plant's standard form of 

contract, providing for service for one year or more, for an 

Installation of 4 h. p. or more, the following rates will be 

made: 

1 ct. per kw-hr., plus a demand charge of $2.00 per rated h. p. of 

such installation per month. 
1% cts. per kw-hr. and no demand charge to any customer guar^ 
anteeing a consumption of 624 hours' use at full load of such 
Installation per month. ~ ' 

1% cts. and no demand charge to any customer guaranteeing 400 
hours' use at full load of such installation per month. 
Second Rate or Off-Peak Service. 
A rate of 2 cts. per kw-hr. for a guaranteed consumption equal to 
90 hours' use at full load, per month, with a 50% discount 
from this rate for all current consumed in excess of this 
amount where minimum current used is 5,000 kw-hr. 
Such second class power is a strictly off-peak load and will be 
furnished only, subject to all prior requirements of other serv- 
ice demands, and delivered only at such times as the central 
station has it for delivery, and subject to the option of the cen- 
tral station to discontinue service during peak load, or for 
other reasonable causes. 
1 to 4 h. p motors subject to second rate service will be charged a 
minimum rate of $4.00 per month for the first h. p. and $1.00 
for each additional h. p. except tn such installations where the 
consumption is such that the revenue to the central station is 
less than 2 cts. per kw-hr., in which case a meter will be in- 
stalled, and consumption charged for at the above rates. 
Motors of less than 1 h. p. on power circuit, $3.00 per month. 
1 h, p. motors or less on lighting circuit at lighting rates. 
No service furnished at any of above rates for less than one year. 
Off-Peak Eight Hour Service. 
Any customer ^sing the power service only between the hours of 
11:00 p. m. and 7:00 a. m., a rate of 1 ct. per kw-hr. will be 
charged, no demand charges and no minimum charges. 
A penalty of 10% of bill for any electric service will be added to 
all bills not paid by the 15th of the collection month and serv- 
ice discontinued if not paid by the 25th of said month without 
further notice. 
Whenever service is disconnected for nonpayment of bill, the same 
shall not be reconnected until all bills due have been paid, 
witli $2.00 added for making new connection. 
All bills shall become due the first of each month. A penalty of 
10% of each bill will be added if not paid by the 15th of the 
month. 
25 Cycle Only. 
$1.00 reservation charge per kw. or fraction thereof per month, 
plus 5 cts. per kw-hr. for the first 30 kw-hr.; 4 cts. per kw-hr. 
for the second 30 kw-hr.; 3 cts. per kw-hr. for the third 30 
kw-hr. ; 2 cts. per kw-hr. for all thereafter, 

13— B. R. 
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HeatititQ and Cooking Rates. 
Reservation charge: |2.00 per month for the first 4 kw. or less of 
connected load and $0.50 for each additional kw. 
First 30 kw-hr. per month 4 cts. per kw-hr. 
Next 30 " " " 3 " " " 

All over 60 " " " 2 " " 

No service will be furnished for less than one year from installa^ 

tlon. 
No motors larger than ^ h. p. will be permitted on 60 cycle lines. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with, lines. 

r 

Street Ijightiiig. 

Obniebal: 
30 — ^250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 

burning all night 
21 — 100 c. p., 6.6 "ampere, a. c. series gas filled tungsten lamps, 

burning all night 
Current metered at 2 cts. per kw-hr. 
Obnamentai.: 
None. 

KmOSTON. 

(Population, 400.) 
KINGSTON EliECTRIO COMPANY. 

Method of generation, water power. 

Dally operating period, dusk to 10 : 30 p. m., except Saturday when serv- 
ice is furnished to 11:30 p. m. 

Commercial Lighting. 

Mbtbb Rates: 
Minimum charge per month, $1.25. 
Current, 12 cts. per kw-hr. 

EMscount of 25 cts. from minimum charge if consumer owns meter. 
Plat Rates: 
Residences : 

4--25 watt lamps $1.00 per month 

5—25 watt lamps 1.25 per month 

Bach additional lamp 15 per month 

Business: 

3—25 watt lamps 1.50 per month 

4—26 watt lamps 2.00 per month 

A penalty of 10% will be added to bills not paid by the 10th of the 
month. If bills are not paid by the 20th of the month, service 
will be discontinued and a charge of $1.00 made for reconnec- 
tion. 

Meters are owned by the utility and consumers. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

6—100 watt, 6—60 watt and 4—25 watt, 110 volt, d. c. multiple 
tungsten lamps, burning on a dusk to 10:30 p. m. moon- 
light schedule. Flat charge of $156 per year. 
Obrnambntal: 
None. 
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KOHLEB. 

([Population, .) 

SflCEBOYOAN RAILiWAY & BliECTRIO OO. 

Method of generation, transmission line. 
Daily operating period, continuous. 

Commercial liighting. 

Minimum charge per month, $1.00. 

All current consumed, billed at 15 cts. per kw-hr. with the follow- 
ing discounts to apply when bills are paid within the specified 
discount period: 

Bills amounting to $2.00 or less 20% discount 

Bills amounting to $2.00 to $5.00 25% discount 

Bills amounting to $5.00 to $10.00 33^% discqunt 

Bills amounting to $10.00 or more 40% discount 

Bills are rendered each month and are payable on or before the 
date specified on each bill. Bills not paid within this speci- 
fied date, will be net cash with no discounts allowed. 
Applications tor service must be accompanied, if required by the 
company, with an amount of money equal to the estimated 
amount of bills for two months. This amount will be' held, at 
the option of the company, while the applicant retains con- 
nection with the lines of the company, and will be returned 
plus interest at 5 per cent per annum whenever the applicant 
discontinues the service, or establishes satisfactory credit. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
None. 

LA OBOSSE. 

(Population, 30,417.) 

WISOONSIN-MINNESOTA LIGHT & POWER OO. 

'Method of generation, hydraulic and transmission. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum monthly charge, $1.00. 
Residence Lighting: 
The service shall be $1.80 per year per 16 c. p. lamp, or equiva- 
lent demand, on one-third of connected installation, or when 
one-third of the connected installation is considered to be the 
demand. 
The meter rate for a consumption equivalent to 60 hours or less 
per month per each installation shall be 7% cts. per kw-hr. 
The meter rate for a consumption equivalent to more than 60 
hours per month per each installation shall be 6 cts. per 
kw-hr. 
Business Lighting: 
The service charge shall be $1.80 per year per 50 watt lamp or 
equivalent unit on 38% of the connected installation. 
(Energy charge same as for residence lighting.) 
^ign Lighting. 
8.5 cts. per 5 watt lamp per month for 1,900 hours per annum 
including the replacement and lamp renewals. 
Emergency or 8tand'l)y Service. 
The service charge for emergency or stand-by lighting servicf 
Uhall be $1.80 per yec^r per active 50 wfttt unltt 
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The charge for current used shall be 4.5 cts. per kw-hr. The 
service charge plus the charge for current used shall be un- 
afPected by the existing maximum rate per kw-hr. 
Maximum Rate. 
The sum of the senrice and energy charges shall not exceed an 
equivalent of 10 cts. per kw-hr. for the current used. 
Unless paid within ten days following date of presentation, a pen- 
alty of 10% will be added to all bills. 
For the re-connection of meters for the same consumer upon the 
same premises a charge of fl.OO will be made. 

OomTnercial Powei*. 

The service charge shall be $27.00 per year per h. p. demanded. 

Active h. p. is fi^rured at ^ total connected h. p. 

The meter rate for less than 5 hours per day per h. p. demanded 

shall be 5 cts. per kw-hr. 
The ineter rate for over 5 hours, but not exceeding 8 hours per 

day per h. p. demanded shall be 3 cts. per kw-hr. 
The meter rate for over 8 hours per day and not exceeding 10 

hours per day per h. p. demanded shall be 2 cts. per kw-hr. 
The meter rate for over 10 hours per day and not exceeding 15 
hours per day per h. p. demanded shall be 1% cts. per kw-hr. 
Special rates for over 15 hours per day per h. p. demanded and on 
installations of 200 h. p. or over, taking service at 2,800 volts. 
Emergency or Btand-hy Service. 
The service charsre for emergency or stand-by power service 
shall be $27.00 ner active h. p. per year. The charge for cur- 
rent used shall be 3 cts. per kw-hr. The service charge 
plus the charge for current used shall be unaifected by a 
maximum rate per kw-hr. 
Rate far Oft-Peak Lighting and Power Service, 
All lighting and power to be supplied without demand charge 
and at 2% cts. per kw-hr. The above rate does not fndnde 
. lamp renewals and the consumer accepting the rate must 
furnish time switch, or a recording apparatus under the 
control of the company. The consumer agrees not to use 
current during the following hours: 

Months Hours during which service shall not be used. 

October 5:S0 o'clock p. m. to 7:80 o'clock p. m, 

November 5:00 " " " 7:80 " " 

December 4:80 " " " "-•^ " " 

January 4:40 

February. R:20 

March 6:00 







7:80 






7:80 






7:30 






7:30 






7:30 
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Rule relating to consumer's deposits: 
Consumers will receive 3% interest on deposits after 6 months. 
The interest cannot be collected by the consumer until the de- 
posit has been refunded. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
Genebal: 

28^ — 4 ampere, d. c. series magnetite arc lamps, burning all night, 
every night. Rate $55 per lamp per year. 
Ornamental: 

88 posts, 8 Dosts to block, in pairs; 4 — 40 watt and 1 — 60 watt tuner- 
sten lamps on each post; 40 watt lamps bum from dusk to 11 
p. m. and 60 watt lamps bum all night. Rate $36 per post per 
year. System installed by merchants and abutting property 
O^^n^rs. City p?!,y)9 for 9ervjc^ apd be^rig cost Qf maintenance. 



ELECTRIC RATES.] —197— [LABYSHITH 

- — — — -.^ 

LADYSHTTH. 

(Population, 2,362.) 

LABYSMITH UGHTINO CIOMPANY. 

Method of generation, hydraulic. 
Daily operating period, continuous. > 

u. 

Commercial liighting. 
Schedule of rates tor all lighting serrice furnished residences and 
businesses and passing through the same meter and measured by 
a meter or meters owned and installed by the company. This 
lighting service includes electric energy furnished for appliances 
other than lighting equipment, when the aggregate rated capac- 
ity of such appliances does not exceed 2 kw. 
Meteb Rates: 
Primary rate: 10 cts. net or 11 cts. gross per kw-hr. for all or part 

of the first 40 hours' use per month per kw. of active load. 
Secondary rate: 8^ cts. net or 9V^ cts. gross per kw-hr. for all or 
part of the next 60 hours' use per month per kw. of active load. 
Excess rate: 6 cts. net or 7 cts. gross per kw-hr. for all current 
used in excess of 100 hours' use per month per kw. of active 
load. 
Active load shall in each case be a fixed percentage of the total 
connected load installed upon the consumer's premises. Inci- 
dental power appliances, such as flatirons, toasters, fans, etc, 
to the amount of 1,000 watts rating, shall not be considered 
in determining the active load. 
In Class A, which shall include residences, dwellings, flats and pri- 
vate rooming houses, where the total connected load is equal 
to or less than 500 watts nominal rated capacity, 60 per cent 
of such total connected load shall be deemed active; where the 
installation exceeds 500 watts nominal rated capacity, 33% per 
cent of such part of the total connected lighting load over and 
above 500 watts shall be deemed active. 
In Class B, which shall include all stores, offices, business and pro- 
fessional places, public halls, passenger depots, and theaters, 
etc., when the total connected load is equal to or less than 2y^ 
kw. nominal rated capacity, 70 per cent of such total connected 
load shall be deemed active. When the installation exceeds 
2% kw. nominal rated capacity, 55 per cent of such part of 
the total connected load over and above 2.5 kw. shall be deemed 
active. 
In Class Cf which shall include county and city buildings, schools, 
factories, industrial establishments, shops, stables, garages 
and warehouses, 55 per cent of the total connected load shall 
be deemed active. 
The minimum monthly charge for lighting service is |1.00 for each 

installation. 
All consumers with at least 100 watts connected shall be metered. 
Flat Rates: 
Until complete metering is effected the following flat rates will 
apply: 
All lamps figured on the basis of 60 watts. 
Residence: 

1 lamp ( 60 watts) 50 cts. per month. 

2 lamps (120 " ) 75 " " 
6 lamps (300 " ) $1.15 

Each additional 60 watts 20 cts. per month. 
Business Enterprises: j 

20 eta. per 60 watt unit 
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Commercial Power. 

This service includes electric energy utilized for motive and miscel- 
laneous lighting service. Stereopticons, moving picture ma- 
chines, photographer's arcs and rectifiers shall he hilled at the 
power rate when separately metered from the lighting^. 
Service Charge: 

50 cts. net per active h. p. per month. 
Output Charge) 
4 cts. net or 5 cts. gross per kw-hr. 
Active h. p. shall consist of a fixed percentage of the nominal rated 
capacity of the motor as indicated on the manufacturer's name 
plate. 
The following percentage of such capacity shall be deemed active: 

The first 10 h. p. installed 90 per cent 

Next 20 " " 70 " 

Next 30 " " 50 " 

All over 60 " *' 40 " 

Minimum monthly bill 1.25 for small motors. For large motors the 
capacity charge per h. p. constitutes a minimum. 
Discount. 
The difference between the gross and the net rates above specified, 
or one cent per kw-hr., shall constitute a discount for 
prompt payment within ten days of date of bill. All flat-rate 
consumers, until same are placed upon a metered basis, shall 
be assessed a 10 per cent penalty for nonpayment of bills 
within ten days following date of bill. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Ughting. 

General: 

51 — 500 watt, 110 volt a. c. multiple gas filled tungsten lamps burn- 
ing on an all-night moonlight schedule. Rate $55 per lamp 
per year. 
Ornamental: 
None. 

LA FAROE. 

(Population, 654.) 

liA FARGK ELECTRIC COMPANY. 

Method of generation, hydraulic. 

Daily operating period, 5 a. m. to midnight. 

Commercial liiglitiiig. 

Minimum charge per month, $1.25. 

First 25 kw-hr. per month 15 cts. per kw-hr. 
All over 25 kw-hr. per month 10 cts. per kw-hr. 
Discount of 8% on first 25 kw-hr. if bill is paid on or before the 
15th of the month. 

Commercial Power. 

Minimum bill, $1.00 gross and 90 cts. net per month. 
Service charge $1.00 gross and 75 cts. net per active h. p. per 
month with the following percentages: 
90 per cent of the first 10 h. p. connected 
75 per cent of the next 20 h. p. 
60 per cent of the next 30 h. p. 
50 per cent for all above 60 h. p. 
Energy or Meter Charge: 

6 cts. gross and 5 cts. net per kw-hr. for energy equal to or less 
than 25 kw-hr. per month per active h. p. connected. 



ft 
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5 cts. gross and i cts. net per kw-hr. for all energy in excess of 
25 kw-hr. per month per active h. p. connected. 

Tbe minimum rate per kw-hr. is 10 cts. per kw-hr. provided that it 
shall not operate to bring the bill below the amount of the 
service charges. 

Net charge to apply if paid on or before the 10th of each month. 

Rural Power Service. 

5 cts. per kw-hr. for current delivered at the village limits or at 
the plant. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street liighttng. 
General: 
49 — 48 c. p. 6.6 ampere a. c. s^ies gas filled tungsten lamps, burn- 
ing on a midnight moonlight schedule. Rate |24 per lamp 
per year. 
Orbnamental : 
None. 

LAKE, TOWN OF. 

(Milwaukee County.) 
MlIiWAUKEE LIGHT, HEIAT & TRACTION COMPANY. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Parts I and III.) 

LAKE GENEVA. 

(Population, 3,079.) 

SOUTHERN WISCONSIN ELECTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

Commercial Ldghting. 

A. City of Lake Geneva. 

Meteb Rates: 

Primary: 14 cts. net, 15 cts. gross, per kw-hr. for the first 30 kw-hr. 
per month per kw. of active load. 

Secondary: 12 cts. net, 13 cts. gross, per kw-hr. for the next 60 • 
kw-hr. per month per kw. of active load. 

Excess: 6 cts. net, 7 cts. gross, per kw-hr. for all in excess of 90 
kw-hr. per month per kw. of active load. 

The difference between gross and net rate shall constitute a dis- 
count for prompt payment. 
Active load shall be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs in which 
meals and rooms are furnished. In this class 60 per cent of 
the first 500 watts connected and 33% per cent of all in ex- 
cess of 500 watts connected shall be deemed active, if the con- 
nected load is equivalent to 50 watts or more per opening. If 
the connected load is equivalent to less than 50 watts per open- 
ing, 60 per cent of the first 500 watts connected, 33% per cent 
of the next 1,500 watts connected, and 20 per cent of all in ex- 
cess of 2,000 watts connected shall be deemed active. 

Class B shall include banks, offices, stores, shops, saloons, billiard 
and pool halls, depots, theaters, lodge rooms and clubs not in- 
cludable in Class A. In this class, 70 per cent of the first 2.5 
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kw. connected and 55 per cent of all in excess of 2.5 kw. con- 
nected shall be deemed active. 
Class C shall include public buildings, schools, churches, factories, 
warehouses, stables and garages. In this class, 55 per cent of 
the total connected load shall be deemed active. 
For all lighting installations exceeding 5' kw. connected load, the 
active load shall, at the consumer's option, be determined by 
maximum demand meters. 
The connected load shall be represented by the total wattage of 

lamps connected. 
The minimum monthly bills for this schedule shall be: 

Connected load Minimum bill 

Under * 1 kw lO.M 

From 1 to 2 kw ; 0.80 

From 2 to 6 kw 1.26 

Over 5 kw 2.25 

Flat Rate or Excess Indicator Rate. 
This rate shall apply only to consumers using tungsten lamps ex- 
clusively and to contracts for one year. The rate shall apply 
to the amount of demand contracted for which shall be limited 
or controlled by an excess indicator. 

Residences 1.0 cts. per watt per month 

Business places 1.5 cts. per watt per month 

There shall be added to all bills the sum of 25 cts. per month which 

shall constitute a discount for prompt payment. 
Minimum monthly bill for this schedule $1.00. 
Patrolled Service for Display Lighting, 

Patrolled service for window, sign or other display lighting to be 
turned on at dusk and off at midnight: 1.5 cts. per watt con- 
nected. 
Discount for prompt payment of bills shall be 10 per cent 
Cooking and Heating, 
Primary — 10 cts. net, 10% cts. gross per kw-hr. for the first 10 

kw-hr. used per month. 
Secondary — 2^ cts. net, 3 cts. gross per kw-hr. for all over 10 

kw-hr. used per month. 
The difference between gross and net rate shall constitute a dis- 
count, if bills are paid within 10 days after date of billing. 
Minimum Charge $24.00 per year up to and including 6 kw. of ag- 
gregate connected load. $4.00 per year for each additional kw. 
of aggregate connected load. 

B. Outside of City of Lake Geneva. 

15 cts. per kw-hr. for all commercial lighting. 

Minimum monthly bills for this schedule shall be: 

Connected load Minimum bill 

Under 1 kw $0.60 

From 1 to 2 kw 0.80 

From 2 to 5 kw 1.25 

Over 5 kw 2.25 

Commercial Power. 

Primary: 7.5 cts. net 8.5 cts. gross per kw-hr. for the first 15 

kw-hr. per month per kw. of active load. 
Secondary: 5.5 cts. net, 6.5 cts. gross per kw-hr. for the next 80 

kw-hr. per month, per kw. of active load. 
Excess: 3.0 cts. net, 4.0 cts. gross per kw-hr. for all over 45 kw-hr. 

per month per kw. of active load. 
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The difference between gross and net rate shall constitute a diflr 

count for prompt payment. 
The active kw. connected shall be determined by multiplying the 

active h. p. rating by 0.746. 
Active load shall be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active. 
75 " " " 20 h. p. " " •' 

60 " " " 30 h. p. " * " 

50 " " " 60h.p 

Except, however, if capacity of the motor exceeds the possible load, 

total possible load in h. p. shall be deemed h. p. connected. 
Heating. 20 per cent of the connected load. 
If not more than 20 per cent of the connected load is power, the 

whole shall be deemed heating. 
Minimum monthly bill for this schedule $0.75. 

Street liightJng. 
Genebai.: 

3 — 750 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning upon a dusk to midnight moonlight schedule. 
Current metered at 5 cts per kw-hr. 
10 — 200 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning upon a dusk to midnight moonlight schedule. 
Current metered at 5 cts. per kw-hr. 
105 — ^100 watt, 110 volt, a. c. multiple tungsten lamps, burning 
upon a dusk to midnight moonlight schedule. Current 
metered at 5 cts. per kw-hr. 
Obnamental: 
43 posts, 6 posts to block, in ,pairs; 42 posts with 5 — 60 watt, 110 
volt, a. c, multiple tungsten lamps; and 1 post with 160 watt, 
110 volt, a. c. multiple tungsten lamp. Lamps are burned upon 
a dusk to midnight moonlight schedule. Current metered at 
5 cts. per kw-hr. System was paid for by city. Cost of cur- 
rent and maintenance paid for by city. 

LAKE MILLS. 

(Population, 1,672.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. * 

Commercial Lighting. 

Minimum charge $1.00 per month for less than 9 kw-hr. 

First 15 kw-hr 12 cts. per kw-hr. 

Next 50 kw-hr 10 cts. per kw-hr. 

Next 100 kw-hr 8 cts per kw-hr. 

All over 165 kw-hr 6 cts. per kw-hr. 

Combined Heating and Lighting Rates: 
Minimum monthly bill $1.00 per kw. of connected load. 
Energy charge ^% cts. per kw-hr. for such current as will equal 
the amount of the minimum monthly bill; 7 cts. per kw-hr. 
for all in excess of the above amount. 
Such schedule to apply only when the total connected lighting load 
is not in excess of 15% of the total of the connected lighting 
and heating load ; heating appliances used under the fore- 
going schedule to be used only at off-peak hours, or at hours 
other than during the hours of the months as follows: 

October from 5:30 p. m. to 7:00 p. m. 

November from 5:00 p. m. to 7:00 p. m. 
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December from 4:30 p. m. to 7:00 p. m. 

January trom 4:40 p. m. to 7:00 p. m- 

February from 5:20 p. m. to 7:00 p. nL 

March from 6:00 p. m. to 7:00 p. m. 

Conunercial Power. 

Rates for electric current for power, consumed by private consum- 
ers and In all public buildings, are as follows: 

First 100 kw-hr. consumed 8 cts. per Icw-hr. 

Next 100 kw-hr. consumed 7 cts. per k"W-lir. 

Next 100 kw-hr. consumed 6 cts. per k-w-lir. 

Next 500 kw-hr. consumed 5 cts. per k'w-lir. 

Excess over 800 kw-hr. consumed 3 cts. per k'w-hr. 

Rates for electric current for heating consumed by private con- 
sumers and in all public buildings, are as follows: 

First 20 kw-hr. consumed 6 cts. per k'w-hr. 

Next 80 kw-hr. consumed 5 cts. per k"w-hr. 

Excess over 100 kw-hr. consumed 4 cts. per kw-hr. 

Provided that the minimum monthly charge for current for power 
or heating purposes shall be $1.00 for all installations of one 
h. p. or less and $0.50 for each additional h. p. and provided 
that motors or heaters of one h. p. or less, connected to a 
lighting installation, shall be governed by the lightins rates 
and the minimum monthly charge therefor. 
Bills for lighting and power are due on or before the 15th of the 
month following that for which service is rendered. Service 
may be disconnected for nonpayment of bills, and a cbarge of 
$1.00 is made for the reconnection of service. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Ijightiiig. 

Qenerai.: 

92 — 60 watt, 220 volt, a. c. multiple tungsten lamps, burning on a 
midnight moonlight schedule. Current, 10 cts. per kw-hr. 
Obnambntal: 

None. 

LANCASTER. 

(Population, 2,329.) 

LANCASTER ELEfCTRIC LIGHT CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Meteb Rates: 

Minimum monthly charge, 75 cts. 

Current, 12% cts. per kw-hr. 
Flat Rates: 

50 cts. per month per 16 c. p. lamp; same minimum bill slb above. 
Bills not paid by the 15th of month are subject to an additional 
charge of 5%. 

Commercial Power. 

First 100 kw-hr. per month 8 cts. per kw-hr. 

Next 500 kw-hr. per month 6 cts. per kw-hr. 

1,000 kw-hr. per month 5 cts. per kw-hr. 

900 kw-hr. per month 4 cts. per kw-hr. 

All over 2,500 kw-hr. per month 3.5 cts. per kw-hr, 

Discount of 10% if bill is paid within 10 days. 
Minimum charfje per month, $1.00 per h. p. connected. 
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Wholesale Power Bates. 

First 600 kw-hr., 6 cts. per kw-hr. less 10% if paid in 10 days. 

<« <l « i< 

« tt « « 

tt tt t* tt 

10% & 3% If paid in 10 days. 

10% & 4% 

10% & 5% 

10% & 6% 

10% & 7% 

10% & 8% 

10% & 9% 
All over 10,000 kw-hr. 3% cts. per kw-hr. less 10% and 10% if paid 

in 10 days. 
Charge for reconnecting same consumer on same premises, $1.00. 
Meters are owned by the utility. 

No charge is made for connecting new consumer's premises with 
lines. 

Street liishting. 
GeneBuAJ^: 
32 — 6.6 ampere, a. c. series carbon arc lamps, burning on a moon- 
light all-night schedule. Rate $60 per lamp per year. 
2 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlight all-night schedule. Rate $38 per 
lamp per year. 
5 — 600 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlight all-night schedule. Rate $60 per 
lamp per year. 
7 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlight all-night schedule. Rate $22 per 
lamp per year. 
Ornamental: 
17 posts, 3 posts to block around parks; 9 posts have 1 — 60 watt 
and 4 — 40 watt lamps each, 4 posts have 1 — 100 watt and 4 — 
60 watt lamps each and 4 posts have 1 — 100 watt and 2 — 60 
watt lamps each; lamps are 110 volt, a c. multiple tungstens; 
burning period regulated by city. Current 12% cts. per kw-hr. 
System installed by city and utility. Utility maintains sys- 
tem. City pays for current. 

LANNON. 

(Population 375.) 
WISCONSIN GAS & ELECTRIC CO. 

(See rate schedule for Menomonee Falls.) 

Street Lighting. 

None. 

LA VALLE. 

(Population, 421.) 

LA VALLE ELECTRIC CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 
Meter Rates: 
Minimum monthly bill, 75 cts. 
Current, 10 cts. per kw-hr. 
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B^T Rates: 
Barber shops, blacksmith shops, and warehouses, 75 cts. per 16 
c. p. equivalent per month. 
If bills are not paid within 20 days after the first day of each month , 

a penalty of 10 per cent is added. 
Meters are owned by the utility. 

A charge of |1.00 is made for connecting consumer's premises with 
lines. 

Street U^ttag. 

Genebal: ' 

30—60 and 100 watt, 110 volt, d. c. multiple tungsten lamps, burn- ^ 
ing 1,460 hours per year. Rate $18 per lamp per year. 
Obnamezvtal: 

None. 

LENA. 

(Population, 776.) 

IrENA ELiEOTRIO MGHT & POWER OO. 

Method of generation, water power at Peshtigo. 

Daily operating period, continuous. w 

Commercial lighting. 

Minimum bill, $1.00 per month. 

First 10 kw-hr. per month 15 cts. per kw-hr. : 

Next 25 kw-hr. per month 13 cts. per kw-hr. 'i 

" 90 kw-hr. per month 12 cts. per kw-hr. 

All over 125 kw-hr. per month 11 cts. per kw-hr. j 

5% discount allowed if paid before 10th of month. j 

I 

Commercial Power. j 

First 50 kw-hr 5 cts. I 

^ Next 50 kw-hr _ 4% cts. 

300 kw-hr. 4 cts. 

30a kw-hr _ 3% cts. 

300 kw-hr 3 cts. 

All over 1,000 kw-hr _ 2% cts. 

Minimum charge on motors up to 2 h. p: $1.00 

over 2 to 5 h. p 2.00 

5 to 10 h. p 8.00 

" 10 to 25 h. p 5.00 

•' " " " 25 10.00 

5% discount allowed if paid before 10th of month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's meters with lines. 

Street Lighting. 

None. 

LINDEN. 

(Population, 580.) 
MINERAL POINT PUBLIC SERVICE Op. 

(See Mineral Point for rate schedule.) 

Street Lighting. 

GenebaIi: 

-400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon a dusk to midnight moonlight Bche^vd^ 
Rate |75 per lamp per year* 
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29 — 40 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing upon a dusk to midnight moonlight schedule. Rate- 
$18 per lamp per year. 
Obnamkntai*: 

None. 

LISBON, TOWN OF. 

(Waukesha County.) 
WISCONSIN GAS & BLBOTRIO COMPANY. 

(See rural rate schedule for Town of Menomonee). 

Street liighting. 
None. 

UVINOSTON. 

(Population, 660.) 
MINERAIi POINT PUBLIC SERVICE CO. 

(See Mineral Point for rate schedule.) 

Street Id^htJng. 

GENSBAIi: 

22 — 40 c. p., 6.6 ampere, a. c, series gas filled tungsten lamps, burn- 
ing upon a dusk to midnight moonlight schedule. Rate 
$18 per lamp per year. 
Obnamsntal: 

None. 

LODI. 

(Population, 1,044.) 

MUNICIPAIi PliANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Ughting. 

Minimum monthly bill, 50 cts. 

First 30 kw-hr. per month, 10 cts. per kw-hr. 

All over 30 kw-hr. per month, 8 cts. per kw-hr. 

« 

Commercial Power. 

First 50 kw-hr. per month 8 cts. per kw-hr. 
Next 50 " " " 6 " " 

All over 100 " " " 4 " " 

Meters are owned by utility. 

A charge for actual cost of wire is made for connecting consumers 
premises with lines. 

Street Ughting. 
General: 
28 — 100 watt, 220 volt, a. c. multiple gas filled tungsten lamps, 

burning from dusk to daylight. 
44 — 200 watt, 220 volt, a. c. multiple gas filled tungsten lamps, 

burning from dusk to daylight. 
16 — 300 watt, 220 volt, a. c. multiple gas filled tungsten lamps, 

burning from dusk to daylight. 
Current 4 cts. per kw-hr. 
Ornamental: 
None. 
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LOHBVILLE. 

(Population, 275.) 

XESHKORO lilGHT & POWER CO. 

Method of generation, hydraulic. 

Daily operating period, continuous. 

(For commercial rate schedule, see Neshkoro.) 

13 — 100 "watt, 110 volt, d. c. multiple tungsten lamps, burning on a 
dusk to midnight moonlight schedule. Rate $22 per lamp 
per year. 

Street liighting. 

General: 
40 — 100 c. p., 6.6 ampere, a. c, series gas filled tungsten lamps, 
burning on a moonlight midnight schedule. Rate $15 per 
lamp per year. 
Ornamental: 
None. 

LOMIRA. 

(Population, 529.) 
THE LOMIRA EXtECTRIC LIGHT & POWER GO. 

Method of generation, gas producer. 
Daily operating period, continual. 



"1 



Commercial Id^hting.* 

Current, 14 cts. per kw-hr. 

Discount on bills from $1.00 to $2.00 ^ 10% 

2.00 to 5.00 15% 

" above 5.00 20% 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 

■ 

Street Lighting. 

General: •! 

5 — 60 watt, 110 volt, d. c. multiple tungsten lamps, burning on a 

dusk to midnight moonlight schedule. Rate $30 per , 

lamp per year. 11 

5 — 150 watt, 110 volt, d. c. multiple tungsten lamps, burning on a i 

dusk to midnight moonlight schedule. Rate $38 per lamp 
per year. 
Ornamental: 
None. 

LOWELL. i 

(Population, 318.) i 

I 

MUNICIPAL PLANT. I 

Method of generation, water power. ( 

Daily operating period, continuous. * I 

■ 

Commercial Lighting. 

Minimum charge per month, $1.00. 

First 30 kw-hr. per month, 14 cts. per kw-hr. - 

All over 30 kw-hr. per month, 11 cts. per kw-hr. i 

Discount of 10% for payment on or before the 10th of the month 
following that for which service is rendered. 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 



^ Matter of rates pending before Commission. 
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Street Idslitiiig. 

Genebai.: 

8 — 500 watt, 220 vplt, d. c. multiple gas filled tungsten lamps, 
burning from dusk until 11:00 p. m. on a moonlight 
schedule. 
2 — 200 watt, 220 volt, d. c. multiple gas filled tungsten lamps, 
burning from dusk until 11:00 p. m. on a moonlight 
schedule. 
5 — 100 watt, 220 volt, d. c. multiple tungsten lamps, burning from 
dusk until 11:00 p. m. on a moonlight schedule. 
31 — 60 watt, 220 volt^ d. c. multiple tungsten lamps, burning from 

dusk until 11:00 p. m. on a moonlight schedule. 
Total charge for above street lighting, |1,065.96 per year. 

OBNAMErNTAL: 

None. 

LOYAL. 

(Population, 677.) 

MUNICIPAL. PI/ANT. 

Method of generation, gas. 

Daily operating period, sunset to midnight. 

Commercial Ughting. 

Meteb Ratets: 
Minimum monthly bill, 75 cts. 
Current, 12 cts. per kw-hr. 

Flat Rates : 

16 c. p. lamp, each fO.60 

32 " " " 85 

50 " " " 1.15 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 

5 — 3 ampere d. c. series carbon arc lamps, burning on a moon- 
light midnight" schedule. Rate $75 per lamp per year. 

3—300 watt, 220 volt, d. c. multiple gas filled tungsten lamps, 
burning on a moonlight midnight schedule. Rate $50 per 
lamp per year. 

2 — 500 watt, 220 volt, d. c. multiple tungsten lamps, burning on 
a moonlight midnight schedule. Rate $75 per lamp per 
year. 

2 — 400 watt, 220 volt, d. c. multiple tungsten lamps, burning on a 

moonlight^midnight schedule. Rate $65 per lamp per year. 

16—100 watt, 220 volt, d. c. multiple tungsten lamps, burning on a 

moonlight midnight schedule. Rate $25 per lamp per year. 

OBNAMBNTAIi: 

None. 

LUCE. 

(Population, 383.) 

P. M. C. PEI^EBSON ELECTRIC LIGHT PLANT. 

Method of generation, steam. 

Dally operating period, dusk to 12 p. m. and from 5 a. m. to daylight. 

Commercial Lighting. 
MsTEB Rates: 
Current, 14 cts. per kw-hr. 
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B^ULT Rates: 

16 c. p. carbon, or 40 watt tungsten, 40 cts. per month In business 
places and 40 cts. per month in residences. 
Bills are rendered the first of each month. 
Meters are owned by consumers. 
No charge is made for connecting consumer's premises with lineB. 

Street Lighting. 
Genebal: 
4& — 40 watt, 110 volt, a. c. multiple tungsten lamps, burning on a 
midnight moonlight, 5 a. m. to daylight schedule. Rate 
$12 per lamp per year. 
Ornamental: 
None. 

LYONS, TOWN OP 

(Walworth County.) 

WISCONSIN GAS & ELECTRIC COMPANY. 

(See town of Greneva for rate schedule.) 

MADISON. 

(Population 25,531.) 

MADISON GAS & EliECTBIC CO. 

Method of generation, gas and steam and current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

INCANDESCENT LIGHTING. 

For all lighting service furnished residences and 'business places 
(hereinafter specifically referred to as classes A, B and C) 
Including such incidental use of appliances for heating or 
power used on lighting circuits, and passing through the same 
meter and measured by a meter or meters owned and installed 
by the company a charge of 

Primary rate, 10 cts. net or 11 cts. gross per kw-hr. for current 
used equivalent to or less than the first 30 hours' use per 
month of active connected load. 

Secondary rate, 6 cts. net or 7 cts. gross per kw-hr. for additional 
current used equivalent to or less than the next 60 hours' use 
per month of active connected load. 

Excess rate, 2 cts. net or 3 cts. gross per kw-hr. for all current 
used in excess of the above 90 hours' use per month of active 
connected load. 

For all alternating current furnished the University of Wisconsin 
(hereinafter specifically referred to as class D), a maximum 
charge of 5.5 cts. net per active lamp or 50 watts equivalent 
per month, plus 4 cts. net or 5 cts. gross per kw-hr. for current 
consumed, as measured by meters owned and installed by the 
company. ^ 

For all interior lighting furnished the city of Madison (herein- 
after specifically referred to as class E), a minimum charge 
equivalent to the rate specified above for classes A, B and C. 

For all signs, outlines and window lighting, on a yearly contract 
basis (hereinafter specifically referred to as class F), a charge 
of 4.5 cts. net per active 50 watt equivalent per month, plus 2 
cts. net or 3 cts. gross per kw-hr. for current consumed as es- 
timated according to the schedule of hours of lighting now in 
use by the company. * 
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ActiYd connected load shall in each case be a fixed percentage of 
the total connected load, consisting of lamps, appliances, etc., 
installed upon the consumer's premises. 
In class A are included residences, dwellings, flats and private 
rooming houses. Where the total connected load is equal to 
or less than 500 watts nominal rated capacity, 60 per cent of 
such total connected load is deemed active; where the instal- 
lation exceeds 500 watts nominal rated capacity, ^3% per cent 
of such a part of the total connected lead over and above 500 
watts is deemed active. 
In class B, where the total connected load is equal to or less than 
2.5 kw. nominal rated capacity, 70 per cent of such total con- 
nected load is deemed active; where the installation exceeds 
2.5 kw. nominal rated capacity, 55 per cent of such a part of 
the total connected load over and above 2.5 kw. is deemed ac- 
tive; provided that the lamps use4 exclusively in space devoted 
to the storing of goods are placed at 20 per cent active and 
are not included in the 2.5 kw-hr. specified above. Class B con- 
sists of banks, offices, business and professional (including 
studios, dressmaking parlors, massage parlors, millinery and 
hair dressing establishments, and photograph galleries), 
wholesale and retail merchandise establishments, such as art 
stores, bakeries, barber shops (including shoe-shining parlors 
and public baths), book stores, cigar stores, coffee and tea 
stores, commission stores, confectionery stores (including ice 
cream parlors), crockery and china stores, dry goods stores, 
drug stores, electrical supply houses, fiower stores (including 
greenhouses), furniture and house furnishing stores, gents' 
furnishing stores (including hat stores and haberdasheries), 
grocery stores, hardware stores, harness shops, hay, grain, 
feed and coal offices and stores, jewelry stores, meat markets, 
millinery stores, milk depots, paint and wall paper shops, 
piano and music stores, picture stores, plumbing shops, sa- 
loons (including pool and billiard halls and adjoining card 
rooms), shoe stores and shoe repair shops, stationery stores, 
tailor shops (including dyers, cleaners and clothes pressing 
establishments), undertakers, upholsterers, and wine and 
liquor stores, theaters (including nickelodeons, shooting gal- 
leries and similar amusement places), corridors and halls in 
office and apartment buildings upon separate meter, dance and 
public halls (including lodge and society rooms), restaurants 
(including eating places and lunch wagons), depots and public 
places for the conduct of railroad, street railway, express and 
telephone business (excluding freight warehouses),- and all 
other consumers not herein otherwise specifically provided for. 
In class C 55 per cent of the total connected load is deemed active. 
Such class consists of federal, state and county buildings; 
churches and missions; hotels and clubs; factories (including 
small industrial establishments such as machine shops, car- 
penter shops, blacksmith shops, tin shops and cigar factories) 
closing not later than 6 p. m., private and parochial schools; 
grain and tobacco elevators and warehouses, freight and stor- 
age warehouses, and stables and garages, both private, board- 
ing and livery. 
In class D 30 per cent of the total connected load is deemed ac- 
tive. Such class consists of the University of Wisconsin. 
In class E 55 per cent of the total connected load is deemed ac- 
tive. Such class consists of all interior lighting for the city 
of Madison, including commercial a. c. current for schools, po- 

14— E. R. 
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lice and fire stations, libraries, hospitals and other city build- 
ings. 

In class P the total connected load Is deemed active. Such class 
consists of unmetered lighting for signs, outlines and windows, 
contracted for upon a yearly basis. 

The minimum bill Is |1.00 net per month. 

Where company is unable to read meter after reasonable effort, 
the fact Will be plainly Indicated upon the monthly bill, the 
minimum charge of $1 assessed and differences adjusted with 
the consumer when meter is again read. 

Company bills all consumers the gross rate, and the difference be- 
tween the gross and net rates above specified, or 1 ct. per 
kw-hr., constitutes a discount for prompt payment. 

Discounts will not be granted after the 13th day of the month fol- 
lowing the last date of meter reading. 

For the reconnectlon of meters for the same consumer upon the 
same premises a charge of $2 is made. 

Commercial Power. 

STANDARD RATE. 

Thbee-Phase a. C. Powbb Sbbvicje. 

To any single consumer signing the company's standard form of 
contract, providing for service for three years or more, and lo- 
cated within limited districts adjacent to the company's three- 
phase a. c. power lines, the charge for a. c. electric power serv- 
ice shall be computed upon the following basis: 
Demand Charge: 

$28.00 per year for each kw. of demand for the first 10 kw. 
$18.00 per year for each kw. of demand of the next 90 kw. 
$9.00 per year for each kw. of demand in excess of 100 kw. 
Plus an energy charge as follows: 
Energy Charge: 

2\i cts. gross or 2 cts. net per kw-hr. for the first 500 kw-hr. con- 
sumption during the month. 
1% cts. gross or 1 ct. net per kw-hr. for the next 1,000 kw-hr. 

consumption during the month. 
1 ct. gross or % ct. net per kw-hr. for all energy consumed dur- 
ing any month In excess of 1,560 kw-hr. 
Service to Which Above Rate is Applicable: 
The foregoing rate shall apply not only to consumers using com- 
pany's three-phase a. c. electric power service for motive and 
heating purposes, but in those cases where the c;:>nsumer shall 
desire to apply such power current to miscellaneous lighting 
purposes, and where his demand through the power meters 
therefor shall not be in excess of 20% of his total simultane- 
ous demand for both said lighting and power service, said 
rate shall also apply to such lighting; it being understood 
that such use of current shall impose upon the company no 
burden of regulation beyond that imposed by such power 
service. 
Demand: 
The demand is defined as the greatest rate at which electrical 
energy is used by the consumer within any period of fifteen 
consecutive minutes subject to the methods hereinafter speci- 
fied of determining the same and of applying thereto the above 
demand charge. 



ELECTRIC RATES. ] - — 2 1 1 — [MADISON 

I. ASSESSED DEMAND. 

For installation of 50 h. p. connected, or less, the demand shall be 
fixed at the following percentages of the total connected load: 
Where installations are under 10 h. p. and only one motor 

is used ',.- 90% 

Where installations are under 10 h. p. and more than one 

motor is used 80% 

Where the installations are 10 h. p. or over and less than 20 

h. p., irrespective of number of motors 70% 

Where installations are 20 h. p. or over and less than/ 50 

h. p., irrespective of number of motors - 60% 

n. MEASURED DEMAND 

For installations over 50 h. p. connected, demand shall be measured 
by permanently installed meters or biy monthly readings. Such 
readings may, at the option of the company, be ascertained by 
counting revolutions of the wattmeter disc, or by printing quar- 
ter hourly readings of the wattmeter, or by a graphic recording 
wattmeter, or by the so-called Wright demand meter. 
The full yearly demand charge above scheduled shall be applicable 
throughout the year to the demand (herein designated as winter 
demand) whiQ;h shall obtain during the months of October, No- 
vember, December, January, February or March. 
If the demand which shall obtain during the months of April to 
September, inclusive, shall be greater than such winter demand, 
only one^half of said yearly demand charge shall be applicable 
to such excess over winter demand. 
If there shall be no demand during said months of October to March 
inclusive of the year, but only during the remaining or summer 
months thereof, the same shall also be considered as excess de- 
mand, and only one-half of the yearly* demand charge shall be 
applicable thereto. 
Provisions Applicable to Assessed and Measured Demand: 

Demand charges for assessed demand shall be payable throughout 
the year, in monthly installments, the yearly demand charge 
per kw. being divided into twelfths to ascertain the unit 
charge per month. As to measured demand, the demand 
charge for winter demand shall be payable in twelve monthly 
installments, the yearly demand charge per kw. being divided 
into twelfths to ascertain the unit charge per month, and the 
demand charge for excess demand shall be payable In six 
monthly installments, the one-half of the yearly, demand charge 
per kw. being divided into sixths to ascertain the unit 
charge per 'month. 
As to assessed demand, the demand charge for any month shall be 
based on the maximum demand obtaining during such or any 
preceding month; as to measured demand, the winter demand 
charge for any month shall be based on the maximum winter 
demand obtaining during such or any preceding winter month, 
and the excess demand charge for any month shall be based 
on the maximum summer demand obtaining during such or 
any preceding summer month; provided, that, if changes In 
installation shall, ^ for a continuous period of twelve months, 
substantially reduce the demand, the future demand shall 
thereafter be arrived at in the light of the changed condition. 
Energy charges shall also be payable monthly. Net shall apply If 
bills are paid on or before the 18th day of the month follow- 
ing the month for which bill is rendered; otherwise gross 
shall apply. 



MABISON.] —212— [WIS. R. R. COMM. 

OPTIONAL, RATE. 

Three-Phase a. C. Poweb Service. 

Service specified .as above may, at the option of the consumer, be con- 
tracted for, for a term of not less than one year, at the following 
rates: 
Demand Charge: 

50 cts. per month for each h. p. of demand. 
Energy Charge: * 

6 cts. gross, 4 cts. net per kw-hr. for all energy consumed. 
Consumers under standard rate first above specified may, at the 
end of any contract year, substitute this optional rate for such 
standard rate, by executing optional .rate contract covering the 
unexpired term of the standard rate contract. 

D. C. PowEB Service. 

For direct current electric power purposes, as measured by meters 
owned and installed by the company, a charge of 
50 cts. net per active h. p. capacity per month, plus 4 cts. net or 6 

cts. gross per kw-hr. 
Active h. p. shall consist of a fixed percentage of the nominal rated 
capacity of the motor, as indicated on the manufacturer's 
name-plate. The following percentage of such capacity is 
deemed active: 
Where installations are under 10 h. p. and only one motor 

is used 90% 

Where installations are under 10 h. p. and more than one 

motor is used 80% 

Where installations are 10 h. p. or over and less than 20 

h. p., irrespective of number of motors 70% 

*Where Installations are 20 h. p. or over and less than 50 
h. p. irrespective of number of motors, yearly contract 

basis 60% 

*Where installations are 50 h. p. or over and less than 100 
h. p. irrespective of number of motors, yearly con- 
tract basis 56% 

♦Where installations are over 100 h. p., irrespective of 

number of motors, yearly contract basis 50% 

The minimum bill shall be ^$1.50 net per month. 
Where company is unable to read meter after reasonable effort, the 
fact will be plainly indicated upon the monthly bill, the mini- 
mum charge of $1.50 assessed and differences adjusted with 
the consumer when meter is again read. 
Company bills all consumers the gross rate, and the difference be- 
tween the gross and net rates above specified, or 1 ct per 
kw-hr., constitutes a discount for prompt payment 
Discounts will not be granted after the 13th day of the month fol- 
lowing the last date of meter reading. 
For the reconnection of meters for the same consumer upon the 
same. premises a charge of $3 is made. 
Optional Rate: 
To any single consumer having in service a connected load of 50 
or more h. p., and located within limited districts along the 
company's power lines, the company agrees to furnish a lim- 
ited direct current approximately 500 volt service at the fal- 
lowing rate, and subject to the following regulations: 



i 



• Less than yearly contract basis, 70 per cent active. 
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Rate: 
Demand Charge: 

$1.60 per month per maximum average h. p. demand. 
Current Charge: 
2 cts. per kw-hr. consumed. 

Demand charges for any month shall be computed from the 
maximum average h. p. demand of any preceding month 
of the* contract selected by the company. Such maximum 
average h. p. demand as above referred to shall be deter- 
mined by taking the average of any three maximum daily 
demands, selected by the company, that may occur in any 
one month. 
Such daily maximum demands shall be determined by taking 
the average h. p. demanded over any period of three con- 
secutive minutes selected by the company during any con- 
secutive twenty-four hours selected by the company. 
Regulations: 
Bill shall be rendered on the first of each month and shall be 

payable on or before the 13th of each month. 
Contract shall be made for a period of not less than three years. 
The current shall be measured through one meter. 
Contracts shall not apply to current used for lighting purposes. 
In all matters not specifically mentioned, the rules and regula- 
tions of the company, shall be deemed applicable. 
Power is furnished to the Madison Railways Co. at a rate of 
1% ct. per kw-hr. 
Meters are owned by the utility. 
A charge of $4.50 is made for connecting consumer's premises with 

lines. 

. . . , , ... . _ ^ 

Street Lighting. 
General: 
378 — 6.6 amnere, a. c. series carbon arc lamps, burning all night, 

every night. Rate $58 per lamp per year. 
46 — 600 c. p., 20 ampere, a. c. series gas filled tungsten lamps, 
burning all night, every night. Rate $58 per lamp per 
year. 
7 — ^100 c. t)., 6.6 ampere, a. c. series tungsten lamps, burning all 
night, every lilght. Rate $17.20 per lamp per year. 
Oritamental: 
145 posts in pairs about 120 feet apart; 44 posts with 1 — 300 watt 
and 101 posts with 1 — 500 watt. 20 ampere, gas filled tungsten 
lamp each: 22—300 watt and 52 — 500 watt lamps bum every 
night until midnight: 22 — 300 watt and 49 — 500 watt lamps 
burn every night all night. Rate: 300 watt lamps burning 
until midnle:ht, $27 each per year: 300 watt lamns burning all 
nleht $36 each per year; 500 watt lamps, burning until mid- 
nieht. $40 each per year: 500 watt lamps burning all night, $58 
each per year. System installed by city and abutting property 
owners. Maintenance borne by utility. City pays charges per 
lamp. 

MADISON. 

PENINSULAR POWER COMPANY. 

(Service furnished in northeastern Wisconsin and upper peninsula of 

Michigan. Main ofllce located at Madison.) 
Wethod of generation, hydraulic. 
mlj operating period, continuous, 
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Commercial Power. f 

I. Applicable 'at Iron River, Michigarij and Iron River Mining Z)i#-i 
trict. 1 

A. Wholesale Rates to Eleoteio Lighting CJompantes. 

Service furnished to local electric light and power company. 

Hours of service, 24. * 

Alternating current.' 

Voltage, 6600. 

Rates: 1 ct. per kw-hr. plus $1.20 per month per kw. of maximum- 

demand. 
Minimum Charge: An annual amount based on above rates and a 

total consumption of 500,0000 kw-hr. and a maximum demand 

of 275 kw. 

B. Power Rates, Large. ^ 

Available to mining companies and other large power consumers, j 
having a total connected load of not less than 100 h. p. j 

Hours of service, 24. ■ 

Kind of service, alternating. 
Voltage, 6600. 

3 phase. • 

Rate: 



1.49 cts. 


per 


kw-hr. for a load factor from 20% to 30% 


1.26 " 




30% to 40% 


1.10 " 




40% fo 50% 


1.00 " 




50% to 80% 


.95 '* 




80% to 90% 


.90 " 




90% to 100% 



Minimum charge $1.00 per month per active h. p. 

II. Applicable at Iron Mountain, Michigan, and Iron Mountain Min- 

ing District. 

■ 
< ■ 

A. Wholesale Rates to Electric Lightinq Companies. j 

Service furnished to local electric light and power company. 

Hours of service, 24. i 

Alternating current. 

Voltage, 6600. 

Rate: 1 ct. per kw-hr. plus $1.20 per month per kw. of maximum 

demand. 
Minimum Charge: An annual amount based on the above rate and 

a total annual consumption of 350,600 kw-hr. and a maximum 

demand of 250 kw. 

III. Applicable at Alpha, Michigan, and Alpha Mining District, 

A. Wholesale Rates to EtLectric Lighting Companies. 

Service furnished to local electric light and power company. 

Hours oiC service, 24. 

Alternating current. 

Voltage, 6600. 

Rate: 1.75 cts. per kw-hr. 

Minimum Charge: $25.00 per month. 
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B. PowEB Rates, Labge. 

Available to mining companies and other large power consumers, 

having a total connected load of not less than 100 h. p. 
Hours of service, 24. 
Kind of service, alternating. 
Voltage, 6600. 
3 phase. 
Rate: 
1.49 cts. per kw-hr. for a load factor from 20% to 



1.26 

1.10 

1.00 

.95 

.90 
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30% to 

40% to 

50% to 

80% to 



30% 
40% 
50% 
80% 
90% 



90% to 100% 



Minimum charge $1.00 per month per active h. p. 

IV. Applicable at Crystal Falls, Michigan, and Crystal Falls Mining 
District, 

A. PowEB Rates, Labge. 

Available to mining companies and other large power consumers, 

having a total connected load of not less than 100 h. p. 
Hours of service, 24. 
Kind of service, alternating. 
Voltage, 6600. 
3 phase. 
Rate : 
1.49 cts. per kw-hr. for a load factor from 20% to 



1.26 

1.10 

1.00 

.95 

.90 
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30% to 
40% to 
50% to 
80% to 



30% 
40% 
50% 
80% 
90% 



90% to 100% 



Minimum charge |1.00 per month per active h. p. 

Applicable at Florence, Wisconsin, and Florence Mining District. ^ 

A. PowEB Rates, Labge. 

Available to mining companies and other large power consumers, 

having a total connected load of not less than 200 h. p. 
Hours of service, 24. 
Kind of service, alternating. 
Voltage, 6600. 
3 phase. 
Rate: 
1.49 cts. per kw-hr. for a load factor from 20% to 



1.26 
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40% to 
50% to 
80% to 



30% 
40% 
50% 
80% 
90% 



90% to 100% 



Minimum charge |1.00 per month per active h. p. 

MANAWA. 

(Population, 820.) 

LITTLE WOLFE RIVER LUMBER CO. 

Method of genieration, hydraulic and purchased. 

Pftily operating period, dusk to midnight and 5 a. m. to daylight. 



M.4NAWA.] — 216 — [WIS. R. R. COMM. 

Commercial lightiBg. 

Meteb Rates: 

Current, 10 cts. per kw-hr. 

Meter rent, 25 cts. per month. 
Flat Rates: 

Residences, 35 cts. per 16 c. p. lamp per month. 

Business places, 50 cts. per 16 c. p. lamp per month. 10 to 20 
lamps, 35 cts. each; 20 or more lamps, 20 cts. each. 
Meters are owned by utility. 
No charge for connecting building to line. 

Street lilghtiiig.. 

General: 
60 — 100 watt, 220 volt, d c. multiple tungsten lamps, burning on a 
midnight moonlight schedule. Rate $12 per lamp per 
year. 
Obnamental: 
None. 

MANCHESTER. 

(Population, 196.) 

MANCHESTER LIGHT & POWER CO. 

Method of generation, water power. 
Daily operating period, dusk to 11 p. m. 

Commercial Lighting. 

Meter Rates: 
Minimum bill, $1.00 per month. 

16 cts. gross or 15 cts. net per kw-hr. for the first 20 kw-hr. con- 
sumed per month. 
11 cts. gross or 10 cts. net per kw-hr. for all over 20 kw-hr. con- 
sumed per month. 
Discount of 1 ct. per kw-hr. if bills are paid on or before the 15th 
day of the month following the month in which senrlce is 
rendered. 
Flat Rates: 
At the company's discretion flat rates for installations of three 
lamps or less will be allowed as follows: 

First lamp 50 cts. per month. 

Second lamp 30 cts. per month. 

Third lamp 20 cts. per month. 

Commercial Power. 

Minimum bill, $1.00 per month for the first 2 h. p. or fraction 

thereof, and 50 cts. per h. p. per month for each additional 

h. p. connected. 
9 cts. gross or 8 cts. net, per kw-hr. for the first 100 kw-hr. per 

month. 
8 cts. gross or 7 cts. net per kw-hr. for the next 100 kw-hr. per 

month. 
7 cts. gross or 6 cts. net per kw-hr. for the next 100 kw-hr. per 

month 
6 cts. gross or 5 cts. net per kw-hr. for all over 300 kw-hr. per 

month. 
Same discount provision as for lighting. 
Meters are owned by the utility. 
No charge Is made for connecting consumer's premises with lines. 
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Street Llghtliig. 
Genekal: 
5—500 watt, d. c. multiple tungsten lamps, burning from dusk to 
11 p. m. Rate $20 per lamp per year. 
Ornamjcntai.: 
None. 

MANITOWOC. 

(Population, 13,027.) 

MUNICIPAIi PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Ughting. 

Minimum charge per month, $0.25. 
Dwellings^ Offices, Churches and Schools. 

Bills up to $50 a year 12 cts. per kw-hr. 

Bills from 50 to $75 a year 2 cts. reduction 

75 to 100 a year 3 " 

100 to 150 ^ year 4 " 

On bills over 150 a year 5 " " 

Commercial Stores, Hotels, etc. 

Bills up to $15 a month 10 cts. per kw-hr. 

Bills from 15 to $20 a month 1 ct. reduction 

" " 20 to 30 a month...... 2 " 

Over 30 a month 3 " " 

Drug Stores, Barber Shops and Stores. 

' Open every night 8 cts. per kw-hr. 

Bills over $30 a month 1 ct. reduction 

Where temporary service is furnished to business places the 
amount paid for such service shall not be less than $3.00. 

Commercial Power. 

Bills of $2.00 a month or over 6 cts. per kw-hr. 

$1.00 to $2.00 a month 10 " " 

less than $1.00 a month 12 " " 

When service is used 10 hours a day the following rate applies: 
50 cts. net per active h. p. capacity per month, plus 4 cts. net or 
5 cts. gross per kw-hr. 
Active horse power consists of a fixed percentage of the nominal 
rated capacity of the motor, as indicated on the manufac- 
turer's nameplate. The following percentage of such capacity 
shall be deemed active: 
Where installations are under 10 h. p. and only one motor 

is used 90% 

Where installations are under 10 h. p. and more than one 

motor is used 80% 

Where installations are 10 h. p. or over and less than 20 

h. p., irrespective of the number of motors 70% 

Where installations are 20 h. p. or over and less than 50 

h. p., irrespective of the number of motors 60% 

Where installations are 50 h. p. or over and less than 100 

h. p., irrespective of the number of motors 55% 

Yearly contract basis. 
No bill for electric power service shall be less thai $1.00 per month. 
For installations of more than one h. p. the minimum bill shall be 
increased at the rate of $1.00 for each h. p. in excess of one, 
providing, however, that, except for consumption billed under 
the $1.00 minimum, the maximum rate shall be 10 cts. per 
kw-br. 
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Bills are to be paid within 20 days of date. If not paid serylce 
will be discontinued and a charge of $0.50 made for reconnect- 
ing service. Unpaid bills will be placed on the tax roll. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lineB. 

Street Lighting. 

General: 

51 — 5.5 ampere, 120 volt, d. c. multiple, carbon arc lamps, burn- 
ing on an all-night every-night schedule. Rate $75 per 
lamp per year. 
406 — 60 c. p., 6.6 ampere„ a. c. series, gas filled tungsten lamps, 
burning all night until midnight and after midnight on a 
moonlight schedule. Rate $16 per lamp per year. 
7 — 600 c. p., 20 ampere, a. c. series gas filled tungsten lamps, 
burning all night until midnight, and after midnight on 
a moonlight schedule. Rate $65 per lamp per year. 
Ornamental: 
None. 

MARINETTE. 

(Population, 14,610.) 

MENOMINEE & MARINETTE MGHT & TRACTION OO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 

Minimum monthly charge, $1.00. 

11 cts. per kw-hr. for the first 30 hours* use per month of the active 
connected load. 

7 cts. per kw-hr. for the second 60 hours* use per month. 

4 cts. per kw-hr. for each additional hour's use per month. 

The active connected load or the demand for residences shall con- 
sist of 45 per cent of the total connected load, except for con- 
sumers where the actual demand is known. 

The active connected load or the demand for business or com- 
mercial lighting shall consist of 60% of the total connected 
load, except in cases where the actual demand is known. 

Business lighting shall consist of all retail and wholesale mercan- 
tile establishments, manufacturing plants, banks, saloons, 
pool and billiard rooms, nickelodeons, ofllces, studios, dress- 
making parlors, opera houses, schools, depots, and all other 
consumers of this character not herein otherwise provided for. 

The active connected load for halls, lodges, churches, hotels, clubs, 
hospitals, livery stables, libraries, jails and similar establish- 
ments shall consist of 45 per cent of the total connected load, 
except where the actual demand is known. 
Optional Readiness-to-Sebve Rate: 

15 cts. per month per 16 c. p. lamp (50 w.) demanded; 4 cts. per 
kw-hr. for current consumed, the demand or connected load to 
be the same as under the above schedule. 

Any consumer electing this rate must use same for one year. 

10% discount allowed on above rates if bill is paid on or before 
the tenth day of the month succeeding that during which the 
charges were incurred. 

No charge will be made to customers on the foregoing schedule 
for lamp renewals of 8, 16, 24 or 32 c. p. carbon filament of the 
regular clear glass type, upon the return of burned out lamps 
with the glass unbroken. Lamps broken, lost or unaccounted 
for must be paid for by the consumer. 
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Display Lighting: 

Minimum monthly charge, $0.75. 

Service to be connected to a circuit controlled from our suhstation, 
which is turned on at dusk and turned off at 12 o'clock mid- 
night. 

4% cts. per kw-hr. for current consumed, computed as follows: the 
connected load multiplied by 2200 hours, equal annual con- 
sumption, multiplied by 4% cts. equal annual charge, to be 
paid in equal monthly installments. 

No lamp renewals furnished or discount allowed on this rate. 

This rate to apply to consumers not on this midnight circuit, who 
furnish a time limit switch. 

Customers under this rate must use current for not less than one 
year. 
Wholes AUE Rate foe Eleotrio 'Lighting: 

For customers whose net lighting bills amount to $150.00 or more 
per month, 2.2 cts. per kw-hr. will be made subject to a dis- 
count of 10% if paid on or before the 10th day of the month 
succeeding that during which the charges were incurred. 
$150.00 shall be the minimum in all cases. 

No free lamp renewals furnished on this rate. 
Plat Rate Lighting fob Residences : 

1.1 cts. per watt per month for actual demand, subject to a dis- 
count of 10% if paid on or before the 10th day of the month 
succeeding that during which the charges were incurred. 

The actual demand to be governed by an "excess indicator" set 
to a stated amount from 100 to 300 watts. 

The company to furnish the "excess indicator" and the consumer 
to furnish lamps and renewals. 

Consumers under this rate to contract for not less than one year. 

Commercial Power. 
Meter Rates: 
A service charge of 50 cts. per month for each h. p. of nominal 

rated capacity of motor or less, and 
3V2 cts. per kw-hr. for installations of 20 h. p. or less. 
3 cts. per kw-hr. for installations of over 20 h. p. and under 50 h. p. 
2^ cts. per kw-hr. for installations of 50 h. p. and over, and under 

75 h. p. 
2 cts. per kw-hr. for installaiions of 75 h. p. and over, and under 

100 h. p. 
1% cts. per kw-hr. for installations of 100 h, p. and over, and 

under 200 h. p. 
1 ct. per kw-hr. for installations of 200 h. p. and over and under 

500 h. p. 
% of a ct. per kw-hr. for installations over 500 h. p. 
A minimum charge of $1.00 per month will be made in all cases. 
10% discount allowed on above rates if bills' are paid on or before 
the 10th day of the month succeeding that during which the 
charges were incurred. 
Optional Wholesale Pojweb Rate: 
For all power customers paying $150.00 net per month for each 
and every month In the year, 2 cts. per kw-hr. net with no 
service charge. 
'Wholesale Electric Power Rate: 
For installations of 150 h. p. and over, a rate of $19.00* per h. p. 

per year, based on the rated capacity of motors installed. 
Current supplied, 2,300 volts, three phase, 60 cycle. 
This rate Is subject to cancellation by the company when the 
"peak load" of its Rapids Power Plant is equal to the mini- 
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mum flow of the Menominee river, or to temporary suspension 
at the option of the company in the event of its inability to 
supply such current without cutting ofiC any of its customers 
not under this rate. 

Payments to be made on or before the 10th of each montb. ^or power 
supplied during the preceding month. 

In cases where the meters are disconnected a charge of (0.50 will be 
made for reconnection to the same premises. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises wltli lines. 

Street Lighting. 

General: 
91 — 6.6 ampere, a. c, series carbon arc lamps, burning on an all- 
night moonlight schedule. Rate $58.50 per lamp per year. 
41 — 4 ampere, d. c. series flame arc lamps burning on an all-night 
moonlight schedule. Rate $58.50 per lamp per year. 
Obnamental: 
35 individual posts installed by merchants. 

MAKION. 

(Population, 798.) 

MARION LIGHT & POWETR COMPANY. 

Method of generation, Semi-Diesel engines. 
Daily operating period, 16 to 24 hours. 

Gonuuercial Lighting. 

Meter Rates: 
Minimum charge per month $1.00. 
Current, 12 cts. per kw-hr. 

Penalty of 15 cts. per month added to bills not paid by the 10th of 
the month. 
Flat Rates: 
Residences: 

First 100 watts, 1 ct. per watt per month. 
All over 100 watts, 0.5 cts. per watt per month. 
Business Places: 

First 500 watts, 1 ct. per watt per month. 
All over 500 watts, 0.5 cts. per watt per month. 

Commercial Power. 

Motors operating 6 hours or more per day, 3 cts. per kw-hr. 

Motors above 1 h. p. operating less than 6 hrs. per day, 6 cts. 
per kw-hr. 

Motors operating intermittently, regular lighting rate. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

S^treet Lighting. 

Gej^ebal: 
22 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a dusk to 1 a. m. moonlight schedule. Rate $40 
lamp per year. 
3 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a dusk to 1 a. m. moonlight schedule. Rate |26 per 
per lamp per year. 

OBNAMENTAIi: 

None. 
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MAREESAN. 

(Population, 892.) 

MARKESAN ELECTRIC COMPANY. 

Method of f^eneratlon, . 

Dally operating period, . 

Goininerclal Ijightiii^. 

For the first 60 hours' use per month of active connected load, 
14.4 cts. net or 16 cts. gross per kw-hr. All over 60 hours* 
use per month of active connected load, 9 cts. net or 10 cts. 
gross per kw-hr. 
Minimum bill for llprhtlng, 75 cts. per month. 
The active connected load shall be a fixed percentage of the total 
connected load as follows: 
Class A, Residences, public buildings, rooming houses, etc. 40% 
Class B. Churches, schools and Industrial establishments 

closing not later than 6 n. m BB% 

Class C. Livery stables and hotels 60% 

Class D. Stores. oflBces, club rooms, banks, theaters, saloons 

depots, and all others not herein specifically mentioned 75% 
Class E. Signs 100% 

P/^mmerrlftt Power, 

Unlimited JTours: 
For the firslj 60 hours' use per month of active connected load, 

9 cts. net or 10 cts. gross per kw-hr. 

All over 60 hours' use per month of active connected load, 4% cts. 

net or 5 cts. gross per kw-hr. 
Minimum bill for power: 

4 h. p. or less $2.00 per month 

Over 4 h. n $0.50^ per h. n. 

Active connecti^rl Tonri shall be s certain percentage of the rated 
h. T). c^pacltv of the motors or appliances. The following per- 
centage shall be rlpemed active: 
WTiere the Installation throusrh one meter Is 

Less than 3 h. n , 100% 

S to 10 h. T>. one motor only 85% 

3 to 10 h. p more than one motor 75% 

10 h. n. to 50 h. p 66% 

50 h. p. or over 55% 

TAiri.ited Hours: 
For the first 60 hours' use per month of active connected load, 

7.2 cts. net or S cts. srnss per kw-hr. 
For all over 60 hours' use per month of active connected load 

3.6 cts. net or 4 cts. gross per kw-hr. 
The rate Is for nower consumers who will agree to use power only 

durlne ST>eclfled hours when It does not conflict with llsrhtlng 

hours. The same percentages are' considered active as In the 

unlimited hours schedule. 
All current will be bnied at the gross rate and will be sublect to 

a discount to reduce It to a net rate If paid by the tenth of 

the month following service. 
The limited hour ratei shall apply to those consumers who agree 

to use power only between the hours shown on the following 

schedule: 
January l!>th to February 15th. . .6:00 a. m. to 4:30 p. m. 
February 15th to March 15th..,, 6: 00 a. m, to 5:00 p. m. 
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March 15th to April 15th 6:00 a. m. to 5:30 p. m. 

April 15th to Septemher 15th 6:00 a. m. to 6:00 p. m. 

September 15th to October 15th.. 6: 00 a. m. to 5:30 p. m. 

October 15th to November 15th.. 6: 00 a. m. to 5:00 p. m. 

November 15th to January 15th — 6:00 a. m. to 4:00 p. m. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
42 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a midnight moonlight schedule. Rate |32.25 
per lamp per year. 
Ornamental: 
20 posts, 3 posts to block in pairs; 1 — 40 watt and 4 — 25 watt tung- 
sten* lamps on each post; 40 watt lamps burn until midnight; 
25 watt lamps burn two hours each night. iPlat charge of 
$383.65 per year. System installed by merchants and abutting 
property owners. Village pays the annual charge. Utility 
bears cost of maintenance. 

MABSHFIELD. 

(Population, 5,783.) 

MUNIOIPAIi PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Oommercial Lighting. 

Minimum charge, $1.00 per month. 
Current, 10 cts. per kw-hr. 

The following discounts will be allowed if paid on or before the 
15th day of the month of issue at the electric light office: 

8 to 40 kw-hr 10% 

40 to 100 kw-hr 25% 

100 to 250 kw-hr 35% 

250 kw-hr. and over 50% 

Commercial Power. 

Minimum charge 50 cts. per h. p. under 20 h. p.; 25 cts. per h. p. 
over 20 h. p. 

For the first 50,000 watt-hours 7 cts. per M. 

For the second 50,000 watt hours 6 cts. per M. 

For the third 50,000 watt-hours 5% cts. per M. 

Above 250,000 watt-hours to 1,000,000 w. h. . . 4 cts. per M. 

1,000,000 watt-hours to 1,500,000 w. h., 3% cts. with 5 per cent dis- 
count. 

1,500,000 watt-hours to 3,000,000 w. h., 3 cts. with 5 per cent dis- 
count. 

3,000,000 watf-hours and over, 2% cts. with 5 per cent discount. 

A charge of $1.00 will be made for services which are connected 
after having been discontinued on account of failure to pay 
bill within specified time. 

Special rate of 5 cts. per kw-hr. for state experiment station. 
A deposit of $5.00 may be required of consumers who do not own 

the building occupied. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 
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Street Lighting. 

76—240 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on an all-night moonlight schedule. Rate 165 per 
lamp per year. 

OBNAMSNTAIt: 

84 posts, 8 posts to block in pairs; 1 — 200 watt, 110 volt, gas filled 
tungsten lamps on each post burning all night, every night. 
Rate $25 per post per year. System installed by utility. City 
pays for service. Utility bears cost of maintenance. 

MABTINTOWN. 

(Population, 100.) 

MARMNTOWN ELECTRIC LIGHT & POWER OO. 

Method of generation, water power. 
Daily operating period, , 

Commercial Lighting. 
Metbb Rates: 

Current, 10 cts. per kw-hr. 
Flat Rates: 

$1.00 per month. 
No charge is made for connecting consumer's premises with lines. 

BIAUSTON. 

(Population, 1,701.) 

MAUSTON ELECTRIC SERVICE OO. 

Method of generation, steam and hydraulic. 
Daily operating period, . 

Commercial liightiiig. 

Minimum monthly bill, 75 cts. 

Current 12^ cts. per kw-hr. when paid the 5th of each month. 
16% " " " " " after 5th 
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Commercial Power. 

Minimum charge per month, $1.00 per h. p. connected. 

5 cts. per kw-hr. for the first 25 kw-hr. for each h. p. connected. 

4 cts. per kw-hr. for the next 50 kw-hr. for each h. p. connected. 

2 cts. per kw-hr. for all in excess of 75 kw-hr. for each h. p. con- 
nected. 
Heating Rate for Business Places: 

Minimum charge per month $0.75.' 

Current, 10 cts. per kw-hr. 

Discount of 25% if bill is j)aid five days from date. 
Meters are owned by the utility. 
No charge Is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 

8 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 

burning on a moonlight midnight schedule. Rate $65 per 

lamp per year. 
4 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 

burning on a moonlight midnight schedule. Rate $50 per 

lamp per year. 
23 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 

burning on a moonlight midnifht schedule, Rate $30 per 

lamp per yeaft 
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18 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlight midnight schedule. Rate $26 per 
» lamp per year. 
90 — 60 c. p., 6.6 ampere, a. c. series tungsten lamps, burning on a 
moonlight midnight schedule. Rate $22 per lamp per year. 
Ornamental: 
None. 

MATVILLE. 

(Population, 2,282.) 

THI7 NORTHWESTERN LIGHT & POWER OOMPAHnT. 

Method of generation, steard. 

Daily operating period, continuous. 

Commercial liighting. 

Meter Rates: 

Minimum monthly charge 76 cts. 

For the first 100 kw-hr 10 ** 

second 100 " 9 " 

third 100 " 8 " < 

next 300 " 6 " 

" all above 600 " 4 " 

Discount 5% if paid before 10th of month. 
No free lamp renewals. 

Commercial Power. 

For the first 100 kw-hr 8 cts. 

second 100 " 6 " 

third 100 " 5 ** 

next 300 " 4 " I 

" all above 600 " 8 " 

Discount 5% if paid before 10th of month. '■ 

Meters are owned by the utility. ' 

No charge is made for connecting consumer's premises with lines. 

t 
1 

Street Lighting. 

General: v 

26 — 6.6 ampere, a. c. series carbon arc lamps, burning all nlgbt . 

every night. Rate $50 per lamp per year. \ 

21 — 6.6 ampere a. c. series carbon arc lamps, burning all night, j 

every night. Rate $65 per lamp per year. 

Ornamental: -I'^WI 

None. 

MAZOIOANIE. 

(Population, 917.) 

MUNICIPAIi PliANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month, 60 cts. 
Current, 10 cts. per kw-hr. 

Discount of 2 cts. per kw-hr. on all bills paid before the 10th of the 
month following that for which service was rendered. 

Commercial Power. 

Minimum charge per month, $1.00. 

6 cts. per kw-hr. for motors of 1 h. p. or larger. 

Motors of less than 1 h. p. on commercial lighting rates. 
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Discount of 1 ct. per kw-hr. on bills paid before the 10th of the 

month following that for which service was rendered. 
Heating and cooking devices at same rates and terms as commer- 
cial power. 
If bills are not paid by end of month following that for which serv- 
ice was rendered, service will be disconnected. 
Meters are owned by consumers. 
No charge is made for connecting consumer's premises with lines. 

Street lii^^hting. 

GENEBALil 

10 — 250 c. p. and 57 — 100 c. p., 6.6 ampere, a. c. series tungsten 
lamps burning from dusk to midnight. Rate $9 per lamp 
per year. 

ObX AMENTAL : 

None. 

MEDFOBD. 

(Population, 1,846.) 

MEIDFORD LIGHT & HEATINO CO. 

Method of generation, Diesel engine. 

Daily operating period, continuous except Sunday. 

Commercial Lfighting. 

Minimum monthly charge, |1.00. 
Up to 30 kw-hr., 10 cts. per kw-hr. 
From 30 to 50 kw-hr., 8 cts. per kw-hr. 
Over 50 kw-hr., 6 cts. per kw-hr. 

Commercial Power. 

Minimum monthly charge: first 2 h. p., $1.00 per h. p.; $0.50 for 
each additional h. p. 

First 20 kw-hr. per h. p. per month, 10 cts. per kw-hr. 
Next 20 " " " 8 " " " 

All over 40 " " " 5 " " " 

Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 
32 — 6.6 ampere, d. c. series carbon arc lamps, burning all night, 
every night. Rate $78 per lamp per year. 
Ornamental : 
None. 

MELLEN. 

(Population, 1,833.) 
MEIiLEN WATER ^ UOHT 00. 

Method of generation, hydraulic and steam. 

Daily operating period, 3 p. m. tn ]0 a. m.; Tuesday and Wednesday 
to 11 a. m.; Sunday dusk to daylight. 

Commercial Liighting. 

Minimum charge on meter rates $1.25 per month. 

First 50 M. watts 10 cts. per 1,000 watts. 

Next 50 " 8 

Next 50 " 6 

All over 150 " 4 

Meters are owned by the utility. 
No charge for connecting building to line. 

An extra charge of 50 cts. will be made where light is required to be 
cut off, when reconnected later. 
15— E. R. 
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Street Lighting. 

General: 

6—400 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning all night, every night. Rate $84 per lamp per 
year. 
2 — 250 watt, 110- volt, a. c, multiple tungsten lamps, burning all 

night every night. Rate $60 per lamp per year. 
5 — 150 watt, 110 volt, a. c, multiple tungsten lamps, burning all 

night, every night. Rate $39 per lamp per year. 
15 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning all 

night, every night. Rate $27 per lamp per year. 
31 — 40 watt, 110 volt, a. c. multiple tungsten lamps, burning all 
night, every night. Rate $19.20 per lamp per year. 
Ornamental: 
None. 

MENASHA. 

(Population, 6,081.) 
WISCONSIN TRACTION, LIGHT, HEAT & POWER CO. 

Method of generation, hydraulic and steam. Plant at Appleton. 

Daily operating period, continuous. 

(See Appleton for commercial rate schedule.) 

Street Lfghtini;. 

Furnished by municipal plant. 

MENOMONEE FALLS. 

(Population, 919.) 
WISCONSIN GAS & EliECTRIC COMPANY. 

jMethod of generation, hydraulic and current purchased. 
Daily operating period, continuous. 

Applies in the villages of Menomonee Falls, Lannon, Templeton, Sus- 
sex and Merton. 

I. STANDARD RATE. 

To customers signing the compaivy's standard forms of contract, pro- . 
viding for service for one year or more, the charge for electric ■ 
service shall be computed on the following basis: ; 

Demand Charge: 

$42.00 per year for each kw. of demand of the first 10 kw. 
30.00 " " " " •• next 60 " 

24.00 " " " " " next 140 " 

18.00 " " " " in excess of 200 " 1 

Payable in equal monthly installments, plus an energy charge as 
follows : 
Energy Charge: 

4 cts. per kw-hr. for the first 1,000 kw-hr. consumption during 

month; 
3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during 

month; 
2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 

month; 
ll^ cts. per kw-hr. for the next 40,000 kw-hr. consumption during 

month ; j 

1.3 cts. per kw-hr. for all energy in excess of 50,000 kw-hr. during 
month. 

1. The foregoing rate shall aplv to all customers utilizing com- 

pany's electric service for lighting and receiving free renewals 
of company's standard lamps. 

2. Tlie foregoing rate less % ct. per kw-hr. shall apply to all cus- 
i tomers utilizing company's service and not receiving free re- 
] newals of company's standard lamps. 
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-A. Electric Lighting: 

X. Th.is service will include: 

(a.) Electric energy furnished for lamps and other appliances 
utilized for illumination purposes, except as hereinafter 
specifically exempted. 
(1>) Motors and appliances other than lighting equipment where 
provided with a starting apparatus designed to limit the 
initial or starting current to a value not exceeding 2^ times 
the full load current, alternating current motors of 14 h. p. 
when wound for 110 volts and of ^ h. p. when wound for 220 
volts, the aggregate rated capacity of such appliances not to 
exceed 2 kw., will be included in this class when used in 
connection with lighting equipment and when the connected 
lead of such motors and appliances does not exceed the ag- 
gregate rated capacity of lighting equipment. 

2. Should the conditions of use of customer's demand be obviously 

such that he would never earn a lower rate under the Stand- 
ard than under the Increment Rate Schedule, the Increment 
Rate Schedule set forth in Section II hereof shall apply. (Con- 
tract form No. 759-M.) The increment lighting schedule is op- 
tional with the Standard Rate. 

3. In the application of the Standard Rate one integrating watt 

meter only shall be provided for the measurement of energy, 
unless accuracy of measurement requires the installation of 
niore than one meter. Where demand meters are installed, 
only one set of meters shall be used, and the arithmetical sum 
of their readings shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 kw. 

or less shall purchase service providing for free lamp re- 
newals. 

(b) In exclusive lighting installations of more than 2 kw. con- 
nected, it is optional with the customer whether he shall 
take the rate providing for free lamp renewals. 

(c) In exclusive lighting installations of more than 2 kw. con- 
nected and where customer desires to contract for service 
without free lamp renewals, the energy charge shall be % ct. 
per kw-hr. less than that provided above and contract form 
No. 1938-M shall be endorsed "Without Renewals of Lamps." 

5. The maximum rate of charge for energy for lighting service is 

set forth in Section II. 

6. The following table shows the various contract forms under 

virhich commercial electric lighting service is sold, and the ap- 
plication of such forms in the various classes of Service: 

Form No. TITLE APPLICATION 

759-M Contract for (a) Lighting under Increment 

Electric Schedule with free renewals of com- 

Service. pany's standard lamps. 

759-M (b) "Short Time" lighting serv- 

ice. 

(c) Not to be used for power 

service. 

1938-M Contract for (a) Commercial lighting under 

Commercial Standard Rate with renewals of 

Electric company's standard lamps. 

Service. (b) Commercial lighting service 

1938-M over 2 kw. under Standard Rate, 

without renewals of company's 
standard lamps when endorsed 
"Without Renewals of Lamps." 



759-M 
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B. Power: 

1. This service will? include: 

(a) Electric energy utilized for motive and heating purposes^ 
and miscellaneous lighting service, where the demand aris- 
ing from such miscellaneous lighting service shall not be 
in excess of 20% of the total simultaneous demand for llsbt- 
ing and power service. 

(b) Stereopticons, moving picture machines, photographer's arc 
lamps and rectifiers shall be classed as power equipment. 

2. In the practical application of the Standard Rate, it is found 

that customers divide themselves generally into two classes — 
one in which the demand and hours' use is so small that tliey 
receive no advantage under the Standard Rate, and the otlier 
class in which the Standard Rate results in a lower unit cost 
than the Increment Schedule. In the case of Unlimited, or 
On-Peak Service, all contracts for demands of 222 kw. or less 
and requiring an average use of the demand of about 240 
hours per month should be written under the Increment Rate 
Schedule (Contract Form No. 1960-M). Contracts for demand 
in excess of 222 kw. and 240 hours' use per month should be 
written under the Standard Rate (Contract Form No. 1968-1M>. 

3. Where service for lighting or other application requiring: single 

phase current is desired by customer, to be supplied through 
meter measuring energy as polyphase power service^ the un- 
balancing of the phases of the polyphase service arising from 
the use of the service for lighting or other purposes sball not 
exceed 10% of the demand in kw/ contracted for or measured. 
The power factor of such unbalanced single phase load shall 
not be less than 75%. Should customer's demand for single 
phase service exceed the above, the same shaU be divided as 
nearly as practicable to obtain a balanced condition of the 
polyphase service. Customer may contract for single phase 
requirements in excess of 10% of polyphase demand as a 
separate single phase service. Where miscellaneous lighting 
service is supplied through the same meter as **Power" serv- 
ice (B), customer shall be required to supply apparatus for 
rendering available 120 volts for lighting service, if such be 
required. 
C. Optional or Increment Rate for Power Service: 
To customers contracting on company's, form to use service speci- 
fied as power for periods of one year or more and who actu- 
ally so use such service, the charge for electric power service 
shall be computed at the following rates: 

First 100 kw-hr. during any month 8 cts. per kw-hr. 

Next 100 ** " " " 6 ** " 

Next 100 " " " " 5 " " 

Next 300 " " " " 4 " " 

Next 1,400 " " " " 3 " " 

All energy in excess of 2,000 kw-hr. during any month, 2 cts. 
per kw-hr. 
<a) The foregoing optional rate for power does not include re- 
newals of any incandescent lamps, 
(b) The foregoing rate is subject to the minimum monthly pay- 
ments specified in Section II, (B), 3. 
The following table shows the various contract forms under which 
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power service is sold, and the application of such forms to the 
various classes of service: 

Form No. TITLE APPLICATION 

1960-M Contract for (a) Power and miscellaneons 

Electric light where demand and energy 

Power consumption are small or less than 

Service, about 222 kw. at 240 hours per 

Increment month use of demand. 

Rate. (b) "Short Time" power service. 

1968-M Electric Power (a) Power and miscellaneous 

Agreement. light under standard rate. 

D. Combined Lighting and Power Service. 

This service will include electric energy specified as "lighting" 
(A), and electric energy specified as "power" (B), where such 
combination service is supplied through the same meter. 

Special Sep.vk fs. 

E. Limited or Off -Peak Service. 

The foregoing rates for "lighting" service (see "A"), "power'* 
service (see "B"), and "combined lighting and power service** 
(see **D") less one-half of the demand charge, shall apply to 
customers contracting to utilize and utilizing the service only 
at times during the calendar day other than during the hours 
of the month, specified as follows: 
Month Hours during which service 

shall not be used 

October 5: 30 p,. m. to 7: 00 p. m. 

November .^ 5 : 00 p. m. to 7 : 00 p. m. 

December 4:30 p. m. to 7 : 00 p. m. 

January .4:40 p. m. to 7:00 p. m. 

February ". . .5:20 p. m. to 7:00 p. m. 

March 6 : 00 p. m. to 7 : 00 p. m. 

In case customer desires to use service during the specified "Off- 
Peak" hours and upon giving the company one hour's notice of 
such intent, he shall be permitted to use service on any day of 
the week except Saturday and Sunday, and iPor each day power 
is so used customer shall pay: 
For each kw. of demand of the first 10 kw. $0.17; 

" next 50 " .12; 
" next 140 " .10; 
" excess " .07. 

The demand so paid for shall be that as measured if it exceeds the 
"off-peak" demand contracted for or otherwise paid for during 
the current month. 

1. Customers shall install and maintain in operating condition an 

automatic time switch of the type approved by the company. 

2. Service under the off-peak schedule for demands of less than 10 

kw. will not be solicited or recommended, \mt will be sold on 
application. The saving to the customer is small and the com- 
plication introduced greater than' that warranted by the sav- 
ing in cost of service. 

3. In many cases, customers signing limited service contracts will 

require some service for lighting during the hours that serv- 
ice is not available under this» schedule. In such cases con- 
tract shall include a small demand under the unlimited service 
schedule, and all energy supplied under both schedules shall 
be measured by one meter. In computing the demand charge 
and the application of the four steps of the demand charge 
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hereto, the demand charge for the unlimited service s^*^^^"?^ 
be computed and the charge for the limited service sliail be 
continuous thereafter. For example, if the customer contracts 
to purchase 10 kw. of unlimited service and 50 kw. ot limited 
service, the monthly demand charge is computed as follo^wrs: 

10 kilowatts at $3.50 $35.00 

50 kilowatts at 1.25 62.50 

4. Limited or off-peak service shall be sold only on annual con- 

tracts. On-peak service to supplement off-peak service <liiring 
the off-peak hours shall not be sold at the short tinae or in- 
crement rate. 

5. The following table shows the various contract forms under 

which power service is sold, and the application of such forms 
to the various classes of service: 

Form No. TITLE APPLICATION 

1964-M Limited electric (a) Off-peak power service. 

power agree- 
ment. 
1974-M Combined un- (a) Combined "on" and "off" 

limited and *^eak power and miscellaneous 

limited elec- lighting. 

trie power 

a&rreement 
2377-M Combined un- (a) Combined "on" and "off" 

limited and peak commercial lighting and mis- 

limited com- r€?l9neous power. 

mercial and 

electric light 

and power 

service. 

F. Ten-Seven Service. 

The foregoing rates for "power" service (B) less three-fourths of 
the demand charge shall apply to all customers contracting to 
utilize and utilizing company's service only during the hours 
10:00 p. m. to the following 7:00 a. m. Customer shall install 
and maintain in operating condition an automatic time switcli 
of the type approved by the company. 

1. Contract fqrm No. 1971-M shall be used for "ten-seven" pow^er. 
service. 

G. Unlimited Breakdown Service. 

The foregoing rates for "lighting and power'*' service (D) under 
unlimited service, shall apply for breakdown or emergency 
service connections. Since for such service the actual demand 
is unknown, customers shall contract for any demand, and 
shall be limited to the demand as contracted for by an auto- 
matic circuit breaker, installed and maintained by the cus- 
tomer and approved and controlled by the company. It shall 
be set to open when the demand exceeds 125% of the kilo- 
voltampere demand contracted for. 

1. Contract form 1969-M shall be used for "unlimited breakdown 
service." 
H. Limited Breakdown Service. 

The foregoing rates for "lighting and power" service (D) under 
limited, and off-peak service, shall be furnished for breakdown 
or emergency service connections. Since for such service the 
actual demand is unknown, customers shall contract for any 
demand, and shall be limited to the demand as contracted for 
by an automatic circuit breaker, installed and maintained by 



ELECTRIC RATES.] —231 — [MENOMONEE FALiIiS 

the custt)mer and approved and controlled by the company. 
It shall he set to open when the demand exceeds 125% of the 
kilovoltampere demand contracted for. 
1. Contract form No. 1970-M shall be used for "limited breakdown 
service." 

11. MAXIMUM RATE FOR LIGHTING SERVICE AND MINIMUM 

PAYMENTS 

A. Maximum Rate for lAghting Service, 

1. Maximum rate of charge for commercial electric lighting serv- 

ice (Section 1, 'A") during any month shall not exceed: 
First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 " " " " 10 " " 

Next 100 " , " " " 8 " " 

Next 300 •* " " " 6^ " " 

All over 600 " " " " 4 " " 

2. The foregoing rate is subject to prompt payment discount and 

includes free renewals of company's standard carbon filament 
lamps and renewal allowances on tungsten or other special 
lamps. 

3. Customers may purchase service without lamp renewals, in 

which case these rates per kw-hr. shall be reduced one-half 
cent. 

4. The foregoing limitation of the maximum rate of charge for 

commercial electric lighting service applies only to exclusively 
commercial lighting customers and shall not apply to any cus- 
tomer purchasing service for combined lighting and power, 
breakdown service, or combined unlimited and limited service. 
B. Minimum Monthly Payments. 

1. The minimum monthly payment to be made by any customer, 

except customers purchasing exclusively electric lighting serv- 
ice or power service at the optional or increment power rate, 
shall be the monthly installment of the annual demand charge. 

2. A minimum monthly bill shall be charged of 50 cts. net to cus- 

tomers having connected * loads of 300 watts or less and one 
dollar to customers having connected loads in excess of 300 
watts, to cover such expenses occasioned by the individual 
customer as billing, inspecting and maintaining meter and 
service connections, etc. In addition to such minimum bill a 
charge of $1.50 shall be made for each arc lamp installed. 

^. A minimum monthly bill under the optional or increment rate 
for power shall be charged of $1.50 for an installation of 2 
h. p. or less nominal rated capacity, plus 75 cts. for each 
additional h. p. or fraction thereof (or $1, per kw.) nominal 
rated capacity. 

4. A minimum monthly bill for any power customer having an 
installation of 2 h. p. or less and purchasing service either 
under the standard or under the optional or increment rate 
shall be charged of $1.50. 

III. MEASUREMENT OP DEMAND. 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecutive 
minutes during the contract year, subject to the methods of de- 
termining hereinafter specified. 
^' Lighting Service. 
1. For lighting installations of 2 kw. or less, the demand shall be 
assessed as 100% of the first 300 watts, plus 66%% of the 
connected load in addition to the first 300 watts. 
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2. Where the demand is assessed all sockets not containing lamp* 

shall either be removed or sealed by the company, or counted 
at 50 watts each. 

3. For installations of over 2 kw. the demand shall be measured 

by permanently installed demand meters, or by montlily read- 
ings taken during the normal peak demand of the service. 
Such readings may be ascertained at the option of tlxe com- 
pany by counting revolutions of the watt meter disc, or by 
printing quarterly hourly readings of the watt meter, or l>y a 
graphic recording watt meter, or by the so-called Wriglxt de- 
mand meter. 

B. Power Service, 

1. The maximum demand upon which the monthly charge for 
power service (see B) is based shall not be less than 75 jper 
cent of the highest demand ascertained during the period of 
twelve months ended with the current month. 

2. For power installations of 2 kw. connected or less, the demand 

shall be assessed as 759^ of the connected load, as indicated 
by the manufacturer's rating. 

C. Temporary Assessment of Demand. 

In installations in excess of 2 kw. connected, where customer is- 
connected for service during a month during which the maxi- 
mum measured demand shall be less than the probable demand 
obtaining during November, December, January or February^ 
the demand will be assessed in accordance with the follo^win^ 
rules, and such assessed demand will be corrected as soon as 
the actual demand for the year has been measured, and tlie 
difference in the demand rate billed upon the assessed or 
estimated demand, and, the demand rate based upon tlie ac- 
tual or measured demand shall be credited to the customer or 
paid by the customer as the case may be. 

1. In Class ' 1" customers (lighting service) the assessed demand 

shall be determined as follows: 
100% of the first 300 watts connected; 
66%% of the next 1,700 watts connected; 
55% of all in excess of the first 2,000 watts connected. 
Class 1 customers shall include all lighTing customers except 
those designated as Class 2. 

2. In Class "2" customers (lighting service) the assessed demand 

shall be determined as follows: 

100% of the first 300 watts connected; 

66%% of the next 1,700 watts connected; 

40% of all in excess of the first 2,000 watts connected. 

Class 2 customers shall consist of federal and county buildings, 
churches and missions, hotels and clubs, factories (includingr 
small industrial establishments such as machine shops, car- 
penter shops, blacksmith shops, tin shops and cigar fiic- 
tories closing not later than 6 p. m), private and parochial 
schools, grain and tobacco elevators and warehouses, freight 
and storage warehouses, stables and garages, both private, 
boarding and livery, and furniture stores occupying two or 
more floors above street level. 

3. In Class 3 (power service) the assessed demand shall be deter- 

mined as a percentage of the total connected load as indicated 
• by the manufacturer's rating: 

Where installations are under 10 h. p. 75%; 

over 10 h. p. and less than 
50 h. p. 6^%; 
50 h. p. 55%. 
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4. If customer's connected load is permanently decreased, the de- 
mand charge shall be reduced accordingly. Where customer's 
connected load is 2 kw. or less, the demand shall be reassessed. 
If customer's load is in excess of 2 kw., the demand is deter- 
mined by measurement and the time at which the change in 
connected load occurs will influence the basis upon which the 
new demand charge will be determined. If the customer's 
connected load is reduced prior tp December 15, of the cus- 
tomer's contract year, the demand may be remeasured and the 
new demand so ascertained be taken as the basis of the de- 
mand charge for the remaining portion of the customer's con- 
tract year. If the customer's installation be reduced subse- 
quent to December 15 of the customer's contract year, then 
the new demand charge shall be determined upon the basis of 
the temporary assessed demand, as provided in the preceding 
paragraphs, and such assessed demand will continue to be the 
basis upon which the customer shall be billed for service until 
a new demand shall be ascertained by measurement during 
the months of November, December, January and February 
following. 

IV. RBSIDBNCB LIGHTING SERVICE. 

To customers contracting for residence electric service with free 
renewals of company's standard lamps for periods of one year or 
more, the following rate shall apply: 
(a) Primary charge of 12 cts. per kw-hr. for 

1. The first 4 kw-hr. consumed per month for each of the first 

four active rooms. 

2. The first 2^^ kw-hr. consumed per month for each of the active 

rooms in excess of the first four. 
All rooms except the following shall be computed as active: 
Three rooms (which are primarily or may be used as bed rooms, 
including therein finished attic or garret room) bathrooms, 
basements, garrets, closets and back porch. 
<b) Secondary charge of 5 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate in 
(a) up to a total of 7 kw-hr consumed per month. per active 
room, 
(c) Tertiary charge of 2 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate (a) 
and secondary rate (b) or for all energy consumed in excess 
of 7 kw-hr. per active room per month. 

1. The quantity of energy paid for at the primary rate (a) is not 

included in the energy computed at the secondary rate (b) op 
at the tertiary rate (c). 

2. In determining the number of active rooms, all rooms whether 

containing lights or not shall be counted, except the follow- 
ing: three rooms (which are primarily or may be used as bed- 
rooms, including therein finished attic or garret rooms), bath- 
rooms, basements, garrets, closets and back porch. 

3. A room used as a children's nursery or work room and contain- 

ing a couch sometimes used as sleeping quarters is not classed 
as a bedroom. 

4. Halls and hallways used and furnished as living rooms and 

having an area in excess of 120 square feet are classed as ac- 
tive rooms. 

5. A part of a room not cut off by partition and door, which is gen- 

erally known as an alcove, shall not be counted as an addl- 
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tional active room unless it is furnished and used for a dis- 
tinctly different purpose or its area exceeds 33%% of tlie total 
area of the room and alcove. 

6. Front, side and back porches with or without lights are noi 

classed as active. Back porches are specifically excepted In 
rate schedules, as, in many cases, they are enclosed and used 
as a summer kitchen, or dining room, and as such xnlslit be 
taken as a room. 

7. Where service for a barn or garage is supplied through, tie 

same meter as that through which service for the resWence is 
supplied, all active rooms in garage or barn are added to those 
of the house and the rate applied. 

8. Where separate meters are supplied, a garage or barn shall be 

treated as a separate residence. 

9. All classes of domestic heating and power consuming devices 

may be supplied through the meter by which the lighting serv- 
ice is measured, in which case, this rate shall apply. 
Battery charging outfits, refrigerating outfits, non-portable air 
compressors or vacuum cleaners, or similar apparatus not 
in use between the hours of 4:30 p. m. and 8:30 p. m., may 
be supplied through the residence meter. 
Motors and other power consuming devices, when connected to 
residence service meter, must conform to the follo^wring 
rules : 
All such motors and devices must be equipped with starting^ 
and regulating apparatus to limit automatically the ini- 
tial current in starting to an amount not exceeding 2H 
times the full load current as determined by manufac- 
turer's rating. Motors or other devices having a rated ca- 
pacity greater than; ^^ kw. shall be wound for 240 volts 
and customer shall arrange building wiring and meter 
loops for three-wire service and meter. 

10. Elevators and wireless telegraph apparatus using service in- 
termittently shall not be supplied at residence rates or from 
residence service connection. Such apparatus must be sup- 
plied from power mains and, where a special extension of 
power service is required, customer shall pay the cost of the 
necessary extension in accordance with the rules of the com- 
pany governing such extension of service. Customer shall 
contract for service for such apparatus at the company's 
power rates. 

11. In apartment houses, each apartment shall be classed as a sep- 
arate residence. The public portions of the building, such as 
hallways, elevators, and enclosures, public dining rooms and 
kitchens, pantries, etc., connected therewith shall be treated 
separately. Service for such portions of the buildings may 
be purchased either under the residence rates (IV) or the 
standard commercial lighting rates (I-A) at the option of the 
purchaser. If service is furnished at the residence rate (IV), 
the energy charge to be paid for monthly at the primary rate 
shall be computed upon the basis of one active room per floor 
(exclusive of basement), multiplied by the number of main 
entrances to the building, plus the rooms used as kitchens, 
building storerooms, pantries, dining rooms and offices. The 
active rooms in janitor's quarters, if supplied through the 
same meter as public portions of the building, shall be added. 
Janitor's quarters metered separately shall be treated as a sep- 
arate residence. 

12. The residence schedule shall not be applied to any apartment 
f: house wherein the landlord or agent is billed for the entire 



ELECTRIC RATES.] — 235 — [MENOMONBIE FALLS 

service consumed in the building and rebills the seryice to the 
occupants of the apartments. In such cases the increment 
lighting rate (II) shall be used. 

13. The residence schedule shall not be applied to customers whose 

practice it is to have service cut off during the summer 
months. It shall be applied to only those who sign contracts 
providing for service by the year and who pay at least the 
minimum monthly payment provided for in the contract. 
When company is unable to read meters for any month or 
months, the quantity of energy to be paid for monthly at the 
primary rate shall be increased pro rata. 

14. Customers occupying a portion of a business . building as a 
residence may combine residence service with commercial 
lighting service through one meter. In no case, however, shall 
the residence rate be combined with the commercial lighting 
rate and residence rates cannot be applied to such combination 
service. 

D. Minimum Payments. 

To customers p':ecuting company's standard form of residence 
lighting contract at foregoing rates and using the service for 
periods of one year or more, the minimum charge shall be 
50 cts. per month net. 

E. The following shows the various contract forms under which 
residence service is sold and the application of each formr 

Form No. TITLE APPLICATION 

193 9-M Contract for Residence service for periods of 

Residence one year or more, standard rate. 

' Lighting 
Service. 

2399-M Short Time Short time residence electric 

Residence lighting service. 

Electric 
Lighting 
Service. 

V. DISCOUNT FOR PROMPT PAYMENT. 

1. On bills paid at the office of the company or its authorized collec- 
tion agenciep within ten days of date of bill, a discount of b% 
ot the first $25.00 of all bills and 1% on amounts in excess of 
$25.00 will be given. 

2 On bills for electric service supplied to the federal, county and 
city governments, paid at the office of the company, or its author- 
ized collection agencies, within 60 days of date of bill, the prompt 
payment discount provided for in the contract under which such 
service is sold will be allowed. 

VI. SHORT TIME RATES. 

To customers obtaining service for periods of less than one year and 
subject to a charge for the cost of connection and disconnection of 
service and meter, the charge for electric service shall be computed 
according to the following schedules and with the prompt payment 
discount set forth in Section V, applying thereto, viz.: 
A. Commercial Lighting Service. 
First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 " " " " 10 " " 

Next 100 " " " " 8 '* " *• 

Next 300 " " . " " 6 '* " ** 
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All energy in excess of 600 kw-hr. during any month 4 cts- per 
kw-hr. 

1. The foregoing rate includes free renewals of company's stand- 

ard incandescent lamps and renewal allowances on tungrsten 
or other special lamps. 

2. When free renewals of company's standard lamps or rene^v^al 

allowances on tungsten or other special lamps are not obtalzied 
by customer, contract for service" shall be endorsed "witKout 
lamp renewals/' and the foregoing rate shall be reduced ^ ct. 
per kw-hr. 

3. For reconnection of meter for the same customer upon the *»a.Tiie 

premises a charge of $1.50 shall be made. 
B. Residence Lighting Service. 

1. The rate per kw-hr. for short time residence electric lighting 

service, subject to the minimum monthly payment of 50 cts. 
during any month, shall not exceed 12 cts. 

2. The foregoing rate includes free renewals of company 'b stand- 

ard incandescent lamps and renewal allowance on tungsten 
or other special lamps. 

3. For reconnection of meter for the same customer upon the same 

premises a charge of $1.50 shall be made. 4 

C Power Service. 

First 100 kw-hr. during any month 8 cts. per kw-hr. 

Next 100 " " " " 6 " " " 

Next 100 " " '* " 5 " " ** 

Next 300 " " " " 4 " " " 

All energy in excess of 600 kw-hr. during any month, 3 cts. per 

kw-hr. 

1. The foregoing rate is subject to the minimum monthly payment 

specified in Section II. 

2. For the reconnection of meter for same customer u()on the same 

premises a charge of $1.50 shall be made. 

VII. RENEJWALS OF STANDARD INCANDESCENT LAMPS. 

1. To entitle customers to free renewals of company's standard carbon 
filament incandescent lamps or to allowances on the renewals of 
tungsten or other special lamps, the first installation of such larips 
or any increase thereof, shall be purchased from the company by 
the customer at the company's published prices. 

VIII. RENTAL OF METERS. 

A. In case the customer desires integrating watt meters installed to 
measure the consumption of electrical energy by various floors, 
departments, or tenants, company will install such meters upon 
yearly contracts and charge therefor the following: 



Size and type 
of meter 



CJ 






Single Phase and 
Direct Current: 

10 amp. and smaller $1.00 

15 amp. to 75 amp 1.50 

100 amp. to 300 amp 3.00 

3 Phase Meters: 
5 amp to 25 amp 1.50 

50 amp. to 150 amp 3.00 
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$0.50 

.75 

1.00 

.75 
1.00 
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$3.00 

6.00 

12.00 

6.00 
12.00 



ELECTRIC RATES.] 



237 — [MENOMONBE, TOWN OF 



B. 



Tlie company will not obligate itself to supply tHe readings of the 
individual meters, nor aesume any responsibllty for their ac- 
curacy. 
Should customers desire rented meters tested and report thereon 
made tlie company will make such test and report, and charge 
tlierefor the following: 



pj? 



Size of meter 



5 amp. to 25 amp. 
40 amp. to 150 amp. 
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$2.00 


$1.00 


2.50 


1.50 



Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 
Stx^eet Lighting. 
General: 

16 — 150 watt, 125 volt, a. c. multiple tungsten lamps, burning upon 

an every-night midnight schedule. 
50 — 60 watt, 125 volt, a. c, multiple tungsten lamps, burning upon 

an every-night midnight schedule. 
Total charge for above street lighting, $1,500 per year. 
Ornamental: 
None. 

MENOMONEE, TOWN OF 

(Waukesha County.) 

WISCONSIN GAS & EliEOTRIO CJOMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Rural Service. 

Applies to Towns of Menomonee, Lislfon and Merton. 

Rural customers are defined as customers located outside of the 
limits of cities and villages and who are engaged in farming, 
gardening, stock raising and dairying. Country residences 
are included in this class. 
Rural customers located upon existing distributing lines or who 
contribute to the cost of constructing extensions in accordance 
with the company 's , rules and who execute compa;ny's stand- 
ard form of rural service contract for a period of not less than 
two years may purchase single-phase electric service at the 
following rates: 
(a) Service Charge: 

$2.00 per month for four or less active rooms, plus 40 cts. per 

month for each active room in excess of the first four. 
Service charge shall include energy consumption equivalent 
to 7 kw-hr. per active room per month or not less than 
28 kw-hr. per month, 
(b) Energy Charge: 
2 cts. per kw-hr. for all energy consumed in excess of 7 kw-hr. 
per active room or in excess of 28 kw-hr., in case the ac- 
tive rooms are less than four. 
The number of active rooms shall be computed on the follow- 
ing basis: All rooms contained in the residence shall be 
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counted as active, except bath rooms, basements, garrets, 
ck>sets, halls, pantry and three rooms used as bedrooms 
or sleeping quarters but not used for other purposes. In 
addition to the rooms in the residence, each separate build- 
. Ing used as a barn, stable, garage or greenhouse shall be 
counted as one active room. In computing the active 
rooms, no deduction shall be made because rooms or build- 
ings are not wired or connected. 

The foregoing rate shall apply to all energy used for house- 
hold purposes, including cooking, and for miscellaneous 
power purposes, providing the total nominal rated capac- 
ity of motors does not exceed three horse power, and pro- 
viding the motors are not operated between sundown and 
eleven p. m. Service for additional motors will be sup- 
plied at the foregoing rate plus an additional charge of 
50 cts. per month for each h. p. or fraction thereof in ex- 
cess of three h. p. 

The foregoing rate does no include renewals of any incandes- 
cent lamps, but is subject to the company's standard 
prompt payment discount of 5% on the first |25, and 1% 
on amounts in excess of $25 of monthly bills paid within 
ten days from date of same. 

S^treet Lighting. 

None. 

MENOMONIE. 

(Population, 5.036.) 

WISCONSIN-MINNESOTA LIGHT & POVl^R CO. 

Method of generation, hydraulic and transmission. 
Method of generation, continuous. 

Commercial liighting. 

* Classification of Service: 

Class A. — Dwelling rooms, flat, private rooming house, residence. 
Class B. — Bank, barber shop, billiard hall, card rooms, depot, 
dressmaking parlors, express company, garage, halls, laundry, 
office, pest office, store or restaurant, saloon, theater, telephone 
company, telegraph company, sign, show case or similar adver- 
tising purposes, windows. 
Class C — Asylum, armory, blacksmith shop, church, convent, club 
rooms, factory, hotel, hospital, heating plant, lodge hall, livery 
stable, public building, rooming house, school, warehouse. 
Meter Rates: 

13 cts. per kw-hr for the first 30 hqurs' use Der month of the ac- 
tive connected load, 8 cts. per kw-hr. for the next 60 hours* 
use per month and 4.5 cts. per kw-hr. for all in excess of 90 
hours' use per month. 
If payment is made at the company's office on or before the 10th 
day of the month for all current consumed for incandescent 
lighting and measured by meters during the preceding cal- 
endar month, the rate will be: 
Primary Rate — 12 cts. per kw-hr. for current used equivalent 
to or less than the first 30 hours' use per month of active 
connected load. 
Secondary Rate — 7 cts. per kw-hr. for additional current used 
equivalent or Ifss than the next 60 hours' use per month of 
active connected load. 
Excess Rate — 4 cts. per kw-hr. for all current used in excess of 
above 90 hours' use per month of active connected load. 
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Class "A" — ^Where the total connected load is equal to or less than 
500 watts nominal rated capacity, 60 per cent of such total 
•connected load shall be termed active. Where the installa- 
tion exceeds 500 watts nominal rated capacity, 33% per cent 
of such part of the total connected load over and above 500 
watts shall also be termed active. 
Class "B"— 'In this class 80% of the total connected load shall be 
termed active, except sign and window lighting, 33% per cent 
of which are active. 
Class "C" — In this class 55 per cent of the total connected load 

shall be termed active. 
Emergency Lighting Rate lor 8 tout Institute. 

Bills will be rendered monthly at a rate of $1.00 per kw. of maxi- 
mum demand and 2 cts. per kw-hr. for power and other 
services. 
Flaming Arcs. 
The company will furnish current at the regular price per kw-hr. 
for lighting service, \mt the consumer shall purchase and 
Install such lamps at his own expense and furnish or pay to 
company the cost price of all carbons used in their opera- 
tion. 
Emergency or Standby Service. 

Service charge $1.80 per year per active 50 watt unit. Current 
4.5 cts. per kw-hr. The maximum rate does not apply to 
this service. 
Minimum, Rates — The company shall be required to furnish the 

$1.00 per month for each additional meter installed. 
Reconnection Charge — Where customers discontinue their electric 
lights, no charge will be made for such service, but when the 
service is reconnected, a charge of $1.00 may be made for the 
same. 

Commercial Power. 

Tower Rates — 6 cts. per kw-hr. for the first 30 hours' use of maxi- 
mum demand and 3 cts. per kw-hr. for all in excess. 
The term maximum demand is herein used to mean the rated ca- 
pacity of motors or motor in h. p. multiplied by 746 watts. 
Customers having a power installation of 25 h. p. or more shall 
have the privilege of rating the installation on its maximum 
demand. 
Minimum Power Bill — The minimum power bill will be 75 cts. per 
h. p. per month as above determined where more than I h. p. is 
installed. On installations of 1 h. p. or less the minimum bill 
will be $1.00 per month. 
Whenever motors and lights shall be connected up on the same 
meter, a minimum charge will be made for both motors and 
lights. 
Emergency or Standby Service. 
Service charge $27 per active h. p. per year. Chrrent 3 cts. per 
kw-hr. The maximum rate does not apply to this service. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

64 — 7.5 ampere, a. c. series carbon arc lamps, burning all uight, 

every night. Rate $57 per lamp per year. 
7—80 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps, 
burning all night, every night. Rate $22.80 per lamp per 
year. 
5—80 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps. 
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burning all night, every night. Rate $19.20 per lamp per 
year. 
3 — 80 c. p., 7.5 ampere, a. c. series gas filled tungsten lamps, 
burning all night, eVery night. Rate $15.04 per lamp per 
year. 
Ornamental : 
None. 

MEQUON. 

(Population, 100.) 
MILWAUKEE NORTHERN RAIIvWAY CO. 

Method of generation, producer gas plant at Port Washington. 

Daily operating period, 5:30 a. m. to 1:35 a. m. 

Special contracts with Gustave A. Kletzsch, The Milwaukee River Can- 
ning Co., Milwaukee Country Club, Holton & Hunkel Co., Grrafton 
Lt., lit. & P. Co., Cedar Grove Tel. Co. and the Oostburg L»t., Ht. & 
P. Co. 

MERRILL. 

(Population, 8,689.) 

WISCONSIN VALLEY ELECTRIC CO. 

Method of generation, hydraulic. 
Method of generation, continuous. 

Commercial Lighting. 

Meter Rates: 
Minimum monthly bill, $1.00. 
Residence Lighting. 

10 cts. per kw-hr. with discounts as follows: Monthly bill of 
$4.00, 20%; $5.00, 25%; $6.00. 30%; $7.00, 35%; $8.00, 40%; 
$9.00, 45%; $10.00 or more, 50%. 
Business Lighting. 
Rate No. 1, 30 cts. per month, for each 40 to 45 watt tungsten, 

. tantalum or 16 c. p. carbon lamp, and 2 cts. per kw-hr. 
Rate No. 2, 20 cts. per month per unit as above and 3 cts per 

kw-hr. 
Rate No. 3, 10 cts. per month per unit and 5 cts. per kw-hr. 
Plat Rates: 
The flat rate is charged according to the actual maximum load. 
If there is any question about such maximum load, a maximum 
demand meter is used. The highest reading of such maximum 
demand meter for November, Deceml^r and January will gov- 
ern the flat rate for the following year. 
The rate shown to be the cheapest to the consumer will be 
charged for the entire year. 

Commercial Power. 

Rates for motors are 25 cts. per h. p. month, and 5 cts. per k^r-hr. 

50 cts. per h. p. month and 3 cts. per kw-hr. $1.00 per li. p. 

month and 2 cts. per kw-hr. If over 10 h. p., $1.00 per h. p. 

month and 1 ct. per kw-hr. 
Household cooking, full kitchen equipment, 2% cts. per kw-hr., 

Apr. 1st to Oct. 1st. Oct. 1st to Apr. Ist, 5 cts. per kw-hr. 

Water tank heaters $2.00 per month in summer, $4.00 in w^in- 

ter. No. 2 small flatirons, motors, and cooking utensils, at 

lighting rates. Large flatirons, (tailor shops, etc.) at motor 

rates. 
In the case of motors we give consumers the cheapest of the three 
/ rates each month. For instance, one month the motor might 
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be used but little and the cheapest rate would be 25 cts. per 
h. p. month, and 5 cts. per kw-hr. The next month the use of 
the motor might be increased so that |1.00 per h. p. months 
and 2 cts. per kw-hr. would be the cheapest rate. 
Rate for electric cooking and heating on installations not exceed- 
ing 5 kw. maximum demand. 
Minimum charge per month, |2.00 
First 100 kw-hr. 3 cts. per kw-hr. 
All over 100 kw-hr. 2 cts. per kw-hr. 
Rate applicahle to all wood veneer plants and flour mills, 
75 cts: per month per active h. p. connected, plus 
1 ct. for the first 20,000 kw-hr. per month. 
% ct. for all in excess of 20,000 kw-hr. per month. 
In determining the active h. p., the following percentages of the 
connected load shall apply: 
80% of the first 10 h. p. shall be considered active. 
70% of the next 30 h. p. shall be considered active. 
40% of excess of 40 h. p. shall be considered active. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lii^^hting. 

General : 
95 — 200 c. p., 6.6 ampere, d. c. series, gas filled tungsten lamps, 
burning upon an all-night moonlight schedule. Rate |4S 
per lamp per year. 

ObI!? AMEXTAi I 

None. 

MERRILLAN. 

(Population, 625.) 

MUNICIPAIi PLANT. 

Method of generation, hydraulic. 

Baily operating period, sunset to sunrise. 

Commercial liigliting. 

Meter Rates: 

First 50 kw-hr. 6 cts. per kw-hr. 

Neict 50 kw-hr. 5 cts. per kw-hr. 

All above 100 kw-hr. 4 cts. per kw-hr. 

Minimum monthly charge, $0.50. 
B^at Rates: 

For each socket on premises for indoor or sign lighting, 30 cts. 
per month with pirivilege of using in each socket an Incandes- 
cent lamp consuming not more than 60 watts per hour, and 
an additional charge will be made for any and all lamps used 
in sockets using over 60 watts per lamp in proportion. 

Any person or persons wishing to use lamps consuming over 60 
watts per hour shall report to the village clerk, or other per- 
son having charge of the electric light department, in writing 
the number and kind of lamps and the wattage of each* and 
any person or persons failing 'to do so shall be liable under 
the laws as for larceny. 

Bills due and payable on or before the 10th day of the month fol- 
lowing that in which service was rendered. 
No charge is made for connecting consumer's premises with lines. 

16— E. R. 
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4^treet Lighting. 

Genebal : 
40 — 100 watt and 11 — 60 watt, 110 volt, a. c. multiple tungsten 
lamps, burning all night, every night. Rate $30 per lamp 
per year. 
Ornamental: 
None. 

MEBBIMAC. 

(Population, 312.) 

MERRIMAC ELECTRIC LIGHT & POWER PLANT. 

J^ethod of generation, steam power. 
Daily operating period, 5 hours. 

'Commercial Lighting. 

Current, 15 cts. per kw-hr. 
11.00 minimum monthly charge. 

Commercial Power. 

First 25 kw-hr. used per month 12 cts. per kw-hr. 

Over 25 kw-hr. used per month 10 cts. per kw-hr. 

Minimum monthly charge, |1.00. 
Penalty of 1 ct. per kw-hr. added to all bills not paid biy the lOth of 

the month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General : 
14 — 40 watt, 220 volt, d. c. multiple tungsten lamps, burning upon 
an every night, midnight schedule. Rate $12 per lamp 
per year. 
6 — 60 wait, 220 volt, d. c. multiple tungsten lamps, burning upon 
an every-night midnight schedule. Hate $18.00 per lamp 
per year. 
Ornamental : 
None. 

MERTON. 

(Population, 350.) 

WISCONSIN GAS & ELECTRIC COMPANY. 

(See rate schedule for Menomonee Falls.) 
"Street Lighting. 

None. ^ 

MERTON, TOWN OF 

(Waukesha County.) 

WISCONSIN GAS & ELECTRIC CO. 

(See rural rate schedule for Town of Menomonee.) 
^Street Lighting. 
None. 

MERTON, TOWN OP 

(Waukesha County.) 

MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part II.) 
$fttreet Lighting. 

None. 
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MIDDLETON. 

(Population, 679.) 

MUNICIPALi PliANT. 

3Iethod of generation, current purchased. 
Daily operating period, 5 a. m. to 12 p. m. 

Ccmmerc.al Liighting. ' 

Minimum quarterly charge, $1.50. 
Current 10 cts. net or 11 cts. gross. 

Difference between net and gross rate constitutes discount if bill 
is paid within 10 days after date. 

Commercial ^ower. 

First 150 kw-hr. per quarter 8 cts. per kw-hr. 
Second 150 kw-hr. per quarter 6 cts. per kw-hr. 
All over 300 kw-hr. per quarter 5 cts. per kw-hr. 
Minimum quarterly charge, |3.00. 
Meters. are owned by utility. 

Street Liigliting. 

General: 

24 — 250. c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burned on a dusk to midnight schedule. Current metered. 
Ornamental : 

None. 

MIFFLIN. 

(Population, 255.) 

MINERAL POINT PUBMO SERVICE CO. 

(See Mineral Point for rate schedule.) 
Street Idgtiting. 
None. 

MILTON. 

(Population, 833.) 
MIIiTON WATER, lilGHT & POWER COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum monthly charge, $0.75. 

Current for incandescent lamps, low tension arc lamps, etc., 20 cts. 
per kw-hr. for the first 15 kw-hr. and 15^ cts. per kw-hr. for 
all in excess of 15 kw-hr. used in a month. 
Above rates are subject to discounts for quantity consumed as 
follows: 
Bills from $5.00 to $10.00 per month 5 per cent discount. 
10.00 " 20.00 " 10 " " 

20.00 " 40.00 " 15 " " 

40.00 " 80.00 *' 20 " " 

. over 80.00 " 25 " " 

t^mmercial Power. 

When the total installation is less than 1 h. p., lighting rates will 
be charged. 

When total installation is 1 h. p. or more, 10 cts. per kw-hr. con- 
sumed will be charged. 

Minimum monthly charge: 
First IV2 \ p. $0.75, each additional h. p. $0.50. 
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A penalty of 1 ct. per kw-hr. will be added to all bills not paid by i 
the 20th of the month. If bill is not paid within 60 days after ^ 
becoming due service will be discontinued. 

A charge of $1.00 is made for reconnecting same consumer on the 
same premises. '"I 

Meters are owned by utility. ^ 

No charge is made for connecting consumer's premises with, lines. > 

Street liighting. ' 

General: ^ 

62 — 40 watt, 110 volt, a. c. multiple tungsten lamps, burning: on a ^ 
moonlight midnight schedule. Rate $6.15 per lamp per 
year. 
1 — 60 watt, 110 volt, a. c. multiple tungsten lamp, burning: on a 
moonlight midnight schedule. Rate $9.22. 
Ornamental: 
"^one 

MILTON JXJNCTION. 

(Population, 775.) 

McGOWAN WATER, LilGHT & POWER OO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Conimercial liigh'ting. 

Minimum charge per month, $0.75. 

First 10 kw-hr. used per month 21 cts. gross or 20 cts. net per 

kw-hr. 
Next 20 kw-hr. used per month 16 cts. gross or 15 cts. Jiet per 

kw-hr. 
All over 30 kw-hr. per month 11 cts. gross or 10 cts. net per k:\«r-hr. 
A discount of 1 ct. per kw-hr. to be allowed for prompt payment. 

Commerc-al Power. 

For power service supplied motors of one h. p. or more, th.e fol- 
lowing rates apply: 
First 30 kw-hr. used per month 16 cts. gross, 15 cts. net per 

kw-hr. 
Excess kw-hr. used per month 11 cts. gross, 10 cts. net per kw-hr. 
Minimum Monthly Bill — Motors under 5 h. p. 
Single-phase motors, $1.00 per h. p. 
Three-phase motors, $1.50 per h. p. 
Minimum Monthly Bill — Motors over 5 h. p. 
Single-phase, 50 cts. per h. p. 
Three-phase, $1.00. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
39 — 25 watt, 120 volt, a. c. multiple tungsten lamps, burning on a 
moonlight midnight schedule. Rate $7.41 p^r lamp per 
year. 
Ornamental: 
None. 

MILWAUKEE. 

(Population, 373,857.) 

COMMONWEALTH POWER COMPANY. 

Method of generation, steam. 
Daily operating period, continuous. 
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I. STANDARD RATE. 

To customers signing the company's standard form of contract provid- 
ing for service for one year or more, the charge for electric serv- 
ice shall be computed upon the following basis: 
Demand Charge: 

. $36.00 per year for each kw. of demand of the first 10 kw. 
$30.00 •' " " " " next 50 " 

$24.00 " " " " " next 140 ** 

$18.00 " " " " in excess 200 " 

Payable in equal monthly installments plus an energy charge, as 
follows : 
Energy Charge: 

4 cts. per kw-hr. for the first 1,000 kw-hr. consumption during 

month. 
3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during 

month. 
2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 

month. 
1^^ cts. per kw-hr. for the next 40,000 kw-hr. consumption dur- 
ing month. 
1.3 cts. per kw-hr. for all energy consumed during month in ex- 
cess of 50,000 kw-hr. 
The foregoing rate shall apply to all consumers utilizing com- 
pany's electric service for lighting and receiving free renewals 
of company's standard lamps. 
The foregoing rate less one-half cent per kw-hr. shall apply 
to all consumers utilizing company's service and not receiving 
free renewals of company's standard lamps. 

Classification of Service. 

Service under the above rate shall be furnished under one of three 
classes : 

(A) Electric Lighting: This service will include electric energy 
furnished for lamps and other appliances utilized for illumina- 
tion purposes, except as hereinafter soeciflcally exempted; 
motors and appliances other than lie:hting eaulnment where 
provided with a starting apparatus designed to limit the ini- 
tial or starting current to a value not exceedine: 2% times the 
fuil load current, alternating current motors of Va h. r» . wh^n 
wound for 110 volts, and of 14 h- P- when wound for 220 volts, 
and direct current motors of 1 h. p. rated capacity, the aggre- 
gratp rated caoacity of such appliances not to exceed 2 kw., 
will te included in this class when used in connection with 
lighting equipment and when the connected lead of such mo- 
tors a.nd apoliances does not exceed the aggregate rated ca- 
pacitv of liehting equipment. 

(B) Power: This service will include (a) electric energy uti- 
lized for motive and heating purposes and for miscellaneous 
lighting service required and utilized incident to the purposes 
for which the power is used, providing the demand arif5ing 
from such miscellaneous and incidental lighting service shall 
not be in excess of 20% of the total simultaneous demand for 
lighting and power service, (b) Stereopticons, moving picture 
machines, photogranhers' arc lamps and rectifiers shall be 
classed as power equipment. 

In oflice and apartment buildings, miscellaneous lighting service 
is defined to consist exclusively of hall, corridor, lavatory 
lighting and the illumination of the mechanical equipment of 
the building. 
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(C) Combined Lighting and Power Service: This service "will in- 
clude electric energy specified as "Lighting" (A) and electric 
energy specified as **Power" (B) where such combination serv 
ice is supplied through the same meter. 

II. DEMAND. 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecutive 
minutes during the contract year, subject to the methods of deter- 
mining demand hereinafter specified. 

1. Assessed Demand. 

For installation of 2 kw. connected or less, the demand sliall be 
assessed as follows: 

For lighting installations of 2 kw. connected or less, 100% of the 
first 300 watts connected plus 66%% of the connected load 
in addition to the first 300 watts shall be deemed the demand. 

For power installations of 2 kw. or less, 75% of the tot&l con- 
nected load, as indicated- by the manufacturer's rating, shall 
be deemed the demand. 

Where the demand is assessed, all sockets not containing lamps 
shall either be removed or sealed by the company. 

Lighting consumers having installations of 2 kw. or less shall 
purchase service providing for free lamp renewals. 

2. Measured Demand. 

For installations of over 2 kw. the demand shall he measured by 
permanently installed demand meters, or by monthly read- 
ings taken during the normal peak demand of the service. 
Such readings may be ascertained at the option of the com- 
pany by counting revolutions of the wattmeter disc, or by 
printing quarter-hourly readings of the wattmeter, or by 
graphic recording wattmeter, or by the so-called Wright de- 
mand meter. 

The maximum demand upon which the montlily charge for power 
service (see B) is based shall not be less than 75 per cent of 
the highest demand ascertained during the period of twelve 
months ended with the current month. 

The demand as measured shall be clearly Indicated upon the 
monthly bill, and all memoranda relating to the original read- 
ing be filed and become part of the consumer's record. 

3. Temporarily Assessed Demand (where actual demand cannot be 

determined at time of commencement of service.) 
Where the customer is connected for service during a month dur- 
ing which the maximum measured demand shall be less than 
the probable demand obtaining during November, December, 
January or February, the demand will be assessed in accord- 
ance with the following rules and such assessed demand will be 
corrected as soon as the actual demand for the year has been 
measured and the difference in, the demand rate billed upon 
the assessed or estimated demand and the demand rate based 
upon the actual or measured demand shall be credited to the 
consumer or paid by the consumer, as the case may be. 
(1) In Class "i" customers (Lighting Service) the assessed de- 
mand shall be determined as follows: 
100 per cent of the first 300 watts connected. 
66% per cent of the next 1,700 watts connected. 
55 per cent for all in excess of the first 2,000 watts. 
Class 1 customers shall include all lighting customers except 
those designated as closs 2. 
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(2) Jn Class "2V customers (Lighting Service) the assessed de- 
mand shall be determined as follows: 
100 per cent of the first 300 watts connected. 
66% per cent of the next 1,700 watts connected. 
40 per cent for all in excess of the first 2,000 watts. 
Class "2" customers shall consist of federal and county buidlngs,. 
churches and missions, hotels and clubs, factories (including 
small industrial establishments such as machine shops, carpen- 
ter shops, blacksmith shops, tin shops, and cigar factories, 
closing not later than 6 p. m.), private and parochial schools^ 
grain and tobacco elevators and warehouses, freight and stor- 
age warehouses, stables, both private, boarding and livery, and 
furniture stores occupying two or more floors above street 
level. 
(3) In Class "5" (Power Service) the assessed demand shall be de- 
termined as a percentage of the total connected load as indi- 
cated by the manufacturer's rating. 

Where installations are under 10 h. p 75% 

Where Installations are over 10 h. p. and less than 

50 h. p 65% 

Where installations are over 50 h. p 55% 

III. MAXIMUM RATE OP CHARGE FOR LIGHTING. 

The maximum rate of charge for "Electric Lighting Service" (See A> 
under any one month shall not exceed 

First 200 kw-hr. during any month 10 cts. per kw-hr. 
Next 200 ** " " " 8 " " " 

Next 200 " " " " 6 " 

All over 600 ** " " " 4 " " " 

The foregoing rate shall include lamp renewals. Where consumer 
purchases electric current without free renewals of incandes- 
cent lamps, the foregoing rate shall be reduced % ct. 
A minimum monthly bill shall be charged of one dollar to cover 
such expenses occasioned by the individral consumer as bill- 
ing, inspecting and maintaining meter, etc. In addition to such 
a minimum bill, a charge of 25 cts. per month shall be made 
for each glower of each nernst lamp installed, and $1.50 for 
each arc lamp installed. 

IV. OPTIONAL OR INCREMENT RATE FOR POWER SERVICE. 

To customers contracting on company's standard form to use service 
specified as power for periods of one year or more and who actu- 
ally so use such service, the charge for electric power service shall 
be computed at rates as follows: 

First 200 kw-hr. consumed during month 6 cts. per kw-hr. 
Next 200 •* " " " 5 " " " 

Next 200 " " " " 4 " " " 

Next 1400 " " '* " 3 " " " 

All energy consumed per month in excess of 2,000 kw-hr. 2 cts. per 

kw-hr. 
The foregoing optional rate for electric power service does not in- 
clude renewals of any incandescent lamps. 
The standard prompt payment discount applies to all customers 
served at the foregoing rate and the standard discount for 
three year contract, applies to customers contracting for serv- 
ice and using the same for periods of three years or more. 
A minimum bill shall be charged under the above rate of $1.50 for 
an installation of 2 h. p. or less, nominal rated capacity, plus 
75 cts. for each additional h. p. or fraction thereof (or $1.00- 
per kw.) nominal rated capacity. 
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V. DISCOUNT FOR PROMPT PAYMENT AND LONG TERM CON- 
' TRACT. 

Upon both the demand rate and limiting schedule a discount ^w^ill be 
allowed for prompt payment aggregating 5% of the first $25.00 and 
1% of the additional amount in excess of |25.00. 

Contracts for three years or more will carry in addition a discount of 
2% from current monthly bills during the second year, plus 2% 
on bills paid during the first year; 5% from current monthly bills, 
during the third year plus 3% on bills paid during the first and 
second years; 5% from all bills during the fourth and eacta. suc- 
ceeding year. 

VI. SHORT TIME RATES. 

A. Commercial Lighting Sebvice. 

First 200 kw-hr. during any month 10 cts. per kw-hr. 
Next 200 •• " " " 8 " " " 

Next 200 " " " " 6 " " " 

All over 600 " " " "4 " " " 

(a) The foregoing rate includes free renewals of company's stand- 
ard incandescent lamps and renewal allowances on tungsten or 
other special lamps. 

(b) When free renewals of company's standard lamps or renewal 
allowances en tungsten or other special lamps are not obtained 
by customer, contract for service shall be endorsed "without 
lamp renewals," and the foregoing rate shall be reduced one- 
half cent per kw-hr. 

(c) The foregoing rate is subject to a minimum monthly payment 
of one dollar. 

3. Power Service. 

First 200 kw-hr. during any month 6 cts. per kw-hr. 
Next 200 " ** " " 5 " " " 

Next '200 " " " " 4 " " 

All energy in excess of 600 kw-hr. during any month 3 cts. per 
kw-hr. 

(a) For reconnection of meter for the same customer upon the 
same premises, a charge of $1.50 shall be made. 

(b) Tho foregoing rate is subject to a minimum monthly payment 
of $1.50 for an installation .of 2 h. p. or less nominal rated 
capacity, plus 75 cts. for each additional h. p. or fraction 
thereof of nominal rated capacity. 

<C) Application of Rates. 

1. The foregoing rates shall apply to all customers using and paying 

for service during any term of less than one year. 

2. Customers purchasing regular service under any of the company's 

regular rates, may purchase special, auxiliary, and temporary 
service at foregoing rates, subject to the following conditions: 

(a) Customers shall execute company's regular form of contract 
for short term service. 

(b) Customers shall wire for such temporary, auxiliary or special 
service separately to company's service connection or point 
where company's regular service meters are installed, and shall 
provide nec/essary meter loops for meters to register service 
contracted for at foregoing rates. 

(c) Customers shall pay company $1.50 to cover cost of installation 
and removal of meter for registering short term service. 

<d) Lighting service purchased at foregoing rates for use in con- 
junction with service purchased under other schedules of rates 
shall be confined to such uses as are temporary or special in 
nature, such as holiday, window and outline lighting, special 
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signs, celebrations, festivals, etc., and where the wiring used 
in connection with such lighting is removed at the' close of the 
special season or celebration or immediately after the discon- 
tinuance of the special service purchased under the foregoing 
rates. 
Lighting service at foregoing rates not falling within the above 
classification shall not be supplied in conjunction with other 
service supplied under contracts covering a term of one year 
or more. 
3. Customers purchasing service at Short Time Rates shall reimburse 
the company for the cost of installing or increasing capacity of 
and removing, service connections, transformers or other eqalp- 
ment required especially by such customers. 

VII. CONNECTION— FIXTURES. 

The company will lease appliances, fixtures and equipment to the cus- 
tomer at rentals, based on 15% per annum of the value of the 
equipment. 

To entitle the customer to free renewals of company's standard car- 
bon filament lamps, or to allowances on the renewals of tungsten 
or other special lamps, the first installation of such lamps or any 
increase thereof, shall be purchased from the company by the 
customer at the company's published prices. 

VIII. RECONNECTTON OF SERVICE. 

For the reconnection of the meters a charge of $1.50 is made. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Street liighting. 

Ornamental : 
75 posts, 8 posts to block; 1 — 10 ampere, a. c. series arc lamp on 
each post; lamps burn every night from dusk to midnight^ 
Rate 15 cts. per front foot per month. System installed by 
utility. Merchants pay monthly charge. Cost of maintenance 
borne by utility. 

MILWAUKEE. 

MILiWAUKEE LIGHT, HEAT & TRACTION COMPANY. 

PART I. 

Applicable at Raciney South Milwaukee^ Ciidahy, Wauwatosa^ West 
Allis. 8t. Francis, West Milwaukee, East Milwaukee, Whitefish 
Bay, East Troy, Mukwonago, Waterford, Rochester, Hales Corners, 
8t, Martins, and in the townships of Milwaukee, Wauwatosa, Green- 
field, Lake and Brookfield, Milwaukee County, 

I. STANDARD RATE. 

Tt> customers signing company's standard form of contract, providing 
tor service for one year or more, the charge for electric service 
shall be computed on the following basis: 
demand Charge: (Payable in equal monthly installments.) 
M2.00 per year for each kw. of demand of the first 10 kw. 
130.00 per year for each kw. of demand of the next 50 kw. 
$24.00 per year for each kw. of demand of the next 140 kw. 
118.00 per year for each kw. of demand in excess of 200 kw. 
All plus an energy charge as follows: 
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Energy Charge: 

4 cts per kw-hr. for the first 1,000 kw-hr. consumption during 

month. 
3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during 

month. 
2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 

month. 
1^2 cts. per kw-hr. for the next 40,000 kw-hr. consumption dur- 
ing month. 
1.3 cts. per kw-hr. for all energy consumed in any month, in ex- 
cess of 50,000 kw-hr. 
The foregoing rate shall apply to all consumers utilizing com- 
pany's electric service for lighting and receiving free renewals 
of company's standard lamps. 
The foregoing rate less one-half cent per kw-hr. shall apply 
to all customers utilizing company's service and not receiving 
free renewals of company's standard lamps. 
•<A) Electric Lighting: 

1. This service will include: 

(a) Electric energy furnished for lamps and other appliances uti- 
lized for illumination purposes, except as hereinafter speci- 
fically exempted. 

(b) Motors and appliances other than lighting equipment where 
provided with a starting apparatus designed to limit the ini- 
tial or starting current to a value not exceeding 2^ times the 
full load current, alternating current motors of % h. p., when 
wound for 110 volts, and of % h. p. when wound for 220 volts, 
the agregate rated capacity of such appliances not to exceed 
2 kw. will be included in this class when used in connection 
with lighting equipment and when the connected load of such 
motors and appliances does not exceed the aggregate rated 
capacity of lighting equipment. 

2. Should the conditions of use of customer's demand be obviously 

such that he would never earn a lower rate under the Standard 
than under the Increment Rate Schedule, the Increment Rate 
Schedule set forth' in Section II hereof shall apply. (Contract 
Form No. 759.) The Increment Lighting Schedule is optional 
with the Standard Rate. 

3. In the application of the Standard Rate one integrating watt meter 

only shall be provided for the measurement of energy, unless ac- 
curacy of measurement requires the installation of more than 
one meter. Where demand meters are installed only one set of 
meters shall be used, and the arithmetical sum of their readings 
shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 kw. or 

less shall purchase service providing for free lamp renewals. 

(b) In exclusive lighting installations of more than 2 kw. con- 
nected, it is optional with the customer whether he shall take 
the rates providing for free lamp renewals. 

(c) In exclusive lighting installations of more than 2 kw. con- 
nected and where customer desires to contract for service 
without free lamp renewals the energy charge shall be % ct. 
per kw-hr. less than that provided above and Contract Form 
Number 19385 shall be endorsed ''Without Renewals of 
Lamps." 

5. The maximum rate of charge for energy for lighting service is set 

forth in Section II. 
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(B) POWEB. 

1. This service will include: 

(a) Eilectric energy utilized for motive and heating purposes, and 
miscellaneous lighting serrice, where the demand arising from 
such miscellaneous lighting service shall not be in excess of 
20% of the total simultaneous demand for lighting and power 
service. 

(b) Stereopticons, moving picture machines, photographer's arc 
lamps and rectifiers shall be classed as power equipment. 

2. In the practical application of the Standard Rate, it is found that 

customers divide themselves generally into two classes — one in 
which the demand and hours use is so small that they receive 
no advantage under the Standard Rate, and the other class in 
w^hich the Standard Rate results in a lower unit cost than the 
Increment Schedule. In the case of Unlimited, or On-Peak Serv- 
ice, all contracts for demands of 60 kw. or less and requiring an 
average use of the demand of about 215 hours per month should 
be written under the Increment Rate Schedule (Contract Form 
No. 1960). Contracts for demands in excess or «iO kw. and 215 
hours' use per month should be written under the Standard Rate 
(Contract Form No. 1968-S). 

3. Where service for lighting or other application requiring single- 

phase current is desired by customer, to be supplied through 
meter measuring energy as polyphase power service, the unbal- 
ancing of the phases of the polyphase service arising from the 
use of the service for lighting or other purposes shall not exceed 
10% of the demand in kw. contracted for or measured. The 
oow^er-factor of such unbalanced single-phase load shall not be 
less than 75%. Should customer's demand for single-phase serv- 
ice exceed the above, the same shall be divided as nearly as 
practicable to obtain a balanced condition of the polyphase serv- 
ice. Customer may contract for single-phase requirements in ex- 
cess of 10% of polyphase demand as a separate single-phase serv- 
ice. Where miscellaneous lighting service is supplied through 
the same meter as "Power" service (B), customer shall be re- 
quired to supply apparatus for rendering available 120 volts for 
lighting service, if such be required. 
A. Optional or Increment Rate for Power Service. To customers con- 
tracting on company's standard form to use service specified as 
power for periods of one year or more and who actually so use 
sich service the charge for electric power service shall be com- 
mitec^ '•s follows: 
First 200 kw-hr. consumed during month 6 cts. per kw-hr. 
Next 200 " " ** " 5 " " " 

Next 200 " " " " 4 ** " " 

Next 1400 " " ** " 3 " " " 

All enerer consumed per month in excess of 2,000 kw-hr. 2 cts. per 
kw-hr. 

(a) the foregoing rate does not include renewal of any incandes- 
cent lamps. 

(b) The foregoing rate is subject to the minimum monthly pay- 
ments specified in Section II, (B), 3. 

The foregoing rate is subject to the standard prompt discount, VI. 
y^) CoMBiNEH) Lighting and Power Service. 
This service will include electric energy specified as "Lighting" (A), 
and electric energy specified as "Power" (B), where such com- 
bination service is supplied through the same meter. 
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SPEX^IAL SERVICES. 

(D) Limited oe Off-Peak Sebvice. 
The foregoing rates for "Lighting" service (isee A), *'Power" serv- 
ice (see B) and "Combined Lighting and Power" service (jsee 
C), less one-half the demand charge, shall apply to customers 
contracting to utilize and utilizing the service only at times dur- 
ing the calendar day other than during the hours of the monihs^ 
specified as follows: 

Hours during which service 
Month shall not be used 

October 5: 30 p. m. to 7 p. m. 

November 5 : 00 p. m. to 7 p. m. 

December 4 : 30 p*. m. to 7 p. m. 

January 4 : 40 p. m. to 7 p. m. 

February 5: 20 p. m. to 7 p. m. 

March 6 : 00 p. m. to 7 p. m. 

(a) In case customer desires to use service during the specified "off- 
peak" hours and upon giving the company one hour's notice of 
such intent, he shall be permitted to use service on any day of 
the week except Saturday and Sunday and for each day power is 
so used customer shall pay: 

For each kw. of demand of the first 10 kw. $0.17 

next 50 kw. .12* 



140 kw. .10 



<( <( (f (( « 

" ' " " excess .07 



The demerd so paid for shall be that as measured if it exceeds 
the "off-peak" demand contracted for or otherwise paid for 
during the current month. 

1. Customers shall install and maintain in operating condition an 

automatic time switch of the type approved by the company. 

2. Service under the off-peak schedule for demands of less than 10 

kw. will not be solicited or recommended, but will be sold on 
application. The saving to the customer is small and the com- 
Dlication introduced greater than that warranted by the saving 
in cost of service. 

3. In many cases, customers signing limited service contracts will re- 

quire some service for lighting during the hours that service is 
not available under this schedule. In such cases contract shall 
include a small demand under the unlimited service schedule, 
and all energy supplied under both schedules shall be measured 
by one meter. In computing the demand charge and the applica- 
tion of the four steps of the demand charge thereto, the demand 
charge for the unlimited service shall first be computed, and the 
charge for limited service shall be continuous thereafter: for 
example, if the customer contracts to purchase 10 kw. of unlim- 
ited service and 50 kw. of limited service, the monthly demand 
charge is computed as follows: 

10 kw. at $3.50 . .' $35.00 

50 kw. at $1.25 62.50 

4. Limited or off-peak service shall be sold only on annual contracts. 

On-peak service to supplement off-peak service during the off- 
peak hours shall not be sold at the short time or increment rate. 
(E) Ten-Seven Service. 
The foregoing rates for "Power" service "B" less three-fourths of the 
demand charge shall apply to all customers contracting to uti- 
lize and utilizing the company's service only during the hours 
10:00 p. m. to the following 7:00 a. m. Customer shall install 
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and maintain in operating condition an automatic time switch 
of the type approved by the company. 

I. Contract Form No. 1971-S shall be used for "Ten-Seven* power 

service. 
<F) Unlimited Bbeak-Down Service. 
The foregoing rates for "Lighting and Power" service (C), under 
Unliu^itea Service, shall appiy for breakdown or emergency serv- 
ice connections. Since for such service the actual demand is un- 
known, customers shall contract for any demand, and shall be 
limited to the demand as contracted for by an automatic circuit 
breaker, installed and maintained by the customer and approved 
and controlled by the company. It shall be set to open when 
the demand exceeds 125 per cent of the kllovolt-ampere demand 
contracted for. 
1. Contract Farm No. 1969-S shall be used for "Unlimited Break- 
down Service. 
(G) Limited Break-down Service. 
The foregoing rates for "Lighting and Power" service (C) under 
Limited or Off-Peak Service, shall be furnished for break-down 
or emergency service connections. Since for such service the 
actual demand is unknown, customers shall contract for any de- 
mand, and shall be limited to the demand as contracted for by 
PR rutoinatic circuit breaker, installed and maintained by the 
customer and approved and controlled by the company. It shall 
be set to open when the demand exceeds 125 per cent of the kilo- 
volt-ampere demand contracted for. 

II. MAXIMUM RATE FOR LIGHTING SERVICE AND MINIMUM 

PAYMENTS. 

(A) Maxi-^tuai^ Rate for Lighting Service. 

1. The maximum rate of charge for commercial electric lighting 

seivice (Section 1 (A) )dunng any month shall not exceed: 
E^rst 200 kw-hr. during any month 10 cts. per kw-hr. 
Next 200 ** " " " 8 " ** " 

Next 200 " " ** " 6 " " " 

All over 600 ** " " " 4 " " " 

2. The foregoing rate is subject to prompt payment discount and In- 

cludes free renewals of company's standard carbon filament 
lamps and renewal allowances on tungsten or other special lamps. 

3. Customers may purchase service without lamp renewals, in which 

case these rates per kw-hr. will be reduced % ct. 

4. The foregoing limitation of the maximum rate of charge for com- 

mercial electric lighting service applies only to exclusively com- 
meroial li eh tine ruFtomers ?nd shall not apply to any customer 
purchasing service for combined lighting and power break-down 
service, or combined unlimited and limited service. 
(B) Minimum Monthly Payments. 

1. The minimum monthly payment to be made by any customer, ex- 

cept customers purchasing exclusively electric lighting service, 
or power service at tbe Optional or Increment Power Rate, shall 
be the monthly installment of the annual demand charge. 

2. A minimum monthly Mil shall be charged of one dollar to cover 

such expenses occasioned by the individual consumer as billing, 
inspecting and maintaining meter, etc. In addition to such a 
minimum bill, a charge of 25 cts. per month shall be made for 
each glower of each nernst lamp installed, and $1.50 for each arc 
lamp installed. 

3. A minimum monthly bill under the Optional or Increment Rate 

for power shall be charged at $1.50 for an installation of 2 h. p. 
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or less, nominal rated capacity, plus 75 cts. for each additionj 
h. p. or fraction thereof (or $1.00 per kw.) nominal rated 
pacity. 
4. A minimum monthly bill for any power customer having an instal- 
lation of 2 h. p. or less, and purchasing service either under the 
Standard Rate or under the Optional or Increment Rate shall 
be charged $1.50. 

III. MEASUREMENT OF DEMAND. 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecutive 
minutes during the contract year, subject to the methods of deter- 
mining demand hereinafter specified. 

(A) Lighting Service. 

1. For lighting installations of 2 kw. or less, the demand sliall be 

assessed as 100% of the first 300 watts, plus 66%% of tlie con- 
nected load in addition to the first 300 watts. 

2. Where the demand is assessed all sockets not containing lamps 

shall either be removed or sealed by the company or counted at 
50 watts each. 

3. For installations of over 2 kw. the demand shall be measured by 

permanently installed demand meters, or by monthly readings 
taken during the normal peak demand of the service. Such, read- 
ings may be ascertained at the option of the company by counting^ 
revolutions of the watt-meter disc, or by printing quarterly 
hourly readings of the watt-meter, or by graphic recording 
watt-meter, or by the so-called Wright demand meter. 

(B) Power Service. 

1. The maximum demand upon which the monthly charge for poTiver 

service (See B) is based shall not be less than 75 per cent of the 
highest demand ascertained during the period of twelve months 
ended with the current month. 

2. For power installations of 2 kw. connected or less, tbe demand 

shall be assessed as 75% of the connected load, as indicated by 
the manufacturer's rating. 

3. Where is it found that customers power consuming devices oper- \ 

ate at a power factor of less than 75% (ratio of true watts to the 
apparent watts as measured by watt-meter and ampere meter % 
and voltmeter respectively) the demand charges under the 
Standard Rate shall be based upon 75% of the apparent Tvatts as 
determined by voltmeter ampere-meter measurements. 
(C) Temporary A.s.se.s.sment of Dema>^d. 
In installations in excess of 2 kw. connected, where customer is con- 
nected for service during a month during which the maximum 
measured demand shall be less than the probable demand obtain- 
ing during November, December, January or February, the demand 
will be assessed in accordance with the following rules, and such 
assessed demand will be corrected as soon as the actual demand 
for the year has been measured and the difference in the demand 
rate billed upon the assessed or estimated demand and the demand 
rate based upon the actual or measured demand shall be credited 
to the the customer or paid by the customer as the case may be. 
1. In Class "1" customers (Lighting Service) the assessed demand 
shall be determined as follows: 

100 % of the first 300 watts connected; 
66%% of the next 1700 watts connected; 
55 % for all in excess of the first 2000 watts. 
Class 1 customers shall include all lighting customers except those 
designated as Class 2. 
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2. In Class *2" customers (Lighting Service) the assessed demand- 
shall be determined as follows: 
100 % of the first 300 watts connected; 
66%% of the next 1700 watts connected; 
40 % for all in excess of the first 2000 watts. 
Class 2 customers shall consist of federal and county buildings, 
churches and missions, hotels, and clubs, factories (including, 
small industrial establishments such as machine shops, carpen- 
ter shops, blacksmith shops, tin shops and cigar factories, clos- 
ing not later than 6 p. m.), private and parochial schools, grain 
and tobacco elevators and warehouses, freight and storage ware- 
houses, stables and garages, both private, boarding and livery, 
and furniture stores occupying two or more floors above street 
level. 
. 3. In Class 3 (Power Service) the assessed demand shall be deter- 
mined as a percentage of the total connected load as indicated 
by the manufacturer's rating: 

Where installations are under 10 h. p., 75%; 

Where installations are over 10 h. p., and less than 50 h. p., 

65%. 
Where installations are over 50 h. p., 55%. 
4. If customer's connected load is permanently decreased the De- 
mand Charge should be reduced accordingly. Where customer's 
connected load is 2 kw. or less, the demand shall be re-assessed. 
If customer's load is in excess of 2 kw. the demand is deter- 
mined by measurements and the time at which the change in 
connected load occurs will influence the basis upon which the 
new Demand Charge will be determined If the customer's con- 
nected load is reduced prior to December 15th, of the customer's 
contract year, the demand may be re-measured and the new de- 
mand so ascertained be taken as the basis of the Demand Charge 
for the remaining portion of the customer's contract year. If 
the customer's installation be reduced subsequent to December 
15th of the customer's contract year, then the new Demand 
Charge shall be determined upon the basis of the temporary 
assessed demand, as provided in the preceding paragraphs, and 
such assessed demand will continue to be the basis upon which 
the customer shall be billed for service until a new demand shall 
be ascertained by measurement during the months of November,. 
December, January and February. , 

IV. RESIDENCE LIGHTING SERVICE. 

To customers contracting for residence electric service with free lamp 
renewals of the company's standard lamps for periods of one year 
or more, the following rates shall apply: 

*(A) Primary charge of 11 cts. per kw-hr. for: 

(1) The first 4 kw-hr. consumed per month for each of the first 4 

active rooms. 

(2) The first 2% kw-hr. consumed per month for each of the active 

rooms in addition to the first 4. 
All rooms, except the following shall be computed as active: 3 rooms, 
(which are primarily or may be used as bed rooms, including 
therein finished attic or garret rooms), bath rooms, basements, 
garrets, closets and back porch. 

(B) Secondary charge of 5 cts. per kw-hr. for all energy consumed 

per month in excess of that paid for at the primary rate in (A), 
up to a total of 7 kw-hr. consumed per month per active room. 

(C) Tertiary charge of 2 cts. per kw-hr. for all energy consumed per 

• A primary charge of 10 cts, per kw.-hr. is applicable in the cities and 
JJJages of Wauwatosa. West Allis, East Milwaukee, West Milwaukee.. 
Whiteflsh Bay, town of Milwaukee, town of Wauwatosa, town of Green- 
''e^'i, and town of Lake. 
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month in excess of that paid for at the primary rate (A), and the 

secondary rate (B), or for all energy consumed in excess of 7 

kw-hr. per active room per month. 
1. The quantity of energy paid for at the primary rate (A) is not 

included in the energy computed at the secondary rate (B) oi^ 

at the tertiary rate (C). 
A customer occupying a house containing six active rooms and utilize 

ing service for lighting and cooking might have an energy con^ 

sumption for the month of 120 kw*hr. and would have his bill 

for such consumption computed as follows: 
4 active rooms at 4 kw-hr. per active room 16 kw-hr. 
2 active rooms at 2 V^ " " " " 5 



Total at 11 cts. per kw-hr 21 " |2 . 31 

Total at 5 cts. per kw-hr... 21 " 1.05 

(difference between 7 kw-hr. per active 

room — 42 kw-hr. — and the amount paid 

for at primary rate — 21 kw-hr.) 
Total at 2 cts per kw-hr. (120—42) 78 " 1.66 



Total for month 120 " 4.92 

Prompt payment discount .25 



Net bill $4.67 

Average rate per kw-hr. 3.89 cts. 

2. In determining the number of active rooms, all rooms, whether 

containing lights or not, shall be counted except the following: 
Three rooms (which are primarily or may be used as bed rooms, 
including therein finished attic or garret rooms)', bathrooms, 
basements, garrets, closets and back porch. 

3. A room used as a children's nursery or workroom and containing 

a couch, sometimes used as sleeping quarters, is not classed as a 
bed room. 

4. Halls and hallways used and furnished as reception and living 

rooms and having an area in excess of 120 square feet are classed 
as active rooms. 
•5. A t)art of a room not cut off by partition and door and which is 
generally known as an alcove, shall not be counted as an addi- 
tional room, unless it is furnished and used for a distinctly dif- 
ferent purpose or its area exceeds 33%% of the total area of the 
room and alcove. 

6. Front, side and back porches, with or without lights, are not 

classed as active. 
Back porches are specifically excepted in rate schedules, as in 
many cases they are enclosed and used as a summer kitchen or 
dining room, and as such might' be taken as a room. 

7. Where service for a barn or garage is supplied through the same 

meter ps t>^?^t through which service for the residence is sup- 
plied, all active rooms in garage or barn are added to those of 
the house and the rate applied. 

8. Where separate meters are supplied, a garage or barn shall be 

treated as a separate residence. 
•9. All classes of domestic heating and power-consuming devices may 
be supplied through the meter by which lighting service is 
measured, in which case this rate shall apply. 
Battery charging outfits, refrigerating outfits, nonportable air 
compressors or vacuum cleaners or similar apparatus not in 
use between the hours of 4:30 p. m. and 8:30 p. m. may also 
be supplied through the residence meter. 
Motors and other power consuming devices, when connected to 
residence service meter, must conform to the following rule: 
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All such motors and devices must be equipped with starting or 
regulating apparatus to limit automatically the initial current 
in starting, to amount not exceeding 2^ times the full load 
current, as determined by manufacturer's rating. Motors or 
other deviaes lyiving a rated capacity greater than % kw. shall 
be Avound for 240 volts and customer shall arrange building 
wiring and meter loops for three-wire service and meter. 

10. Elevators and wireless telegraph apparatus, using service inter- 

mittently, shall not be supplied at residence rates or from resi- 
dence service connections. Such apparatus must be supplied 
from power mains and where a special extension of power serv- 
ice is required, customer shall pay the cost of the necessary ex- 
tension in accordance with the rules of the company governing 
new extension of service. Customer shall contract for service 
for such apparatus at the company's regular power rates. 

11. In apartment houses, each apartment shall be classed as a sep- 
arate residence. The public portions of the building, such as 
hallways, elevator cars and enclosures, public dining rooms, and 
kitchens, pantries, etc., connected therewith, shall be treated 
separately. Service for such portions of the building may be 
purchased under either the Residence Rate (IV) or the Standard 
Commercial Lighting Rate (1-A), at the option of the purchaser. 
If service is furnished imder the Residence Rate (IV), the energy 
to be paid for monthly at the primary rate shall be computed on 
the basis of one active room per floor (exclusive of basement), 
multiplied by the number of main entrances to the building plus 
the rooms used as kitchens, building storerooms, pantries, dining 
rooms and offices. The active rooms in janitor's quarters if sup- 
plied through the same meter as public portions of the buildings, 
shall hfe added. Janitor's quarters metered separately shall be 
treated as a separate residence. 

12. The residence schedule shall not be applied to any apartment 
house -wherein the landlord or agent is billed for the entire cerv- 
ice consumed in the building and rebills the service to the occu- 
pants of the apartments. In such case the increment lighting 
rate and contract form No. 759 shall be used. 

13. The residence schedule shall not be applied to customers whose 
, practice is to have service cut off during the summer months; 

it shall be applied only to those who sign contracts providing 
for service by the year, and who pay at least the minimum 
monthly payments provided for in the contract. When com- 
pany is unable to read meter for any month, or months, the 
quantity of energy to be paid for monthly at the primary rate 
shall be increased pro r^ta. 

14. Customers occupying a portion of a business building as a resi- 

dence may combine residence service with commercial lighting 
service through one meter. In no case, however, shall the Resi- 
dence Rate be combined with the Commercial Lighting Rates and 
Residence Rate cannot be applied to such combination service. 
(D) MrMMTJM Payments. 
To customers executing company's standard form of residence light- 
ing contract at foregoing rates and using the_ service for periods 
of one year or more, the minimum charge shall be 50 cts. per 
month net. — 

17— E. R. 
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V. FLAT RATE DISPLAY LIGHTING. 

Company will sell service for Flat Rate Display Lighting controlled by 

company on yearly contracts, on the following basis of monthly 

payments : 

Dusk to Dusk to 

11 p. m. 12 p. m. 

Rated consumption 

of lamps installed 1850 hrs. 2200 hrs. 

200 watts or less $1.93 $2.17 

300 watts 2.90 3.25 

400 watts 3.87 4.33 

500 watts 4.83 5.42 

600 watts 5.80 6.50 

700 watts 6.78 7.58 

800 watts 7.73 8.67 

900 watts 8.70 • 9.75 

1.0 kilowatts 9.67 10.83 

1.5 kilowatts 14.50 16.25 

2.0 kilowatts 19.33 21.67 

2.5 kilowatts 24.17 27.08 

3.0 kilowatts ~. 29.00 32.50 

3.5 kilowatts 33.83 37.92 

4.0 kilowatts 38.67 43.33 

4.5 kilowatts 43.50 48.75 

5.0 kilowatts 48.33 54.17 

6.0 kilowatts 58.00 64.00 

7.0 kilowatts 66.87 73.00 

8.0 kilowatts 75.00 82.00 

9.0 kilowatts 83.13 91.00 

10.0 kilowatts * 91.25 100.00 

1. The foregoing flat rates include renewals of carbon filament lamps 

only and include no other maintenance. 

2. Company will contract for Flat Rate Display Lighting burning dur- 

ing hours other than those specified above, but not less than 
1,100 hours per year and the monthly bill therefor shall be 
computed as 1/12 of the annual bill determined by the applica- 
tion of the Standard Rate. 

3. (a) Company will supply and install on yearly contracs re- 

newals of Mazda sign lamps for flat monthly charge of 4 cts.* 
per lamp installed. The foregoing applies to flat rate display 
lighting, or to the equivalent display lighting supplied on a 
meter basis, providing service is used not to exceed 2,250 hours 
per year; for such service as is used in excess of 2,250 hours 
per year, the renewals will be furnished at a proportionately 
increased monthly charge per lamp. The customer shall pur- 
chase from the company the first installation of such lamps 
and all increases thereof, at the company's regular prices. 

(b) In case consumer wishes to supply Mazda sign lamps in lieu 
of the carbon lamps the renewals of which are furnished with- 
out charge by the company, consumer may do so and receive a 
reduction in the rate for service of $0.75 and $0.90 per month 
per kilowatt of capacity of Mazda lamps for 11 o'clock and 12 
o'clock burning, respectively. 

(c) Company will supply plain Mazda, 5 watt, 12 to 13 volt sign 
lamps, and supply renewals thereof, at a charge equivalent to 
$12.00 per month per kilowatt of rated consumption of lamps 
installed. This charge is to be added to the contract rates, 
aft«r deducting the allowance for carboji lamp3, 
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Plain Mrzda 214 watt, 12 to 13 volt sign lamps will be similarly 
supplied at a charge equivalent to $24.00 per month per kilo- 
watt of rated consumption of lamps installed. 

4. Where flashers are installed on signs, the demand and use of 

lamps on circuits controlled by the flasher shall be taken at 
l^Vf of the rated consumption of such lamps. 

5. (a) The company will contract to inspect, clean and paint signs 

once a year, put all renewals in place, and maintain flasher, if 
any, for 1 cent per month for each 10 watt carbon or 5 watt 
Mazda lamp contained in sign, 
(b) On contracts providing for the renewals of Mazda sign lamps 
in accordance with paragraph 3 (a) hereof, company will con- 
tract to inspect, clean and paint signs once a year and maintain 
flasher, if any, for i/^ cent per month for each 5 watt Mazda, 
and 1 ct. per month for each 2^^ watt Mazda lamp contained in 
sign. 

VI. DISCOUNT FOR PROMPT PAYMENT. 

1. On bills paid at office of company or its authorized collection 

agencies within ten days of date of bill, a discount of 5 per cent 
of the first $25.00 of all bills and 1 per cent on amounts in ex- 
cess of $25.00 will be given. 

2. On bills for electric service supplied to the federal, county and 

city governments, paid at the oflftce of the company, or its 
authorized collection agencies, within 60 days of date of bill, 
the prompt payment discount, provided for in the contract under 
which such service is sold, will be allowed. 

VII. SHORT TIME RATE. 

To customers obtaining service for periods of less than one year, 
the charge for electric service shall be computed according 
to the increment rate schedules Section I, (B — 4), and Sec- 
tion II (A) and (B), with the prompt payment discount set 
forth in section VI, viz.: 
^A) Commercial Lighting Service. 

First 200 kw-hr. during any month 10 cts. per kw-hr. 

Second 200 " " " " 8 " 

Third 200 " " " " 6 " " 

All energy in excess of 600 kw-hr. during any month 4 cts. per 
kw-hr. 

(a) Including renewals^ of company's standard incandescent lamps 
and renewal allowances on tungsten or other special lamps. 

(b) Excluding free lamp renewals, the foregoing shall be reduced 
V2 ct. per kw-hr. 

(B) Residence Lighting Service. 

(a) To customers obtaining residence electric service for periods of 
less than one year, the rate per kw-hr. for such service, subject 
to the minimum monthly payment of 50 cts. during any month, 
shall not exceed 11 cts. 

(b) This rate includes the free renewals of company's standard 
incandescent lamps and allowance on tungsten or other special 
lamps. 

(c) For the reconnection of the same customer on the same prem- 
ises, a charge of $1.50 will be made. 

(C) Power Service. 

First 200 kw-hr. during any month 6 cts. per kw-hr. 
Second 200 " '* " " 5 " " 

Third 200 " " " " 4 " " 

All energy in excess of 600 kw-hr. during any month, 3 cts. per 
kw-hr. 
(a) For the reconnection of meter for the same customer upon the 
same premises, a charge of |1<50 9haU be made. 
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(b) The foregoing rates are subject to the minimum montlily pay 
ments specified in Section II. 

(D) The company shall be re-imbursed for any special investmenl 
which it requires to make in supplying service under short tim€ 
rates. 
VIII. RENEWALS OF STANDARD INCANDESCENT LAMPS. 

1. To entitle customers to free renewals of company's standard car 
bon filament incandescent lamps or to allowances on tlie re- 
newals of tungsten or other special lamps, the first installa 
tion of such lanips or any increase thereof shall be purchased 
from the company by the customer at the company's published 
prices. 

IX. RENTAL OF METERS. 

(A) In case the consumer desires integrating watt meters installed 
to measure the consumption of electrical energy by various 
floors, departments or tenants, company will install sucb meters 
upon yearly contracts and charge therefor the following: 





Charge for Installation 


Annual rental 


Size and type of meter 


One meter 


Additional 

meters installed 

at same time 

as first metpr, 

each 


chartjff* pa V able 

in 12 equal 

monthly ijistaU- 

meiits or 

otherwise as 

a&ri ed upon 


Single phase 
10 amp. and smaller 


$1.25 
1.75 


.$0.i50 
0.75 
1.00 

$1.00 
1.25 


$3. CO 


15 amp. to 75 amp 


6.00 


100 amp. to 300 amp 

3 phase and 600 volt d. c. 
meters 

5 amp. to 25 amp 

50 amp. to 150 amp 


3.25 

$1.75 
3.25 


12.00 

$6.00 
12.00 



The company will not obligate itself to supply the readings of the in- 
dividual meters, nor assume any responsibility for their ac- 
curacy. 

(B) Should customers desire any rented meters tested and report 
thereon made, the company will make such test and report and 
charge therefor the following: 

Charge for Testing and Report 



Size of meter 



5-25 ampere., 
40-150 ampere. 



One meter 



$2.25 
2.75 



Additional 

meters tested a1 

same time as first 

meter, each 



$1 00 

1.50 



X. BASIS UPON WHICH APPLIANCES, FIXTURES AND EQUIP- 
MENT WILL BE SOLD OR RENTED. 

1. Company will lease appliances, fixtures and equipment to elec- 
tric service customers at rental charges based upon not less 
than 15% per annum of the cost or present value of such ap- 
pliances, fixtures or equipment. The cost, where known, shall 
in every case be used as a basis for determining the rental 
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cliarges. Where the cost is not known, the market price, as 
determined by bona fide quotations, shall be used as the basis 
for computing such rentals. 
2. Appliances, fixtures or equipment rented or leased from the com- 
pany shall be maintained and repaired by the customers. 

XI. RULES CONCERNING CUSTOMERS' DEPOSITS. 

(Applicable at Racine only) 

1. Customers who have no established credit rating are required to 

furnish a financially responsible guarantor, or make a cash de- 
posit equal in amount to two months estimated bills. Minimum 
deposits in all cases to be $5.00. 

2. Customers operating moving picture houses or securing similar 

service for other businesses may reduce the required deposit by 
entering into an agreement to pay weekly an estimated bill and 
by granting tjie company the privilege to disconnect service 
upon failure to pay such estimated weekly bill on demand; 
such customers, upon making such agreement, shall deposit an 
amount equal to one-half of their estimated monthly bill. 

3. Customers who shall have failed to make full payment to the 

company of all previous service bills are required to pay all 
such bills before service will be furnished. 

4. Customers who shall have failed to make full payment to the 

company of all previous service bills are also required to make 
ttie cash deposit specified in rule **1." 
5- Interest at the rate of 5% per annum will be paid on renewal or 
w^ithdrawal of deposit. 

For rules applying to all other localities served by this company 
see Section IX of Part II below. 

Meters are owned by the utility. No charge is made for con- 
necting consumer's premises with lines. 

XII. RATE SCHEDULE FOR WATER POWER SERVICE. 

(A) To customers signing the company's standard form of contract 

providing for service for three years or more, the charge for 
water power shall be as follows: " 
Demand Charge. (Payable in equal monthly installments.) 
$20.00 per year for each kw. of demand of first 200 kw. 
15.00 per year for each kw. of demand of next 800 kw. 
12.00 per year for each kw. of demand in excess of 1000 kw. 
All energy consumed per month at .004 per kw-hr. 

(B) Prompt Payment Discount. 

On bills paid at the office of company within 10 days of date of bill, 
a discount of 5 per cent of the first $25 of all bills, and 1 per 
cent of amounts in excess of $25 will be given. 

(C) Conditions of Dfxivery. 

1. The company will deliver water power in form of three phase 

alternating current, at a frequency of approximately 25 cycles, 
at a pressure of approximately 13,200 volts, or other transmis- 
sion voltage. 

2. Delivery will be made in quantities of not less than 200 kilowatts. 

Customer is required to furnish transformers, switchboard and 
switching apparatus, and lightning protection, of type to be ap- 
proved by the company. 

3. Water power service will only be supplied to customers whose 

load consists of power and miscellaneous lighting. 

4. The minimum annual demand charge shall be $4,000.00. 

5. The company limits the quantity of water power to be sold to 
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10,000 kw. The company does not guarantee continuity of 
service, and represents only that the service herein provided for 
is "unrelined* and subject to the vicissitudes of water po^ver 
generation, long distance transmission and transformation. 
6. The company offers water power service only whe];e delivery can 
now be readily made, and does not obligate itself to extend its 
transmission system to make delivery thereof. 
(D) Measurement of Demand. 

1. The demand of the customer using company's water power service 

shall be determined as the maximum rate at which energy is 
used for any continuous period of 15 consecutive minutes, and 
may be ascertained at the option of the company by counting 
revolutions of the wattmeter disc, by printing quarterly liouriy 
readings of wattmeter, or by graphic recording wattmeter. 

2. The maximum demand charge during any month shall be not less 

than that computed on the basis of 75 per cent of the maximum 
demand during any previous month of the contract period. 

PART II. 

Waukesha Division 

This schedule applies to all customers served from the lines of the 
Milwaukee Light, Heat and Traction Company between tlie cities 
of Waukesha and Watertown and includes the villages of I'ewau- 
kee, Hartland, North Lake, Nashotah, Okauchee, Wales and Oene- 
see and the townships of Oconomowoc, Delafield, Summit, Alerton, 
Ottawa, New Berlin, Pewaukee, Waukesha and Genesee, Waukesha 
county and Ixonia, Jefferson county. . 

I. RESIDEKJE ELECTRIC LIGHTING SERVICE. 

To customers contracting for residence electric service with free re- 
newals of company's standard lamps, for periods of one year or 
more, the following rate shall apply: 

(A) Primary charge of 12 cts. per kw-hr. for 

(1) The first 4 kw-hr. consumed per month for each of the first 
4 active rooms. 

(2) The first 2% kw-hr. consumed per month for each of the active 
rooms in excess of the first 4. 

All rooms, except the following, shall be computed as active: 3 
rooms (which are primarily or may be used as bed rooms, in- 
cluding therein finished attic or garret rooms), bath rooms, 
basements, garrets, closets and back porch. 

(B) Secondary charge of 5 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate in (A), 
up to a total of 7 kw-hr. consumed per month per active room. 

(C) Tertiary charge of 2 cts. per kw-hr. for all energy consumed per 
month in excess of that paid for at the primary rate (A) and 
the secondary rate (B) or for all energy consumed in excess of 
7 kw-hr. per active room per month. 

(1) The foregoing rate includes free renewal of the company's 
standard incandescent lamps and renewal allowances on tung- 
sten or special lamps which have been purchased by the cus- 
tomers from the company and have been used in connection 
with the company's service and which are returned by the cus- 
tomer to the oflace of the company burned out or blackened and 
with bulbs unbroken. 

(2) In determining the number of active rooms all rooms whether 
containing lights or not shall be counted, except the following: 
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3 rooms (which are primarily or may be used as bedfooms, in- 
cluding therein finished attic or garret room) ; bathrooms, 
basements, garrets, closets and back porch. 
C 3 ) A room used as a children's nursery or workroom and contain- 
ing a couch, sometimes used as sleeping quarters, is not classed 
as a bedroom. 
C'^:) Halls and hallways used and furnished as reception and living 
rooms and having an area in excess of 120 sq. ft. are classed 
as active rooms. 
( 5 ) A. part 01 a room, not cut off by partition and door and which 
is generally known as an alcove shall not be counted as an ad- 
ditional room unless it is furnished and used for a distinctly 
different purpose or its area exceeds 33V^% of the total area 
of the room and alcove. 
C6) Front, side and back porches, with or without lights, are not 
classed as active. 
Back porches are specifically excepted in rate schedules, as in 
many cases they are enclosed and used as a summer kitchen 
or dining room, and as such might be taken as a room. 
C7) Where service for a barn or garage is supplied through the 
same meter as that through which service for the residence is 
supplied, all active rooms in garage or barn are added to those 
of the house add the rate applied. 

(8) Where separate meters are supplied, a garage or barn shall be 
treated as a separate residence. 

(9) All classes of domestic heating and power consuming devices 
may be supplied through the meter by which lighting service 
is measureu, in which case this rate shall apply. 

(10) Battery charging outfits, refrigerating outfits, nonportable air 
compressors or vacuum cleaners or similar apparatus not in 
use between the hours 4:30 p. m. and 8:30 p. m. may also be 
supplied through the residence meter. 

t (11) Motors and other power consuming devices, when Connected 

to residence service meter, must conform to the following rule: 
All such motors and devices must be equipped with starting or 
regulating apparatus to limit automatically the Initial cur- 
1 rent in starting, to amount not exceeding 2^ times the full 

I load current, as determined by manufacturer's rating. Mo- 

tors or other devices having a rated capacity greater than 
^ kw. shall be wound for 240 volts and customer shall ar- 
range building wiring and meter loops for three-wire service 
and meter. 
<12) Elevators and wireless telegraph apparatus, using service 
intermittently shall not be supplied at residence rates or from 
residence service connections. Such apparatus must be sup- 
plied from power mains and where a special extension of 
power service is required, customer shall pay the cost of the 
necessary extension in accordance with the rules of the com- 
pany goverhing new extension of service. Customer shall con- 
tract for service for such apparatus at the company's regular 
power rates. 
(13) The residence schedule shall not be applied to any apartment 
house wherein the landlord or agent is billed for the entire 
j service consumed in the building and rebills the service to the 

occupants of the apartments. In such case, the increment light- 
' ing rate and Contract Form No. 759 shall be used. 

I (14) The residence schedule shall not be applied to customers 

i whose practice is to have service cut out during the summer 

I months; it shall be applied only to those who sign contracts 
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providing for service by the year, and who pay at least the 
minimum monthly payments provided for in the contract. 
When company is unable to read meter for any month or 
months, the quantity of energy to bo paid for monthly at the 
primary rate ^nali be increased pro rata. 
(15) Consumers occupying a portion of a business building as a 
resiuence may combine residence service with commercial 
lighting service through one meter. In no case, however, can 
the Residence Rate be combined with the Commercial Lighting 
Rates and Residence Rate cannot be applied to such combina- 
tion service. 

II. COMMERCIAL ELECTRIC LIGHTING SERVICE 

To customers contracting to use and using Commercial Electric Light- 

ice snail be computea in accoraance witu cue following scneuuie: 
First iuu Kw-nr. cousumeu uuriug any mourn 12 cis. per Kw-hr. 
Second 100 ** ** ** ** " 10 '* 

Tnird luO " " " " " 8 " 

Mext 3u0 " '* *• " " 6 " ** " 

All over ttOO '* *' " .♦ * *. 4 .« .. « 

(1) The toregoing rate includes free renewals of the company's 
siaiiuaiu iucauuebceUL lauii/S aua renewal aiiowanccS ujjuu luug- 
sten or other special lamps, provided ail such lamps have been 
purchasea oy tiie customer trom tue company at tne company's 
regular prices and have been used by tne customer only in 
connection witn the service ot tne company. Lamps to- be re- 
newed or to secure renewal allowance must be returned oy the 
customer to tne office of the company in burned out or bi&ck- 
ened condition or with buibs unoroKen. 

(2) Motors of not more tnan one h. p. total rated capacity will be 
supplied witn service in conjunction with lignting service 
unaer the foregoing schedule of rates. 

III. COMMERCIAL POWER SERVICE. 

To customers contracting to use and using Commercial Electric Power 
bci vAcc xor pciious ui one ytar or UxOm, tne rate of charge for sucli 
service shall be computed in accordance with the ftollowing 
schedule: 
PiioL ivO kw-hr. consumed during any month 8 cts. per kw-hr. 
Second 100 " '* ** " " q ** ** *• 

Third 100 *' *' " " " 5 " " « 

Next 300 *' ** " ** " 4 " " " 

All energy in excess of 600 kw-hr. consumed during any month, 3 cts. 
per kw-hr. 

IV. STANDARD RATE 

To customers signing the company's standard form of contract, provid- 
ing lor service lor one year or irore, the charge for electric service 
shall be computed oh the following basis: 
Demand Charge— (Psiy able in equal monthly installments). 
$42.00 per year for each kw. of demand of the first 10 kw. 
$30.00 " " " - " next 50 " 

$24.00 " " " " " «' 140 

$18-00 " " " " in excess of 200 

All plus an energy charge as follows: 
Er.ergy Charge: 

4 cts per kw-hr. for the first 1,000 kw-hr. consumption during 
month. 
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3 cts. per kw-lir. for the next 3,000 kw-hr. consumption during 
month. 

2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 
month. 

114 cts. per kw-hr. for the next 40,000 kw-hr. consumption dur- 
ing month. 

1.3 cts. per kw-hr. for all energy consumed in any month in ex- 
cess of 50,000 kw-hr. 

1. The for'^co^'ns: rate shall anply to all consumers utilizing com- 

pany's electric service for lighting and receiving free renewals 
of company's standard lamps. 

2. The foregoine: rate less one-half cent per kw-hr. shall apply 

to all customers utilizing company's service and not receiving 
free renewals of company's standard lamps. 
^A) Electric Lighting. 
1, This service will include: 

(a) Electric energy furnished for lamps and other appliances uti- 
lized for illumination purposes, except as hereinafter specifi- 
cally exempted. 

(b) Motors and appliances other than lighting equipment where 
provided with a starting apparatus designed to limit the ini- 
tial or starting current to a value not exceeding 2% times the 
full load currpnt, alternating current motors of % h. p. when 
wound for 110 volts, and of \^ h. p. when wound for 220 volts, 
the aggregate rated capacity of such appliances not to exceed 
2 kw.. will be included in this class when used in connecti'^n 
with liphtin)? eanlDinent and when the connectf^d load of such 
irotors and anr»iianc^s dops not exceed the aggregate rated 
op'^acity of li»^ting eauiDment. 

2. Should the conditions of use of customer's demand be obviously 
such that he would never earn a lower rate under the Standard 
than under the Increment Rate Schedule, the Increment Rate 
Schedule set forth in Section II hereof shall apnly. (Contract 
Form No. 759.) The Increment Lighting Schedule is optional 
with the Standard Rate. 

3. In the annlication of thp S+andard Rate one integrating watt meter 

only shall be provided for the measurement of energy, unless ac- 
curacy of measurement requires the installation of more than 
one meter. Where demand meters are installed only one set of 
meters pbpn ho iippd. and the arithmetical sum of their read- 
iness shall hf> n«sorl In cnn"«Piitins: d^rnand. 

4. (a) Exclusive lierhting customers having installations of 2 kw. or 

less shall purchase service providing for free lamp renewals. 

(b) In exclusive lighting installations of more than 2 kw. con- 
nected, it is ODtional with the customer whether he shall take 
the rate providing for free lamp renewals. 

(c) In p-'rliis<'''e lip'>>tine Installations of more than 2 kw. con- 
nected and where customer desires to contract for service 
without free lamn renewals, the energy charge shall be % ct. 
per kw-hr. less than that provided above and Contract Form 
No. 19385 shall be endorsed "Without Renewals of Lamps." 

5. The maximum rate of charge for energy for lighting service is 

set forth in Section II. 
(B) Power. 
1. This service will include: 

(a) Electric energy utilized for motive and heating purposes, and 
miscellaneous lighting s'^rvice, where the demand arising 
from such miscellaneous lighting service shall not be in ex- 
cess of 20% of the total simultaneous demand for lighting 
and power service. 
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(b) Stereopticons, moving picture machines, photographer's arc 
lamps and rectifiers shall be classed as power equipment. 

2. In the practical application of the Standard Rate, it is found 

that customers divide themselves generally into two classes — 
one in which the demand and hours use is so small that they 
receive no advantage under the Standard Rate, and the other 
class in which the Standard Rate results in a lower unit cost 
than the Increment Schedule. In the case of Unlimited, or 
On-Peak Service, all contracts for demands of 60 kw. or less 
and requiring an average use of the demand of about 215 
hours per month should be written under the Increment Rate 
Schedule (Contract Form Number 1960). Contracts for de- 
mands in excess of 60 kw. and 215 hours use per month should 
be written under the Standard Rate (Contract Form Number 
1968 S). 

3. Where service for lighting or other application requiring single- 

phase current is desired by customer, to be supplied through 
meter measuring energy as polyphase power service, the unbal- 
ancing of the phases of the polyphase service arising from the 
use of the service for lighting or other purposes shall not ex- 
ceed 10% of the demand in kilowatts contracted for or meas- 
ured. The power factor of such unbalanced single-phase load 
shall not be less than 75%. Should customer's demand for 
single-phase service exceed the above, the same shall he divided 
as nearly as practicable to obtain a balanced condition of the 
polyphase service. Customer may contract for single-phase re- 
quirements in excess of 10% of polyphase demand as a separ- 
ate single-phase service. Where miscellaneous lighting service 
is supplied through the same meter as "Power" service (B), 
customer shall be required to supply apparatus for rendering 
available 120 volts for lighting service, if such be required. 
Schedule III. Commercial Power Service is optional with Standard 
Rate. 

(C) Combined Lighting and Power Service. 

This service will include electric enerery specified as "Lighting" (A), 
and electric energy specified as "Power" (B), where such com- 
bination service is supplied through the same meter. 

Special Services. 

(D) Limited or Off-peak Service. 

The foregoing rates for "Lighting" service (see A) "Power" serv- 
ice (see B), and "Combined Lighting and Power" service (see 
C), less one-half the demand charge, shall apply to customers 
contracting to utilize and utilizing the service only at times 
during the ' calendar day other than during the hours of the 
months, specified as follows: 

Hours during which service 
Month shall not be used. 

October 5:30 p. m. to 7 p. m. 

November 5:00 p. m. to 7 p. m. 

December 4:30 p. m. to 7 p. m. 

January 4:40 p. m. to 7 p. m. 

February 5:20 p. m. to 7 p. m. 

March 6:00 p. m. to 7 p. m. 

(a) In case customer desires to use service during the specified 
"off-peak" hours and upon giving the company one hours' no- 
tice of such intent, he shall be permitted to use service on 
any day of the week except Saturday and Sunday and for each 
day power is so used customer shall pay: 
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For each kilowatt of demand of the first 10 kw. $0.17 

". " next 50 " .12 
" " next 140 " .10 
" " excess .07 

The demand so paid for shall be that as measured if it exceeds the 
"off-peak demand" contracted for or otherwise paid for during 
the current month. 

(1) Customers shall install and maintain in operating condition 
an automatic time switch of the type approved by the company. 

(2) Services under the off-peak schedule for demands of less than 
10 kw. will not be solicited or recommended, but will be sold 
on application. The saving to the customer is small and the 
complication introduced greater than that warranted by the 
saving in cost of service. 

(3) In many cases, customers signing limited service contracts 
^will require some service for lighting during the hours that 
service is not available under this schedule. In such cases 
contracts shall include a small demand under the Unlimited 
Service Schedule, and all energy supplied under both schedules 
shall be measured by one meter. In computing the demand 
charge and the application of the four steps of the demand 
charge thereto, the demand charge fpr the Unlimited Service 
shall first be computed, and the charge for Limited Service 
shall be continuous thereafter, for example, if the customer con- 
tracts to purchase 10 kw. of unlimited service and 50 kw. of 
limited service, the monthly demand charge is computed as fol- 
lows: 

10 kw. at $3.50 $35.00 

50 kw. at $1.25 62.50 

(4) Limited or off-peak service shall be sold only on annual con- 
tracts. On-poak service to supplement off-peak service during 
the off-peak hours shall not be sold at the Short Time or In- 
crement Rate. 

(E) TKX-sEVETf Service. 

The foregoing rates for "Power" service "B" less three-fourths of the 
demand charge shall apply to all customers contracting to utilize 
and utilizing the company's service only during the hours 10:00 
p. m. to the following 7:00 a. m. Customer shall install and 
maintain in operating condition an automatic time switch of 
the type approved by the company. 
1. Contract Form Number 1971 — S shall be used for "Ten-Seven" 
power service. 

(F) Unlitmtted Break-down Service. 

The foregoing rates for "Lighting and Power" service (C) under 
Unlimited Service, shall apply for Break-Down or Emergency 
Service connections. Since for such service the actual demand 
is unknown, customers shall contract for any demand, and shall 
be limited to the demand as contracted for by an automatic 
circuit breaker, installed and maintained by the customer and 
approved and controlled by the company. It shall be set to open 
when the demand exceeds 125 per cent of the kilovolt-ampere 
demand contracted for. 
1. Contract Form Number 1969— S shall be used for ''Unlimited 
Break-down Service." 

(G) Limited Break-down Service. 

The foregoing rates for "Lighting and Power" service (C) under 
Limited or Off-peak Service, shall be furnished for Break-down 
or Emergency Service connections. Since for such service the 
actual demand is unknown, customers shall contract for any 
demand, and shall be limited to the demand as contracted for 
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by an automatic circuit breaker, installed and maintained, by the 
customer and approved and controlled by the company. It shall 
be set to open when the demand exceeds 125 per cent of the 
kilovolt-ampere demand contracted for. 
1. Contract Form Number 1970— S shall be used for "LimUed 
Break-down Service." 

Measurement of Demand. 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecu- 
tive minutes during the calendar year, subject to the methods of 
determining demand hereinafter specified. 

(A) Lighting SEm^CE. 

1. For lighting installations of 2 kw. or less, the demand shall be 

assessed as 100% of the first 300 watts, plus 66%% of the con- 
nected load in addition to the first 300 watts. 

2. Where the demand is assessed all sockets not containing lamps 

shall either be removed or sealed by the company, or counted 
at 50 watts each. 

3. For installations of over 2 kw. the demand shall be measured 

by permanently installed demand meters, or by monthly read- 
ings taken during the normal peak demand of the service. 
Such readings may be ascertained at the option of the com- 
pany by counting revolutions of the watt-meter disc, or by 
printing quarterly hourly readings of the watt-meter, or by a 
graphic recording watt-meter, or by the so-called Wright de- 
mand meter. 

(B) Power Service. 

1. The maximum demand upon which the monthly charge tor 

Power Service (see B) is based, shall not be less than 75% of 
the highest demand ascertained during the period of twelve 
months ended with the current month. 

2. For power installations of 2 kw. connected or less, the demand 

shall be assessed as 75% of the connected lead, as indicated 
by the manufacturer's rating. 

(C) Temporary Assessment of Demand. 

In the installations in excess of 2 kw. connected, where customer is 
connected for service during a month during which the maxi- 
mum measured demand shall be less than the probable demand 
obtaining during November, December, January or. February, the 
demand will be assessed in accordance with the following rules, 
and such assessed demand will be corrected as soon as the 
actual demand for the year has been measured and the difference 
in the demand rate billed upon the assessed or estimated de- 
mand and the demand rate based upon the actual or measured 
demand shall be credited to the customer or paid by the cus- , 
tomer as the case may be. 

1. In Class "1" customers (Lighting Service) the assessed demand 

shall be determined as follows: 100% of the first 300 watts 
connected; 66%% of the next 1700 watts connected; 55% for 
all in excess of the first 2000 watts; 
Class 1 customers shall include all lighting customers except those 
designated as Class 2. 

2. In Class "2" customers (Lighting Service) the assessed demand 

shall be determined as follows: 100% of the first 300 watts 

connected; 66%% of the next 1700 watts connected; 40% for 

all in excess of the first 2000 watts. 

Class 2 customers shall consist of federal and county buildings, 

churches, and missions, hotels and clubs, factories (includini' 
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small industrial establishments such as machine shops, car- 
penter shops, blacksmith shops, tin shops and cigar factories, 
closing not later than 6 p. m.), private and parochial schools, 
grain and tobacco elevators and warehouses, freight and storage 
warehouses, stables and garages, both private, boarding and 
livery, and furniture stores occupying two or more floors above 
street level. 

3. In Class 3 (Power Service) the assessed demand shall be deter- 

mined as a percentage of the total connected load as indicated 

by the manufacturer's rating: Where installations are under 

10 h. p. 75%, where installations are over 10 h. p. and less 

than 50 h. p., 65%; where installations are over 50 h. p., 55%. 

4. If customer's connected load is permanently decreased the De- 

mand Charge should be reduced accordingly. Where cus- 
tomer's connected load is 2 kw. or less, the demand shall be 
re-assessed. If customer's load is in excess of 2 kw. the de- 
mand is determined by measurement and the time at which 
I the change in connected load occurs will influence the basis 

upon which the new Demand Charge will be determined. If 
the customer's connected load is reduced prior to December 
15th of the customer's contract year, the demand may be re- 
measured and the new demand so ascertained be taken as the 
basis of the* Demand Charge for the remaining portion of the 
customer's contract year. If the customer's installation be 
reduced subsequent to' December 15th of the customer's con- 
tract year, then the new Demand Charge shall be determined 
upon the basis of the temporary assessed demand, as provided 
in the preceding paragraphs, and such assessed demand will 
continue to be the basis upon which the customer shall be 
billed for service until a new demand shall be ascertained by 

J measurement during the months of November, December, Janu- 

I ary and February following. 

Flat Rate Display Lighting. 

Company will sell service for Flat Rate Display Lighting controlled 
company on yearly contracts, on the following basis of monthly pay- 
ments : 

Dusk to Duftk to 

Bated consumption of lamps Installed. 11 p. m. 12 p. m. 

1650 hrs. 2200 hrs. 

20O watts or less $1.98 |2.17 

300 watts 2.90 8.25 

40O watts 8.87 4.33 

500 watts 4.83 6.42 

600 watts 6.80 O.S0 

700 watts 6.78 7.68 

800 watts 7.73 8.67 

900 watts 8.70 9.75 

1.0 kilowatts 9.67 10.83 

1.5 kilowatts 14.50 16.26 

2.0 kilowatts 19.33 21.67 

2.5 kilowatts 24.17 27.06 

3.0 kilowatts '. 29.00 32.50 

3.5 kilowatts 88.83 37.92 

4.0 kilowatts 38.67 43.33 

4.5 kilowatts 43.60 48.75 

6.0 kilowatts 48.33 54.17 

6.0 kilowatts 68.00 64.00 

7.0 kilowatts 66.87 78.00 

8.0 kilowatt* 75.00 82.00 

9.0 kilowatts 83.13 91. CO 

10.0 kilowatts' 91.26 100.00 

1. The foregoing flat rates Include renewals of carbon filament lamps 
only and include no other maintenance. 
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2. Company will contract for flat rate display lighting burning dur- 

ing hours other than those specified above, but not less than 
1,100 hours per year, and the monthly bill therefor shall be 
computed at 1/12 of the annual bill determined by tlie applica- 
tion of the standard rate. 

3. (a) Company will supply and install on yearly contracts re- 

newals of the Mazda sign lamps tor flat monthly charge of 4 els. 
per lamp Installed. Tne foregoing applies to flat rate display 
lighting, or to the equivalent display lighting supplied on a 
meter basis, providing service is used not to exceed li,250 liours 
per year. For such service as is used in excess of 2,250 hours 
per year, the renewals will be furnished at a proportionately 
increased monthly charge per lamp. The customer shall pur- 
chase from the company the first installation of such lamps and 
all increases thereof, at the company's regular prices. 

(b) In case consumer wishes to supply Mazda sign lamps in lieu 
of the carbon lamps tne renewals of which are furnished with- 
out charge by the company, consumer may do so and. receive a 
reduction in the rate for service of |0.75 and $0.90 per month 
per kilowatt of capacity of Mazda lamps for 11 o'clock and 12 
o'clock burning respectively. 

(c) Company will supply plain Mazda, 5 watt, 12 to 13 volt sign 
lamps, and supply renewals thereof, at a charge equivalent to 
$12.00 per month per kilowatt of rated consumption of lamps 
installed. This charge is to be added to the contract rates, 
after deducting the allowance for carbon lamps. 

Plain Mazda 2^ watt, 12 to 13 volt sign lamps will be siniJJar7y 
supplied at a charge equivalent to $24.00 per month per kilowatt 
of rated consumption of lamps installed. 

4. Where flashers are installed on signs, the demand and use of 

lamps on circuits controlled by the flasher shall be taken at 
75% of the rated consumption of such lamps. 

5. (a) The company will contract to inspect, clean and paint signs 

once a year, put all renewals in place, and maintain flasher, if 
any, for 1 ct. per month for each 10 watt carbon or 5 watt Mazda 
lamp contained in sign, 
(b) On contracts providing for the renewals of Mazda sign lamps 
in accordance with paragraph 3 (a) hereof, company will 
contract to inspect, clean and paint signs once a year and 
maintain flasher, if any, for ^^ ct. per month for each 5 watt 
Mazda lamp, and 1 ct. per month for each 2% watt Mazda 
lamp contained in sign. | 



V. MINIMUM MONTHLY PAYMENTS. 

The minimum monthly payments to be made by any customer shall be: 

(a) For residence electric lighting service $1.00 per mo. 

(b) For commercial electric lighting service $1.00 per mo. 

(c) For commercial electric power service $1.50 per mo. for an in- 
stallation of two h. p. or less nominal rated capacity, and, in 
addition thereto 75c for each h. p. or fraction thereof nominal 
rated capacity in addition to the first two h. p. 

(d) The minimum monthly payment to be made under the Stand- 
ard Rate shall be the monthly installment of the demand 
charge. 

VI. PROMPT PAYMENT DISCOUNT. 

1. All bills for electric service paid at the office of the company or 
at any of its authorized collection agencies within ten days from 
date of bill shall be subject to a prompt payment discount of 
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on the first $25.00 and 1% on amounts in excess of $25.00 of 
sucli bills. 
2. On bills for electric service supplied to the Federal, County and 
City Grovernments, paid at the office of the company, or its 
authorized collection agencies, within ,60 days of date of bill, 
the prompt payment discount provided for in the contract under 
ivhich such service is sold will be allowed. 

VII. SHORT TIME RATE. 

To customers desiring to use residence electric lighting, commercial 
electric lighting or commercial electric power service for periods 
of less than one year, the rates outlined in Sections 1, 11, and III 
shall apply, providing the customer shall reimburse the company 
for the cost of connecting and disconnecting the company's serv- 
ice and installing and removing the necessary meters and trans- 
formers. 

VIII. WATER POWER SERVICE. 

(See Section XII in Part I above.) 

m 

IX. RULES CONCERNING CUSTOMERS' DEPOSITS. 

1. Customers who have no established credit rating are required to 

furnish a financially responsible guarantor, or make a cash de- 
posit equal in amount to two months' estimated bills. Mini- 
mum deposits in all cases to be $5.00. 

2. Customers who shall have failed to make full payment to the 

company of all previous service bills are required to pay all 
such bills before service will be furnished. 

3. Customers who shall have failed to make full payment to the 

company of all previous service bills are also required to make 
the cash deposit specified in rule "1." 

4. Interest at the rate of 5% per annum will be paid on renewal or 

withdrawal of deposit. 

Meters are owned by the utility. 
OpnoNAL Rates for Municipal Strlet Lighting Service. 

(10 year contracts executed on company's standard form) 

Applicable in all territory served from company's electric service 
lines. 

The Municipal Street Lighting rates as heretofore filed are amended 
by adding to such schedules rates for the following classes of 
service: 
Incandescent Lighting: 

Series installations of Mazda or tungsten lamps. All night every 
night service from one-half hour after sunset until one-half 
hours before sunrise. Lamps supported from span wires or 
brackets attached to wooden poles and supplied from overhead 
distributing system, average spacing not over 400 feet. Joint 
use of pole lines with other service. 

Rates per lamp per year payable in equal monthly installmenfs. 



Number of lamps used by 
municipality 



Fifst 25 lamps 
Next 25 lamps 
Next 25 lamps 
Over 75 lamps 



100 c. p. 
80 watts 



t26.00 
22.50 
20.50 
19.00 



250 c. p. 
162 watts 



$33.00 
30.00 
29.00 
27.50 



400 c. p. 
2^6 watts 



$42.00 
39.00 
38.00 
36.50 



600 c. p. 
300 watts 



$49.00 
46.00 
44.50 
43.00 
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PART III. 
RURAL SERVICE. 
This schedule applies to service furnished in the following townships 



Milwaukee county 

Town of Milwaukee 
" Wauwatosa 
*• Greenfield 
" Lake 

"Oak Creek. 
" Franklin 



Racine count ij 
Town of Caledonia 



n 



t* 



tt 



tt 
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" Mt. Pleasant 
'* Norway 
" Waterford 
" Rochester 
" Burlington 



« 



\Valivorth county 
Town of East Troy. 



Jefferson comity 

Town of Watertown 
*' " Ixonia 



Waukesha eountp 

ToWn of Musk ego 

" New Berlin 
" Brookfield 
" *' Pewaukee 
" Oconomowoc 
" Summit 
** Delafield 
" Waukesha 
'* Vernon 
" Mukwonago 

Kenosha eountp 
Town of Sommers 



tt 



of cities and villages and who are engfaiEred in farming, garden- 
ing, stock raising and dairying. Country residences are in- 
cluded in this class. 
Rural customers located upon existing distributing lines or who 
contribute to the cost of constructing extensions in accord- 
ance with the company's rules and who execute company's 
. standard form of Rural Service Contract for a period of not less 
than two years may purchase single-phase electric service at 
the follt)wing rates: 

(a) Service Charge. 

2 dollars per month for four or less active rooms, plus 40 cts. per 
month for each active room in excess of the first four. 

Service charge shall include energy consumption equivalent to 7 
kw-hr. per active room per month or not less than 28 kw-hr. 
per month. 

(b) Energy Charge. 

2 cts. per kw-hr. for all energy consumed in excess of 7 kw-hr. per 
active room or in excess of 28 kw-hr., in case the active rooms 
are less than four. 

The number cf active rooms shall be computed on the following 
basis: All rooms contained in the residence shall be counted 
as active, except bath roon^s, basements, garrets, closets, halls, 
pantry and three roorps used as bed rooms or sleeping quarters 
but not used for other purposes. In addition to the rooms in 
the residence, each separate building used as a barn, stable, 
garage or greenhouse shall be counted as one active room. In 
computing the active rooms, no deduction shall be made be- 
cause rooms or buildings are not wired or connected. 

The foregoing rate shall apply to all energy used for household pur- 
poses, including cooking and for miscellaneous power purposes, 
providing the total nominal rated capacity of motors does not 
exceed three horse rover, ard providing the motors are not 
operated between sundown and 11 p. m. Service for additional 
motors will be supplied at tha foi-Ggoing rate plus an addi- 
tion?.! charge of 50 cts. per month for each horse power or 
fraction thereof in excess of three horse power. 

The foregoing rate docs net include renewals of any incandescent 
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lamps, but is subject to the company's standard prompt pay- 
ment discount of 5% on the first |25 and 1% on amounts in 
excess of $25 of monthly bills paid within^ ten days from date 
of same. 
For rules relating to customer's deposits see Section IX of Part II 
above. 
Meters are owned by the utility. 

MILWAUKEE. 

(Population, 373,857.) 

MOLITOR & HUM3IEL REAIiTY CO. 

Method of generation, steam. 
Daily operating period, continuous. 

Coninieircial liighting. 
Meter Rates : 

Minimum monthly charge, $5.00. 

First 1,000 kw-hr $40.00 

Second 1,000 kw-hr 32.50 

Third 1,000 kw-hr 30.00 

If consumption in any one month exceeds 3,000 kw-hr. a flat 

rate of 3V^ cts. per kw-hr. applies. 
Discount of 5</o if paid before the tenth of the following month. 

Street Ijiglitiiig. 
None. 

MILWAUKEE. 

(Population, 373,857.) 
RAILWAY EXCHANGE BUILDING CO. 

Method, of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates : 

Minimum monthly bill, 25 cts. 

Current, 5 to 10 cts. per kw-hr. 
Lamp renewals free. 

Street Lighting. 

None. 

MILWAUKEE. 



^ 



SOUTHERN WISCONSIN POWER CO. 

(Main office located at Milwaukee.) 
Method of generation, hydraulic. 
Daily operating period, continuous. 

Power furnished under contract at the following rate to The MiU 
waukee Electric Hailway d Light Co, 
1180,000.00 per year for 83,552 kw-hr. delivered and taken each 
and every day of the year, extra service furnished at option 
of the power company is paid for at the rate of 0.5 cts. per 
kw-hr. Power is delivered and measured at Watertown, Wis., 
at 66,000 volts in the substation of The Milwaukee Electric 
Railway & Light Co. 
Power furnished under contract to the Portage Electric Light Oo,, 
Portage, Wis. 
225 kws. at $0.25 per kw. per month, reservation charge. All 
power used at 0.8 cts. per kw-hr. 

18 — ^E. R. 
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Discount on reservation charge, 25 cts. per month per kw. if paid 
on the 10th of the month. Current is delivered and measured 
at 2200 volts at Portage substation; in addition the customer 
pays a substation charge of $2,400 per annum. 
Power is furnished the Village of Kilbourn, 

For operating lighting plant and water works plant on tlie basis 
of furnishing 96 kw. maximum demand at the rate of $1.91% 
per kw. per month for reserve charge, and 0.5 cts. per Isrw-hr. 
for all power used as measured by meter. 

Discount 25 cts. per month per kw. on reservation charge, if bills 
are paid before the 10th of the month. 

Power is delivered at 2200 volts to the village plant and there 
metered. 

MILWAUKEE. 

(Population, 373,857.) 

THE MILWAUKEE ELECTRIC RAILWAY & LIGHT CO. 

(This schedule applies to the city of Milwaukee only.) 
Method of generation, steam and hydraulic. 
Daily operating period, continual. 

I. STANDARD RATE. 

To customers signing the company's standard, forms of contract, 
providing for service for one year or more, the charge for elec- 
trict service shall be computed on the following basis: 
Demand Charge: 

$36.00 per year for each kw. of demand of the first 10 kw. 
$30.00 per year for each kw. of demand of the next 50 kw. 
$24.00 per year for each kw. of demand of the next 140 kw. 
$18.00 per year for each kw. of demand in excess of 200 kw. 
Payable in equal monthly installments, plus an energy charge as 
follows: 
Energy Charge: 

4 cts. per kw-hr. for the first 1,000 kw-hr. consumption during 

month. 
3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during the 

month. 
2 cts. per kw-hr. for the next 6^000 kw-hr. consumption during the 

month. 
IV2 ct. per kw-hr. for next 40,000 kw-hr. consumption during month. 
1.3 ct. per kw-hr. for all energy consumed in excess of 50,000. 

1. The foregoing rate shall apply to all customers utilizing company's 

electric service for lighting and receiving free renewals of com- 
pany's standard lamps. 

2. The foreoing rate less % ct. per kw-hr. shall apply to all customers 

utilizing company's service and not receiving free renewals of 
company's standard lamps. 
(A) EuEarEic Lighting. 
1. This service will include: 

(a) Electric energy furnished for lamps and other appliances 
utilized for illumination purposes, except as hereinafter specifi- 
cally exempted. 

(b) Motors and appliances other than lighting equipment where 
provided with a starting apparatus designed to limit the initial 
or starting current to a value not exceeding 2^ times the full 
load current, alternating current motors of M h. p. when 
wound for 110 volts, and of % h. p. when wound for 220 volts, 
and direct current motors of 1 h. p. rated capacity, the aggre- 
gate rated capacity of such appliances not to exceed 2 kw., wili 
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be included in this class when used in connection with light- 
ing equipment and when the connected load of such motors 
and appliances does not exceed the aggregate rated capacity 
of lighting equipment. 

2. Should the conditions of use of customer's demand be obviously 

such that he would never earn a lower rate under the Standard 
than under the Increment Rate Schedule, the Increment Rate 
Schedule set forth in Section II hereof shall apply. (Contract 
Form No. 759.) The Increment Lighting Schedule is optional 
with the Standard Rate. 

3. In the application of the Standard Rate one Integrating watt- 

meter only shall be provided for the measurement of energy, 
unless accuracy of measurement requires the installation of 
more than one meter. Where demand meters are installed, only 
one set of meters shall be used, and the arithmetical sum of 
their readings shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 kw. 

or less shall purchase service providing for free lamp renewals. 

(b) In exclusive lighting installations of more than 2 kw. con- 
nected, it is optional with the customer whether he shall take 
the rate providing for free lamp renewals. 

(c) In exclusive lighting installations of more than 2 kw. con- 
nected and where customer desires to contra;ct for service with- 
out free lamp renewals, the energy charge shall be % ct. per 
kw-hr. less than that provided above and Contract Form No. 
1938 shall be endorsed "Without Renewals of Lamps." 

5. The maximum rate of charge for energy for lighting service is 

set forth in Section II. 

6. The following table shows the various contract forms under 

which commercial electric lighting is sold, and the application 
of such forms to the various classes of service: 

Form No. Title Application 

759 Contract for (a) Lighting under Increment Schedule 

Electric with free renewals of company's standard 

Service. lamps. 

759 (b) "Short Time" lighting service. 

759 (c) Not to be used for power service. 

1938 Contract for Com- (a) Commercial lighting under Stand- 

mercial Electric ard Rate with renewals of company's 
Service standard lamps. 

lSo8 (b) Commercial lighting service over 2 

kw. under Standard Rate, without re- 
newals of company's standard lamps when 
endorsed "Without Renewals of Lamps," 
(B) Power. 
1. This service will include (a) electric energy utilized for motive 
and heating purposes and for miscellaneous lighting service re- 
quired and utilized incident to the purposes for which the power 
is used, providing the demand arising from such miscellaneous 
and incidental lighting service shall not be in excess of 20% of 
the total simultaneous demand for lighting and power service, 
(b) Stereopticons, moving picture machines, photographer's arc 
lamps and rectifiers shall be classed as power equipment. 
(In office and apartment buildings, miscellaneous lighting service 
is defined to consist exclusively of hall, corridor, lavatory 
lighting and the illumination of the mechanical equipment of 
the building.) 
2. In the practical application of the Standard Rate, it Is found that 
customers divide themselves generally into two classes — one in 
which the demand and hours' use is so small that they receive 
no advantage under the Standard Rate, and the other class In 
which the Standard Rate results in a lower unit cost than the 
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Increment Schedule. In the case of Unlimited, or On-Peak Serv- 
ice, all contracts for demands of 50 kw. or less and requiring 
an average use of the demand of about 215 hours per month 
should be written under the Increment Rate Schedule (Contract 
Form No. 1960). Contracts for demands in excess of 50 kw. 
and 215 hours' use per month should be written under the Stand- 
ard Rate (Contract Form No. 1968). 

3. Where service for lighting or other application requiring single- 

phase current is desired by customer, to be supplied through 
meter measuring energy as polyphase power service, the unbal- 
ancing of the phases of the polyphase service arising from the 
use of the service for lighting or other purposes shall not exceed 
10% of the demand in kw. contracted for or measured. The 
power factor of such unbalanced single-phase load shall not be 
less than 75%. Should customer's demand for single-phase 
service exceed the above, the same shall be divided as nearly 
as practicable to obtain a balanced condition of the polyphase 
service. Customer may contract for single-phase requirements 
in excess of 10% of polyphase demand as a separate single-phase 
service. Where miscellaneous lighting service is supplied 
through the same meter as "Power" service (R), custonaer shall 
be required to supply apparatus for rendering available 120 volts 
for lighting service, if such be required. 

4. In Edison three-wire direct current territory, where 240 volt and 

120 volt service are readily available, a customer purchasing 
lighting service through same meter as "Power" service (B), 
shall not be required to supply any apparatus for rendering 
available 120 vplts for lighting service if such be required. 

5. Optional or Increment Rate for Power Service. 

To customers contracting on company's standard form to use serv- 
ice specified as Power for periods of one year or more and who 
actually so use such service, the charge for electric power 
service shall be computed at rates as follows: 

First 200 kw-hr. consumed during month 6 cts. per kw-hr. 

Next 200 " " « *' 5 " " " 

Next 200 " " " " 4 " 

Next 1400 " " '* " 3 " 

All energy consumed per month in excess of 2000 kw-hr. 2 cts. 

(a) The foregoing optional rate for electric power service does 
not include renewals of any incandescent lamps. 

(b) The foregoing rate is subject to the minimum monthly pay- 
ments specified in Section II, (C), 4. 

. The standard prompt payment discount, VI, applies to all customers 
served at the foregoing rate and the standard discount for three 
year contract, VII, applies to customers contracting for serv- 
ice and using the same for periods of three years or more. 
6. The following table shows the various contract forms under 
which power service is sold, and the application of such forms 
to the various classes of service: 

Form No. TITLE APPLICATION. 

1960 Contract for (a) Power and miscellaneous light 

Electric where demand and energy consump- 

Power Service, tion are small or less than about 60 kw. 

Increment Rate, at 215 hours per month use of demand. 

(b) "Short Time" power service. 

1968 Electric Power (a) Power and miscellaneous ligbt 

Agreement. under Standard Rate. 
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(C) Combined Lighting and Power Service. 

This service will include electric energy specified as "Lighting" (A), 
and electric energy specified as "Power" (B), where such com- 
; bination service is supplied through the same meter. 

I 

i 

Special Services, 

(D) Limited or Off-peak Service. 
The foregoing rates for "Lighting" service (see A), "Power" service 

(see B>» and "Combined Lighting and Power Service" (see C), 
less one-half the demand charge, shall apply to customers con- 
tracting to utilize and utilizing the service at times during the 
calendar day other than during the hours of the month speci- 
fied as follows: 

j Hours during which serv- 

Month. ice sh^U not be used. 

October ;5:30 p. m. to 7:00 p. m. 

November 5:00 p. m. to 7:00 p. m. 

December 4 : 30 p. m. to 7 : 00 p. m. 

January i 4 : 40 p. m. to 7 : 00 p. m. 

February . ._. 5: 20 p. m. to 7:00 p. m. 

March ...:.." 6 : 00 p. m. to 7 : 00 p. m. 

In case customer desires to use service during the specified "off-peak" 
hours and upon giving the company one hours* notice of such 
intent, he shall be permitted to use service on any day of the 
week except Saturday and Sunday and for each day power is 
so used customer shall pay: 
For each kw. of demand of the first 10 kw. $0.15 

" " " " next 50 " 0.12 

" " " " next 140 " 0.10 

" " " " excess 0.07 

The demand so paid for shall be that as measured if it exceeds the 

"off-peak" demand contracted for or otherwise paid for during 

the current month. 

1. Customers shall install and maintain in operating condition an 
automatic time switch of the type approved by the company. 

2. Service under the Off-peak Schedule for demands of less than 
10 kw. will not be solicited pr recommended, but will be sold 
on application. The saving to the customer is small and the 
complication introduced greater than that warranted by the 
saving in cost of service. 

3. In many cases, customers signing limited service contracts will 
require some service for lighting during the hours that service 
is not available under this schedule. In such cases contract 
shall include a small demand under the unlimited service 

. schedule, and all energy supplied under both schedules shall 
be measured by one meter. In computing the demand charge 
and the application of the four steps of the demand charge 
thereto, the demand charge for the Unlimited service shall first 
be computed and the charge for Limited service shall be con- 
tinuous thereafter. For example, if the customer contracts 
to purchase 10 kw. of unlimited service and 50 kw. of limited 
service, the monthly demand charge is computed as follows: 

10 kw. at $3.00 $30.00 

50 kw. at 1.25 62.50 

^. Limited or off-peak service shall be sold only on annual con- 
tracts. On-peak service to supplement off-peak service during 
the off-peak hours shall not be sold at the short time or in- 
crement rate. 
5. The following table shows the variout contract forms under 
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which power service is sold, and the application of such forms 
to the various classes of service: 

Form No. TITLE. APPLICATION. 

1964 Limited Electric (a) Off-peak power service. 

Power Agreement. 

1974 Combined Unlimited (a) Combined "on" and 

and Limited Elec- "off" peak power and miscel- 

tric Power Agree- laneous lighting, 

ment. 

2377 Combined Unlimited (a) Combined "on" and 

and Limited Com- "off" peak commercial light- 

mercial Electric ing and miscellaneous power. 

Light and Power 
Service (Typewrit- 
ten). 

(E) Ten-seven Service. 

The foregoing rates for "Power" service "B" less three-fourths of 
the demand charge shall apply to all customers contracting to 
utilize and utilizing the company's service only during the hours 
10:00 p. m. to the following 7:00 a. m. Customer shall install 
and maintain in operating condition an automatic time switch 
of the type approved by the company. 
1. Contract Form No. 1971 shall be used for "Ten-Seven" power 
service. 

(F) Unlimited Break-down Service. 

The foregoing rates for "Lighting and Power" service (C) under 
Unlimited service, shall apply for break-down or emergency 
service connections. Since for such service the actual demand 
is unknown, customers shall contract for any demand, and shall 
be limited to the demand as contracted for by an automatic 
circuit breaker, installed and maintained by the customer and 
approved and controlled by the company. It shall be set to 
open when the demand exceeds 125% of the kilovolt-ampere de- 
mand contracted for. 
1. Contract Form No. 1969 shall be used for "Unlimited Break- 
down Service." 

(G) Limited Break-down Service. 

The foregoing rates for "Lighting and Power" service (C) under 
Limited or Off-Pe?».k service, shall be furnished for break-down 
or emergency service connections. Since for such service the 
actual demand is unknown, customero shall contract for an> 
demand, and shall be limited to the demand as contracted for 
by an automatic circuit breaker, installed and maintained by 
the customer and approved and controlled by the company. 
It shall be set to open when the demand exceeds 125% of the 
kilovolt-ampere demand contracted for. 
1. Contract Form No. 1970 shall be used for "Limited Break- 
down Service." 

II. MAXIMUM RATE FOR LIGHTING SERVICE AND MINIMUM 

PAYMENTS. 

(A) Maximum Rate for Lighting Service. 
1. The maximum rate of charge for commercial electric lighting 
service (Section I "A") during any month shall not exceed: 
First 200 kw-hr. during any month, 10 cts. per kw-hr. 
Next 200 " " " " 8 " 

Next 200 " " " " 6 " " 

All over 600 " " " " 4 " " 
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[ 2. The foregoing rate is subject to prompt payment discount and in- 
cludes free renewals of company's standard carbon filament 
J lamps and renewal allowances on tungsten or other special 

i lamps: 

3. Customers may purchase service without lamp renewals, in which 
case tliese rates per kw-hr. shall be reduced i^ ct. 

4. The foregoing limitation of the maximum rate of charge for 
i commercial electric lighting service applies only to exclusively 

commercial lighting customers and shall not apply to any cus- 
tomer purcliasing service for combined lighting and power, 
break-doTvn service, or combined unlimited and limited service. 
(C) Minimum Monthly Payments. 

1. The minimum monthly payment to be made by any customer, 
except customers purchasing exclusively electric lighting serv- 
ice, or power service at the optional or increment power rate, 
shall be the monthly installment of the annual demand charge. 

2. A minimum monthly bill shall be charged of $1.00 to cover such 
expenses occasioned by the individual commercial consumer 
as billing, inspecting and maintaining meter, etc. In addition 
to such a minimum bill, a charge of 25 cts. per month shall be 
made for each glower of each nernst lamp Installed, and $1.50 
for each arc lamp installed. 

Z. Minimum for residences 50 cts. per month, 
i 4. A minimum monthly bill under the Optional or Increment Rate 
i for power shall be charged- of |1.50 for an installation of 2 h. p. 

I or less, nominal rated capacity, plus 75 cts. for each additional 

[ h. p. or fraction thereof (or $1 per kw.) nominal rated capacity. 

III. MEASUREMENT OF DEMAND. 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecu- 
tive minutes during the contract year, subject to the methods 
of determining demand hereinafter specified. 
(A) Lighting Service. 

1. For lighting installations of 2 kw. or less, the demand shall be 
assessed as 100% of the first 300 watts, plus 66%% of the con- 
nected load in addition to the first 300 watts. 

2. Where the demand is assessed all sockets not containing lamps 
shall either be removed or sealed by the company. 

3. For installations of over 2 kw. the demand shall be measured 
by permanently installed demand meters, or by monthly read- 
ings taken during the normal peak demand of the service. 
Such readings may be ascertained at the option of the com- 
pany by counting revolutions of the watt-meter disc, or by 
printing quarterly hourly readings of the wattmeter, or by a 
graphic recording watt-meter, or by the so-called Wright de- 
mand meter. 

(B) Power Service. 
1- The maximum demand upon which the monthly charge for 
power service (See B) is based shall not be less than 75 per 
cent of the highest demand ascertained during the period of 
twelve months ended with the current month. 
2. Where the demands are ascertained by the use of indicating, 
rather than recording instruments, the demand shall be meas- 
ured at least once in each three months and the time of meas- 
uring the demand shall be the hour of the consumer's maximum 
load. 
The demand as measured shall be clearly indicated upon the 
monthly bill and all memoranda relating to the original read- 
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ing shall be filed and become a part of the consumer's record. 

3. For power installations of 2 kw. connected or less, tlie demand 
shall be assessed as 75% of the connected load, as indicate^ 
by tfye manufacturer's rating. 
(C) Temporary Assessment of Demand. 

In installations in excess of 2 kw. connected, where customer \4 
connected for service during a month during whicli the maxi* 
hium measured demand shall be less than the probable demand 
obtaining during November, December, January or February^ 
the demand will be assessed in accordance with the followingj 
rules, and such assessed demand will be corrected as soon as 
the actual demand for the year has been measured, and the 
difference in the demand rate billed upon the assessed or esti- 1 
mated demand and the demand rate based upon the actual or 1 
measured demand shall be credited to the customer or paid by ■ 
the customer as the case may be. 

1. In Class "1" customers (Lighting Service) the assessed de 

mand shall be determined as follows: 
100 % of the first 300 watts connected. 
66%% of the next 1700 watts connected. 
55 % for all in excess of the first 2,000 watts. 
Class 1 customers shall include all lighting customers except those 
designated as Class 2. 

2. In Class "2" customers (Lighting Service) the assessed de- 

mand shall be determined as follows: 
100 % of the first 300 watts connected. 

66%% of the next 1700 watts connected. 

40 % for all in excess of the first 2,000 watts. 
Class 2 customers shall consist of federal and county buildings, 
churches and missions, hotels and clubs, factories (including 
small industrial establishments such as machine shops, carpenter 
shops^ blacksmith shops, tin shops and cigar factories, closing 
not later than 6 p. m.), private and parochial schools, g:ra7n and 
tobacco elevators and warehouses, freight and storage Avare- 
house^, stables, and garages, both private, boarding and livery, 
and furniture stores occupying two or more floors abovo st'^ect 
level. 

3. In class 3 (Power Service) the assessed demand shall be deter- 

mined as a percentage of the total connected load as indicated 

by the manufacturer's rating: 
Where installations are under 10 h. p., 75%. 

Where installations are over 10 h. p., and less than 50 h. p., 659^^^. 
Where installations are over 50 h. p., 55%. 

4. If customer's connected load is permanently decreased the De- 

mand Charge should be reduced accordingly. Where cus 
tomer's connected load is 2 kw. or less, the demand shall be re 
assrssed. If customer's lead is in excess of 2 kw. the demand 
is determined by measurement and the time at which the 
change in connected load occurs will influence the basis upon 
which the new Demand Charge will be determined. If the 
customer's connected load is reduced prior to December 15th 
of the customer's contract year, the demand may be re-meas- 
ured and the new demand so ascertained be taken as the basis 
of the Demand Charge for the remaining portion of the cus- 
tomer's contract year. If the customer's installation be re- 
duced subsequent to December 15th of the customer's con- 
tract year, then the new Demand Charge shall be determined 
upon the basis of the temporary assessed demand, as provided 
in the preceding paragraphs, and such assessed demand will 
continue to be the basis upon which the customer shall be 
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billed for service until a new demand shall be ascertained by 
I measurement, during the months of November, December, 

January and February following. 

5. All "Wright" demand indicators installed for the purpose of 

measuring d. c. power demands are reset monthly, at the time 
of the regular meter reading. 

6. All demand meters installed for measuring demands of lighting 

service, either a. c. or d. c, are reset once each year, at 
the time of the March meter reading. 

7. In case a customer's connected load is permanently decreased, 
demand meters are reset so as to obtain a registration of the 
new demand. 

IV. RESIDENCE LIGHTING SERVICE. 

« 

To customers contracting for service for one year or more, for 
residence lighting service, with free renewals of company's 
standard lamps, the following rate shall apply: 

(a) Primary charge of 10 cts. per kw-hr. for: 

1. The first 4 kw-hr. consumed per month for each of the first 
4 active rooms. 

2. The first 2% kw-hr. consumed per month for each of the 
active rooms in addition to the first 4. 

(b) Secondary charge of 5 cts. per kw-hr. for all energy con- 
I sumed per month in excess of that paid for at the primary 
j rate in (a), up to a total of 7 kw-hr. consumed per month 

per active room. 

(c) Tertiary charge of 2 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate (a), 
and the secondary rate (b), or for all energy consumed In 
excess of (7) kw-hr. per active room per month. 

1. The quantity of energy paid for at the primary rate (a) is 

not included in the energy computed at the secondary rate 

(b) or at the tertiary rate (c). 

A. customer occupying a house containing six active rooms and 

utilizing service for lighting and cooking might have an energy 

consumption for the month of 120 kw-hr. and would have his 

bill for such consumption computed as follows: 

• 

4 active rooms at 4 Irw-hr. per active room 16kw-hr8. 

2 active rooms at 2^ •* " 5 " 

Total at 11 cts. per kw-hr 21 " $2.81 

Total at 5 cts. per kw-hr 21 " 1.05 

(Difference between 7 kw-hr. per active room— 42 kw-hr. — 
and the amount paid for at primary rate— 21 kw-hr.) 
Total at 2c per kw-hr. (120-42) , 78 " l.M 

Total lor month 120 " $4.82 

Prompt payment discount .25 

Net bfll $4.fl7 

Average rate per kw-hr., 3.89 cts. 

2. In determining the number of active rooms, all rooms, 
whether containing lights or not, shall be counted except 
the followings: (a) bathrooms, (b) basements, (c) gar- 
rets, (d) closets, (e) porches, (f) bedrooms up to 3 in 
number, (g) unwired rooms other than the foregoing. 
^^ the application of this schedule no customer shall be rated as 
having less than 1 active room out of each 2 rooms active and 
inactive (exclusive of basements, bathrooms, closets, porches, 
garrets, three exempted bedrooms and inactive halls) contained 
^n the residence. 
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Existing customers' rooms shall be counted as wired and shall not 
be classed as unwiredi and therefore inactive, unless customop 
shall give company written notice that such rooms, designating 
them specifically, are unwired. 

Where any room previously wired is disconnected and 'wires are 
not entirely removed from the room, wiring to such rooras shall 
be sealed in a metal sealing device to be approved by the 
commission and furnished by the' customer. Such sealing de- 
vices shall make provision for bearing the company's seal, which 
seal shall be furnished and applied by the company. Should such 
seal be broken, except by the company, the company shall re- 
compute the active rooms on the basis of including such dis- 
connected rooms and the period during which such recomputed 
rate shall be applied shall date from the sealing of the wiring 
leading to such disconnected rooms, and the customer shall pay 
the company the difference in rates for service received during 
such period. 

Customers shall immediately notify the company in writing when 
unwired rooms are wired. 

3. A room used as a children's nursery or workroom and con- 

taining a couch, sometimes used as sleeping quarters, is not 
classed as a bedroom. 

4. Halls and hallways used and furnished as reception and living 

rooms and having an area in excess of 120 square feet 
are clacsed as active rooms. 

5. A part of a room not cut off by partition and door and 

which is generally known as an alcove shall not be counted 
as an additional room unless it is furnished and used for a 
distinctly different purpose or its area exceeds 33%% of the 
total area of the room and alcove. 

6. "Front, side and back porches, with or without lights, are not 

classed as active. 
Back porches are specifically excepted in rate schedules, as in 
many cases they are enclosed and used as a summer kitchen 
or dining room, and as such ihight be taken as a room. 

7. Where service for a barn or garage is supplied through the 

same meter as that through which service for the residence 
is supplied, all active rooms in garage or bam are added to 
those of the house and the rate applied. 

8. Where separate meters are supplied, a garage or barn shall 

be treated as a separate residence. 

9. All classes of domestic heating and power consuming devices 

may be supplied through the meter by which lighting service 
is measured, in which case this rate shall apply. 
Battery charging outfits, refrigerating outfits, nonportable air 
compressors or vacuum cleaners or similar apparatus not in 
use between the hours 4:30 p. m. and 8:30 p. m. may also be 
supplied through the residence meter. 
Motors and other power consuming devices, when connected 
to residence service meter, must conform to the following 
rule: All such motors and devices must be equipped with 
starting or regulating apparatus to limit automatically the 
initial current in starting, to amount not exceeding 2% times 
the full load current, as determined by manufacturers' rat- 
ing. Motors or other devices having a rated capacity greater 
than 1/^ kw. shall be wound for 240 volts and customer shall 
arrange building wiring and meter loops for three-wire serv- 
ice and meter. 
10. Elevators and wireless telegraph apparatus, using service in- 
termittently, shall not be supplied at residence rates or fTom 
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residence service connections. Such apparatus must be sup- 
plied from power mains and where a special extension of 
power service is required customer shall pay the cost of the 
necessary extension in accordance with the rules of the com- 
pany governing new extension of service. Customer shall 
contract for service for such apparatus as the company's regu- 
lar power rates. 

11. In apartment houses, each apartment shall be classed as a 
separate residence. The public portions of the building, such 
as hallways, elevator cars and enclosures, public dining 
rooms and kitchens, pantries, etc., connected therewith, shall 
be treated separately. Service for such portions of the build- 
ing may be purchased under either the residence rate (IV) 
or the standard commercial lighting rate (1-A), at the option 
of the purchaser. If service is furnished under the residence 
rate (IV), the energy to be paid for monthly at the primary 
rate shall be computed on the basis of one active room per 
floor (exclusive of basement), multiplied by the number of 
main entrances to the building plus the rooms used as 
kitchens, building storerooms, pantries, dining rooms and 
offices. The active rooms in janitor's quarters if supplied 
through same meter as public portions of the building, shall 
be added. Janitor's quarters metered separately shall be 
treated as a separate residence. 

12. The lesidence schedule cannot be applied to any apartment 
house wherein the landlord or agent is billed for the entire 
service consumed in the building and re-bills the service to 
the occupants of the apartments. In such case, the Increment 
Lighting Rate and contract form No. 759 shall be used. 

13. The residence schedule shall not be applied to customers whose 
practice is to have service cut off during the summer months; 
it shall be supplied only to those who sign contracts providing 
for service by the year, and who pay at least the minimum 
monthly payments provided for in the contract. When com- 
pany is unable to read meter for any month, or months, the 
quantity of energy to be paid for monthly at the primary 
rate shall be increased pro rata. 

11. Consumers occupying a portion of a business building as a 
residence may combine residence service with commercial 
lighting service through one meter. In no case, however, 
shall the residence rate be combined with the commercial 
lighting rates and residence rate cannot be applied to such 
combination service. 
15. This residence schedule shall apply only to customers utilizing 
electric service exclusively supplied by the company. 
(B) MrxiMTM Paymkxts. 
To customers executing company's standard form of residence light- 
ing contract at foregoing rates and using the service for periods 
of one year or more, the minimum charge shall be 50 cents per 
month net. 
(D Maxtmi'm Rate for Residence Lighting Service. 

1. The Maximum Rate for Residence Electric Lighting Service 
(Section IV) subject to the minimum monthly payments of 
50 cts. during any month shall not exceed 11 cts. per kw-hr. 

2. The foregoing rate is subject to prompt payment discount and 
includes free renewals of company's standard lamps and re- 
newal allowances on tungsten or other special lamps. 

3. For the reconnection of meter for the same customer upon the 
same premises, a charge of $1.50 shall be made. 



MIIiWAUKfiE.] —284 — [WIS. R. R. COMM 

-^11- - - . J 

(D) The following shows the various contract forms under "which resi 
dence service is sold and the application of each form: 

Form No. TITLE. APPLICATION. 

1939 Contract for Residence Residence service for periodi 

Electric Lighting of one year or more, Standarc 

Service. Rate. 

2399 Short Time Residence Short time residence electric 

Electric Lighting lighting service. 

Service. 

V. FLAT RATE DISPLAY LIGHTING. 

Company will sell service for Flat Rate Display Ligrhting con- 
trolled by company on yearly contracts, on the following basis 
of monthly payments: 

Dusk to Dusk to 

11 p. m. 12 p. m. 

1850 hrs. 2200 hrs. 

200 Watts or less $1-83 $2.07 

300 Watts 2.75 3.10 

400 Watts 3.67 4 .13 

500 Watts 4.58 5.17 

600 Watts 5.50 6.20 

700 Watts 6.42 7.23 

800 Watts 7.33 8.27 

900 Watts 8.25 9.30 

1.0 Kilowatts 9.17 10.33 

1.5 Kilowatts 13.75 15.50 

2.0 Kilowatts 18.33 20.66 

2.5 Kilowatts 22.92 25.83 

3.0 Kilowatts 27.50 31.00 

3.5 Kilowatts 32.08 36.17 

4.0 Kilowatts 36.67 41.33 

4.5 Kilowatts 41.25 46.50 

5.0 Kilowatts 45.83 51.67 

6.0 Kilowatts 55.00 61.00 

7.0 Kilowatts 63.37 69.50 

8.0 Kilowatts 71.00 78.00 

9.0 Kilowatts 78.62 86.50 

10.0 Kilowatts 86.25 95.00 

1. The foregoing flat rates include renewals of carbon filament 

lamps only and include no other maintenance. 

2. Company will contract for flat rate display lighting burning: 

during hours other than those specified above, but not less 
than 1,100 hours per year, and the monthly bill therefor shall 
be computed as 1/12 of the annual bill determined by the ap- 
plication of the Standard Rate. 

3. (a) Company will supply and install on yearly contracts renewals 

of Mazda sign lamps for flat monthly charge of 4 cts. per lamp 
installed. The foregoing applies to flat rate display lighting, or 
to the equivalent display lighting supplied on a meter basis, 
providing service is used not to exceed 2,250 hours per year. 
For such service as is used in excess of 2,250 hours per year 
the renewals will be furnished at a proportionately increased 
monthly charge per lamp. The customer shall purchase from 
the company the first installation of such lamps and all in- 
creases thereof, at the company's regular prices, 
(b) In case customer wishes to supply Mazda sign lamps in 
lieu of the carbon lamps, the renewals of which are furnished 
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without charge by the company, consumer may do so and re- 
ceive a reduction in the rate for service of 75 cts. and 90 cts. 
per month per kilowatt of capacity of Mazda lamps for 11 
o'clock and 12 o'clock burning respectively, 
(c) Company will supply plain Mazda, 5 watt, 12 to 13 volt sign 
lamps, and supply renewals thereof, at a charge equivalent to 
$10.00 per month per kw. of rated consumption of lamps in- 
stalled. This charge is to be added to the contract rates, after 
deducting the allowance for carbon lamps. 
Plain Mazda 2^ watt, 12 to 13 volt sign lamps will be similarly 
supplied at a charge equivalent to 118.00 per month per kw. 
of rated consumption of lamps installed. 
Plain Mazda 10 watt 120 to 125 volt sign lamps will be supplied 
and renewed at a charge equivalent to |6.00 per month per 
kw. of rated consumption of lamps Installed. This charge 
is to be added to contract rates after deducting the allow- 
ance for carbon lamps. 

4. Where flashers are Installed on signs, the demand and use of 
lamps on circuits controlled by the flasher shall be taken at 
75% of the rated consumption of such lamps. 

5. (a) The company will contract to Inspect, clean and paint signs 
once a year, put all renewals in place, and maintain flasher. If 
any, for 1 ct. for each 10 watt carbon or 5 watt Mazda lamp con- 
tained in sign. 

(b) On contracts providing for the renewals of Mazda sign 
lamps in accordance with paragraph 3 (a) hereof, company 
will contract to inspect, clean and paint signs once a year and 
maintain flasher, if any, for % ct. per month for each 5 watt 
Mazda lamp and 1 ct. per month for each 2\^ watt Mazda lamp 
contained in sign. 

VI. DISCOUNT FOR PROMPT PAYMENT. 

1. On bills paid at office of company or its authorized collection 
agencies within ten days of date of bill, a discount of 5% of 
the first $25.00 of all bills and 1% on amounts in excess of 
$25.00 will be given. 

2. On bills for electric service supplied to the federal, county and 
city governments, paid at the office of the company, or its 
authorized collection agencies within 60 days of date of bill, 
the prompt payment discount provided for in the contract 
under which such service is sold will be allowed. 

VII. DISCOUNT FOR THREE YEAR CONTRACT. 

Customers contracting to use and using the service of the com- 
pany for periods of three or more years, under the Standard, 
Optional, or Maximum Schedules for Commercial Electric 
Lighting or Power Service shall be entitled to discount from 
such rates of charge, as follows: 
First year — ^No discount. 
Second year — 2% from current monthly bills, and at the end of 

the second year, 2% on bills paid during the first year. 
Third year — 5% from current monthly bills, and at the end of 
the third year, 3% on bills paid during the first and second 
years. 
Fourth, and each succeeding year — 5% from current monthly 
bills, 
^we customers renew commercial contracts having periods of 
three or more years for new similar periods discount shall be 
continued at rate of 5% from current monthly bills. 
Rider— Form No. 2375 shall be used. 



I 
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VIII. SHORT TERM RATE. 

■ 

To customers obtaining service for periods of less than one year, 
the charge for electric service shall be computed in accord- 
ance with the following schedules with prompt payment dis- 
counts Section VI applying thereto. 
A. Commercial Lighting Service. 

First 200 kw-hr. during any month 10 cts. per kw-hr. 
Second 200 " '* '* " 8 " " 

Third 200 " " '* " 6 " 

All energy in excess of 600 kw-hr. during any month 4 cts. per 
kw-hr» 

(a) The foregoing rate includes free renewals of company's stand- 
ard incandescent lamps and renewal allowances on tungsten or 
other special lamps. 

(b) When free renewals of company's standard lamps or renewal 
allowances on tungsten or other special lamps are not obtained 
by customer, contract for service shall be endorsed "w^ithout 
lamp renewals," and the foregoing rate shall be reduced ^/^ ct. 
per kw-hr. 

(c) The foregoing rate is subject to a minimum monthly pay- 
ment of $1. 

(B) Residence Lighting Service. 

The maximum rate for residence electric lighting service, subject 
to the minimum monthly payment of 50 cts. during any month, 
shall not exceed 11 cts. per kw-hr. 
(a) The foregoing rate includes free renewals of company's stand- 
ard incandescent lamps and renewal allowances on tungsten 
or other special lamps which have been purchased from the 
company by the customer at the company's regular prices. 

(C) Power Service. 

First 200 kw-hr. during any month 6 cts. per. kw-hr. 
Second 200 " " " " 5 " " 

Third 200 " " " " 4 " " " 

All energy in excess of 600 kw-hr. during any month 3 cts. per kw-hr. 

(a) For reconnection of meter for the same customer upon the 
same premises, a charge of $1.50 shall be made. 

(b) The foregoing rate is subject to a minimum monthly pay- 
ment of 11.50 for an installation of 2 h. p. or less nominal 
rated capacity, plus 75 cts. for each additional h. p. or frac- 
tion thereof of nominal rated capacity. 

(D) Application of Rates. 

1. The foregoing rates shall apply to all customers using and paying 

for service during any term of less than one year. 

2. Customers purchasing regular service under any of the company's 

regular rates, may purchase special, auxiliary, and temporary 
service at foregoing rates, subject to the following conditions: 

(a) Customers shall execute company's regular form of contract 
for short-term service. 

(b) Customers shall wire for such temporary, auxiliary or special 
service separately to company's service connection or point 
where company's regular service meters are installed, and shall 
provide necessary meter loops for meters to register service 
contracted for at foregoing rates. 

(c) Customers shall pay company $1.50 to cover cost of installa- 
tions and removal of meter for registering short-term service. 

(d) Lighting service purchased at foregoing rates for use in con- 
junction with service purchased under other schedules of rates 
shall be confined to such uses as are temporary or special in 
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nature, such .as holiday, window and outline lighting, special 
signs, celebrations, festivals, etc., and where the wiring used 
ill connection with such lighting is removed at the close of 
tlie special season or celebration or immediately after the dis- 
continuance of the special service purchased under the fore- 
g^oing rates. 
Lighting service at foregoing rates not falling within the above 
classification shall not be supplied in conjunction with other 
service supplied under contracts covering a term of one year 
or more. 
3. Customers purchasing service at short time rates shall reimburse 
the company for the cost of installing or increasing capacity of 
and removing, service connections, transformers or other equip- 
ment required especially by such customers. 

IX. RENEWALS OF STANDARD INCANDESCENT LAMPS. 

1. To entitle customers to free renewals of company's standard car- 
bon filament incandescent lamps or to allowances on the re- 
newals of tungsten or other special lamps, the first installation 
of such lamps or any increase thereof, shall be purchased from 
the company by the customer at the company's published prices. 

X. RENTAL OF METERS. 

(A) In case the consumer desires integrating wattmeters installed 
to measure the consumption of electrical energy by various 
floors, departments or tenants, company will install such meters 
upon yearly contracts and charge therefor the following: 

Annual rental 
Additional charge 

meters payable in 12 

installed equal 

at same monthly 

time installments 

Size and type as first or otherwise 

of One meter, as agreed 

meter. meter. each. upon. 

Single Phase and 
Direct Current: 

10 amp. & smaller $1.00 $0.50 $3.00 

15 amp. to 75 amp 1 . 50 .75 6 . 00 

100 amp. to 300 amp :.. 3.00 1.00 12.00 

3 Phase Meters: 

5 amp. to 25 amp.. $1.50 $0.75 - $ 6.00 

50 amp. to 150 amp 3.00 1.00 12.00 

The company will not obligate itself to supply the readings of the 

individual meters, nor assume any responsibility for their 

accuracy. 

(B) Should customers desire any rented meters tested and report 

thereon made, the company will make such test and report 

and charge therefore the following: 

Charge for Testing and Report 

Additional 

meters 
tested at 
same time 
Size of One as first 

meter. meter. meter, each 

5 amp. to 25 amp $2.00 $1.00 

iO amp. to 150 amp 2,50 1.50 
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XI. BASIS UPON WHICH APPLIANCES, FIXTURES AND EQUI 

MENT WILL BE SOLD OR RENTED. 

1. The company will not sell electric service customers appliance 

fixtures and equipment at prices less than cost to it, plus 6^ 

2. Company will lease appliances, fixtures and equipment to electrj 

service customers at rental charges based upon not less tha 
15% per annum of the cost or present value of such appl 
ances, fixtures or equipment. The cost, where kno'wn, shall ij 
every case be used as a basis for determining the rental charge 
Where the cost is not known, the market price, as determines 
by "bona fide" quotation, shall be used as the basis for com 
puting such rentals. 

3. Appliances, fixtures or equipment rented or leased from the Com- 

pany shall be maintained and repaired by the customer. 

XII. RATE SCHEDULE FOR WATER POWER SERVICE. 

(A) To customers signing the company's standard form of contract 
providing for service for three years or more, the charge for 
water power shall be as follows: 

Demand Charge. (Payable in equal monthly installments.) 
$20.00 per year for each kw. of demand for the first 200 kw. 
$15.00 " " " " *• " " " " next 800 " 

$12.00 " " " " " *' *' in excess of 1000 " 

Energy Charge. 

All energy consumed per month $0,004 per kw-hr. 

(B) Prompt Payment Discount. 

On bills paid at the ofiice of company within ten days of date of 
bill, a discount of 5 per cent of the first $25.00 of all bills, 
and 1 per cent of amounts in excess of $25.00 will be given. 

(C) Conditions of Deuveby. 

1. The company will deliver water power in form of three-phase 

alternating current, at a frequency of approximately 25 cycles, 
at a pressure of approximately 13,200 volts, or other trans- 
mission voltage. 

2. Delivery will be made in quantities of not less than 200 kw. 

Customer is required to furnish transformers, switchboard and 
switching apparatus, and lightning protection, of type to be 
approved by the company. 

3. Water power service will only be supplied to customers whose 

load consists of power and miscellaneous lighting. 

4. The minimum annual demand chafge shall be $4,000. 

5. The company limits the quantity of water power to be sold to 

10,600 kw. The company does not guarantee continuity of 
service, and represents only that the service herein provided 
for is "unrefined," and subject to the vicissitudes of water 
power generation, long distance transmission and transforma- 
tion. 

6. The company offers water power service only where delivery 

can now be readily made, and does not obligate itself to extend 
its transmission system to make delivery thereof. 
(D) Measurement of Demand. 
1. The demand of the customer using company's water power serv- 
ice shall be determined as the maximum rate at which etiergy 
is used for any continuous period of 15 consecutive minutes, 
and may be ascertained at the option of the company by count- 
ing revolutions of the wattmeter disc, by printing quarterly 
hourly readings of wattmeter, or by graphiQ recording watt- 
meter. 
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2. The maximum demand charge during any month shall he not 
less tlian that computed on the hasls of 75 per cent of the 
maximum demand during any previous month of the contract 
period. 

XIII. RULES AND PRACTICES CONCERNING CUSTOMERS' 

DEPOSITS. 

1. Customers who have no established credit rating are required 

to fumisli a financially responsible guarantor, or make a cash 
deposit equal In amount to two months' estimated bills. Mini- 
mum deposits in all cases to be $5.00. 

2. Customers operating moving picture houses or securing similar 

service for other business may reduce the required deposit by 
entering into an agreement to pay weekly an estimated bill and 
by granting the company the privilege to disconnect service 
upon failure to pay such estimated weekly bill on demand; 
such customers, upon making such agreement, shall deposit 
an amount equal to one-half of their estimated monthly bill. 
I %. Customers who shall have failed to make full payment to the 
company of all previous service bills are required to pay all 
such bills before service will be furnished. 

4. Customers who shall have failed to make full payment to the 

company of all previous service bills are also required to make 
the cash deposit specified in rule "1." 

5. Interest at the rate of 5% per annum will be paid on renewal 

or withdrawal of deposit. 
Meters are oi^ned by utility. 
No charge is made for connecting consumer's premises with existing 

line. 

S03( — 9.6 ampere, d. c, series, carbon arc lamps, burning upon an 

all-night every-night schedule. Rate |65 per lamp per year. 

1290 — 6.6 ampere, a. c, series carbon arc lamps, burning upon an 

all-night every-night schedule. Rate |65 per lamp per year. 

18 — d. c, multiple carbon arc lamps, burning upon an all-night 

every-night schedule. Rate |65 per lamp per year. 
15 — a. c, multiple carbon arc lamps, burning upon an all-night 

every-night schedule. Rate $65 per lamp per year. 
237 — 600 c. p., 6.6 ampere, a. c, series, gas filled tungsten lamps, 
burning upon an all-night every-night schedule. Rate $65 
per lamp per year. 
39 — 300 watt, 120 volt, a. c, multiple, gas filled tungsten lamps, 
burning upon an all-night every-night schedule. Rate $65 
per lamp per year. 

OttNiiMIBNTAL: 

Data incomplete. 

AnLWAUKEE. 

(Population, 373,857.) 

WELLS POWER CO. 

Method of generation, steam. 

*^ily operating period, continuous. 

STANDARD RATE. 

To customers signing the company's standard form of contract pro- 
viding for service for one year or more, the charge for electric 
service shall be computed upon the following basis: 
19— E. R. 
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Demand Charge: 

$36 per year for each kw. of demand of the first 10 k-w. 
$30 " " " " " " " " " next 50 " 

$18 " " " " " " " in excess of 200 " 
Payable in equal monthly installments plus an energy charge as fol 

lows: 
Energy Charge: 

4 c per kw-hr. for first 1,000 kw-hr. consumption during mo. 

3c" " " next 3,000 " 

2c" " " " 6,000 " " 

l%c " " " " 40,000 " 

1.3c" " * all energy in excess of 50,000 kw-hr. consump- 
tion during month. 
The foregoing rate shall apply to all consumers utilizing company's 

electric service for lighting and receiving free renewals of com- 
pany's standard lamps. 
The foregoing rate less % ct per kw-hr. shall apply to all customers 

utilizing company's service and not receiving free renewals ot 

company's standard lamps. 

CLASSIFICATION OF SERVICE. 

Service under the above rate shall be furnished under one of three 
classes : 

(A) Electric Lighting. — This service will include electric energy 

furnished for lamps and other appliances utilized for illumina- 
tion purposes, except as hereinafter specifically exempted; 
motors and appliances other than lighting equipment "where pro- 
vided With a starting apparatus designed to limit the initial or 
starting current to a value not exceeding 2% times the full load 
current, alternating current motors of M, h. p., when wound for 
110 volts, and of ^ h. p. when wound for 220 volts, and direct 
current motors of 1 h. p. rated capacity the aggregate rated 
capacity of such appliances not to exceed 2 kw. will be included 
in this class when used in connection with lighting equipment 
and when the connected load of such motors and appliances does 
not exceed the aggregate rated capacity of lighting equipment. 

(B) Power. — This service will include electric energy utilized for 

motive and heating purposes, and miscellaneous lighting service, 
where the demand arising from such miscellaneous lighting serv- 
ice shall not be in excess of 20% of the total simultaneous de- 
mand for lighting and power service. Stereopticons, moving pic- 
ture machines, photographers' arc lamps and rectifiers shall be 
classed as power equipment. 

(C) Combined Lighting and Power Service. — This service will include 

electric energy specified as "Lighting," (A) and electric energy 
specified as "Power," (B) where such combination service is sup- 
plied through the same meter. 

DEMAND. 

The demand is defined as the greatest rate a^ which electrical energy 
is used by the customer within any period of fifteen consecutive 
minutes during the contract year, subject to the method of de- 
termining demand hereinafter specified. 

ASSESSED DEMAND. 

For installations of 2 kw. connected or less, the demand shall be 

assessed as follows: 
For lighting installations of 2 fcw. connected or le^s, 100% of (b« 
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first 300 watts connected plus 66%% of the connected load in ad- 
dition to the first 300 watts shall be deemed the demand. 

For i)ower installations of 2 kw. or less 75% of the total connected 
load, as indicated by the manufacturers rating, shall be deemed 
the demand. 

Where the demand' is assessed all sockets not containing lamps shall 
either be removed or sealed by the company. 

Lighting consumers having installations of 2 kw. or less shall pur- 
chase service providing for free lamps renewals. 

MEASURED DEMAND. 

For installations of over 2 kw., the demand shall be measured by 
permanently installed demand meters or by monthly readings 
taken during the normal peak demand of the service. Such read- 
ings may be ascertained at the option of the company by counting 
revolutions of the watt meter disc, or by printing quarterly 
hourly readings of the watt-meter, or by a graphic recording 
watt-meter or by the so-caller Wright demand meter. 

The maximum demand upon which the monthly charge for power 
service, (see B) is based shall not be less than 75 per cent of the 
highest demand ascertained during the period of twelve months 
ended with the current month. 

AVhere the demands are ascertained by the use of indication, rather 
than recording instruments, the demand shall be measured at 
least once in each three months and the time of measuring the 
demand shall be the hour of the consumer's maximum load. 

The demand, as measured, shall be clearly indicated upon the monthly 
hill and all memoranda relating to the original reading be filed 
and become a part of the consumer's record. 

TEMPORARILY ASSESSED DEMAND WHERE ACTUAL DEMAND 
CANNOT BE DETERMINED AT TIME OF COMMENCE- 
MENT OF SERVICE. 

"Where the customer is connected for service during a month during 
which the maximum measured demand shall be less than the 
probable demand obtaining during November, December, Janu- 
ary or February, the demand will be assessed in accordance 
with the following rules, and such assessed demand will be cor- 
rected as soon as the actual demand for the year has been 
measured and the difference in the demand rate billed upon 
the assessed or estimated demand and the demand rate based 
upon the actual or measured demand shall be credited to the 
consumer or paid by the consumer as the case may be. 
(1) In Class **X* customers (Lighting Service) the assessed demand 
shall be determined as follows: 
100 per cent of the first 300 watts connected; 66% per cent of the 
next 1700 watts connected; and 55 per cent for all in excess 
of the first 2000 watts. 
Class 1 customers shall include all lighting customers except those 

designated as Class 2. 
(2) In Class "2" customers (Lighting Service) the assessed demand 
shall be determined as follows: 
100 per cent of the first 300 watts connected; 66% per cent of the 
next 1700 watts connected; 40 per cent for all in excess of 
the first 2000 watts. 
Claas 2 customers shall consist of federal and county buildings, 
churches and missions, hotels and clubs, factories (including 
small industrial establishments such as machine shops, car- 
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penter shops, blacksmith shops, tin shops and cigar factories 
closing not later than 6 p. m.), private and parochial schools, 
grain and tobacco elevators and warehouses, freight and stor- 
age warehouses, stables and garages, both private, boarding 
and livery, and furniture stores occupying two or more floors 
above street level. 
(3) In Class "3" (Power Service) the assessed demand shall be de- 
termined as a percentage of the total connected load as indi- 
cated by the manufacturers rating: 

Where installations are under 10 h. p., 75%. 

Where installations are over 10 h. p. and less than 50 h. p., 65%. 

Where installations are over 50 h. p., 55%. 

MAXIMUM RATE OF CHARGE FOR LIGHTING. 

The maximum rate of charge for "Electric Lighting Service," (See 
A) under any one month shall not exceed: 
First 200 kw-hr. during month 10 cts. per kw-hr. 
Next 200 " " " 8 " " 

Next 200 " " " 6 " " 

All over 600 kw-hr. during month 4 cts per kw-hr. 

The foregoing rate shall include lamp renewals; where consumer 
purchases electric current without free renewals of incandes- 
cent lamps, the foregoing rate shall be reduced % ct. 

A minimum monthly bill shall be charged of $1.00 to cover such 
expenses occasioned by the individual consumer as billing, in- 
specting and maintaining meter, etc. In addition to such a 
minimum bill, a charge of 25 cts. per month shall be made for 
each glower of each nernst lamp installed, and $1.50 for each 
arc lamp installed. i 

OPTIONAL RATE FOR POWER." 

• 

Service specified as "Power" (see B) may be contracted for, at the 

option of the consumer, at the following rates: 

First 200 kw-hr. during month 6 cts. per kw-hr. 

Next 200 " " " 5 " 

Next 200 " " *' 4 " 

All energy in excess of 600 kw-hr. during month 3 cts. per kw-hr. 
A minimum bill shall be charged under the above rate of $1.50 for 

an installation of 2 h. p. or less, nominal rated capacity, plus 

75 cts. for each additional h. p. or fraction thereof (or $1 per 

kw.) nominal rated capacity. 

SPECIAL SERVICE. 

Limited or Off-peak Service. — The foregoing rates for "Lighting" 
service (see A) "Power" service (see B) and "Combined Light- 
ing and Power Service" (see C), less one-half the demand 
charge, shall apply to customers contracting to utilize and 
utilizing the service at times during the calendar day other 
than during the hours of the month, specified as follows: 

Hours during which serv- 
Month ice shall not be used. 

October 5:30 p. m. to 7 p. m. 

November 5:00 p. m. to 7 p. m. 

December 4:30 p. m. to 7 p. m. 

January 4:40 p. m. to 7 p. m, 

February 5:20 p. m. to 7 p. m. 

March 6:00 p. m. to 7 p. m. 

Customers shall install and maintain in operating condition an 
automatic time switch of the type approved by the company. 
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In case customer desires to use service during the specified "off-peak" 
hours and upon giving the company one hour's notice of such 
intent, he shall be permitted to use service on any day of the 
week except Saturday and Sunday, and for each day power is 
so used, customer shall pay: 
For eacli kw. of demand of the first 10 kw. $0.15 
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The demand so paid for shall be that as measured if it exceeds the 
"off-peak" demand contracted for or otherwise paid for during 
the current month. 
Ten-Seven Service.— -The foregoing rates for "Power" served (see B) 
less three-fourths of the demand charge shall apply to all cus- 
tomers contracting to utilize and utilizing the company's serv- 
ice only during the hours 10:00 p. m. to the following 7:00 a. m. 
Customer shall install and maintain in operating condition an 
automatic time switch of the type approved by the company. 
BREAK-Do^^r? Service. — ^The foregoing rates for "Lighting and Power" 
service (see C) under both unlimited and limited or off-peak 
i service shall be furnished for break-down or emergency service 

■ connections. Since for such service the actual demand is un- 

knoMrn, customers shall contract for any demand and shall be 
limited to the demand as contracted for by an automatic circuit 
breaker, installed and maintained by the customer and approved 
' and controlled by the company. It shall be set to open when the 

' demand exceeds 125 per cent of the kw. ampere demand con- 

tracted for. 
Short Term Rate. — To customers desiring and obtaining "Lighting" 
service (see A) for a period of less than one year, the maximum 
rate of charge for lighting service shall apply. 

B18C50UNT FOR PROMT PAYMENT AND LONG TERM CONTRACT. — UpOn both 

the demand rate and limiting schedules a discount will be al- 
lowed for prompt payment, aggregating 5% of the first $25.00 
and 1% of the additional amount in excess of $25.00. 
Contracts for three years or more will carry in addition a discount 
of 2% from current monthly bills during the second year, plus 
2% on bills paid during the first year; 5% from current monthly 
bills during the third year, plus 3% paid during the first and 
second years; 5% from all bills during the fourth and each suc- 
ceeding year. 

CONNECTIONS— FIXTURES. 

Company shall connect its service lines with the premises of the 
customer. It may sell the customer appliances, fixtures and 
equipment at not less than the cost price thereof, including in- 
terest on the same at 6%. It m.ay also lease such appliances, 
fixtures and equipment to the customer at rentals that do not 
amount to less than the sum of the ordinary repairs if borne by 
the company and of the depreciation and interest charges thereon. 
The depreciation charges in this case shall be based on the life 
of the property as ordinarily estimated. The interest charges 
in this case shall be based on interest at the rate of 6% on the 
cost price of such property. The company may install and 
remove such property and charge therefor the price not less than 
cost that is fixed for such service. Statements showing such 
costs or sale prices and rentals shall be filed with the commis- 
sion. 
To entitle customers to free renewals of company's standard carbon 
filament lamps, or to allowances on the renewals of tungsten or 
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other special lamps, the first installation of such lamps, or any 
increases thereof, shall be purchased from the company by the 
customer at the company's published prices. 
The ownership of meters and all appliances used in tlie measure- 
ment of demand and energy, except as hereinbefore specifically 
exempted, shall remain with the company. Additional meters 
or appliances desired to measure for the convenience of the cus- 
tomers a portion of the demand or energy utilized shall be rented 
by the customer. 

RATE SCHEDULE FOR FLAT RATE DISPLAY LIGHTING. 

Company will sell service for flat rate display lighting controlled 
by company on yearly contracts on the following basis of monthly 
payments. 

Dusk to Dusk to 

11 p. m. 12 p. m. 

1850 hrs. 2200 hrs. 

200 Watts or less $1.93 $2.17 

300 Watts 2.90 3.25 

400 " 3.87 4.33 

500' " 4.83 5.42 

600 " 5.80 6.50 

700 " 6.77 7.58 

800 " 7.73 8.67 

900 " 8.70 9.75 

1.0 Kilowatt 9.67 10.83 

1.5 " 14.50 16.25 

2.0 " 19.33 21.66 

2.5 " • 24.17 27.08 

3.0 " 29.00 32.50 

3.5 " 33.83 37.92 

4.0 " 38.67 43.33 

4.5 " 43.50 48.75 

5.0 " 48.33 54.17 

6.0 " 58.00 64.00 

7.0 " 66.87 73.00 

8.0 •' 75.00 82.00 

9.0 " 83.12 91.00 

10.0 " 91.25 100.00 

1. The foregoing flat rates include renewals of carbon filament lamps 

only, and include no other maintenance. 

2. The company will contract for flat rate display lighting burning 

during hours other than those specified above, but not less than 
1,100 hours per year and the monthly bill therefor shall be 
computed as 1/12 of the annual bill, determined by the applica- 
tion of the Standard Rate. 

3. (a) Company \^fill supply and install on yearly contracts renewals 

of Mazda sign lamps for flat monthly charge of 4 cts, per lamp 
installed. The foregoing applies to flat rate display lighting, or 
to the equivalent display lighting supplied on a meter basis, pro- 
viding service is used not to exceed 2,250 hours per year. For 
such service as is used in excess of 2,250 hours per year, the re- 
newals will be furnished at a proportionately increased monthly 
charge per lamp. The customer shall purchase from the com- 
pany the first installation of such lamps and all increases thereof, 
at the company's regular prices, 
(b) In case consumer wishes to supply Mazda sign lamps in h>" 
of the carbon lamps, the renewals of which are furnished without 
charge by the company, consumer may do so and receive a re- 
duction in the rate for service of $0.75 and |0.90 per month per 
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kw. of capacity of Mazda lamps for 11 o'clock and 12 o'clock 
burning respectively, 
(c) Company will supply plain Mazda 5 watt 12 to 13 volt sign 
lamps and supply renewals thereof at a charge equivalent to 
$10.00 per month per kw. of rated consumption of lamps in- 
stalled. This charge is to be added to the contract rates after 
deducting the allowance for carbon lamps. 
Plain Mazda 2% watt, 12 to 13 volt sign lamps, will be similarly 
supplied at a charge equivalent to |18.00 per month per kw. 
of rated consumption of lamps installed. 
Plain Mazda 10 watt, 120 to 125 volt sign lamps, will be supplied 
and renewed at a charge equivalent to $6.00 per month per 
kw. of rated consumption of lamps installed. This charge is 
to be added to contract rates after deducting the allowance for 
carbon lamps. 

4. Where flashers are installed on signs, the demand and use of the 

lamps on circuits controlled by the flasher shall be taken at 
75 per cent of the rated consumption of such lamps. 

5. (a) The company will contract to inspect, clean and paint signs 

once a year, put all renewals in place and maintain flasher, if 
any, for 1 ct. per month for each 10 watt carbon or 5 watt Mazda 
lamp contained in sign, 
ib) On contracts providing for the renewals of Mazda sign lamps 
in accordance with paragraph 3 (a) hereof, company will con- 
tract to inspect, clean and paint signs once a year, and main- 
tain flasher, if any, for ^ ct. per month for each 5 watt Mazda 
lamp, and 1 ct. per month for each 2^ watt Mazda lamp con- 
tained in sign. 

BILLING. 

It is the intent of the present schedule that service designated as 
Lighting (see A), Power (see B), and Combined Lighting and 
Power (see C), electric energy furnished by direct current and 
alternating current, and service of any description furnished to 
two or more premises and separately metered or separately billed, 
company shall cease any present practice of cumulatively billing 
separate services, separate kinds of electrical energy, and sep- 
arately metered premises where billed to a single consumer'. 

RECONNECTION OF SERVICE. 

For the reconnection of meters for the same consumer upon the same 
premises a charge of $1.50 is deemed reasonable. 

INCANDESCENT LAMP SALES AND RENEWALS. 

1. Retubn of Lamps for Credit or Renewal During Period of Con- 
tract OF Service. 
(1) Customers purchasing electric service at rates providing for 
free renewals of company's standard lamps or renewals allow- 
ances of special lamps may, by purchasing the first installa- 
tion of lamps at company's regular prices,- obtain renewals of 
lamps in accordance with the schedule of prices published by 
the company. 



MUrWAtJKBE.] 



—296— 



[WIS. r: r. comm. 



BASIS UPON WHICH APPLIANCES, FIXTURES AND EJQUIPMENT ' 

WILL BE SOLD OR RENTED. , 

I 

The company will not sell electric service customers appliances, fix- 1 
tures and equipment at prices less than cost to It plus 6 per cent ] 

Company will lease appliances, fixtures and equipment to electric sery- - 
ice customers at rental charges based upon not less than 15% 
per annum of the cost or present value of such appliances, fix- 
tures or equipment. The cost, where known, shall in every case 
be used as a basis for determining the rental charges. Where 
the cost is not known, the market price, as determined by "bona 
fide" quotation, shall be used as the basis for computing such 
rentals. 

Appliances, fixtures or equipment rented or leased from the company 
shall be maintained and repaired by the customer. 



RENTAL OF METERS. 

(a) In case the consumer desires integrating watt meters installed to 
measure the consumpton of electrical energy by various 'floors, 
departments or tenants, company will install such meters upon 
yearly contracts and charge therefor the following: 



I 



I 



Charge for 


' Installation 




Size and type of meter 


One 
meter 


Additional 

nH?ters 

installed at 

same time as 

first meter, 

each 


AnnaalM 
charge m 

monthly m 

mentn 

otherwii 

agreed if 

\ 


Single Pliast and Direct Current 
10 amoere and smaller 


$1.00 
1.50 
3.00 

1.50 
3.00 


$0.50 

0.75 1 
1.00 

0.75 
1.00 


J 


15 ampere to 75 amp 


^•9 


lOl ampere lo 300 amp 


12J 


3 Phase Meters 
5 amprtre to 25 amp 


12. « 


50 ampere to 150 amp 







The company will not obligate itself to supply the readings of the 

individual meters, nor assume any responsibility for their 

accuracy. 

(b) Should customers desire any rented meters tested and report 

thereon made, the company will make such test and report and 

charge therefor the following: 

Charge for Tesiing and Report. 



Size of metor 



One meter 



n 2') a.m»»... 
40-150 amp. 



$2.00 
:!.50 



Additional 

meters twstM 

at .«am« time is 

first meter. 

each 



$1.00 
1.50 



J 
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Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines, 

ft 

^ None. 

I 

MILWAUKEE. 

( WISCONSIN RIVER POWER COMPANY. 

\ (Principal office located at Milwaukee) 

letiiod of generation, hydraulic, 
pily operating period, continuous. 

Dommercial Povrer. 

! Power is furnished under contract at the following rate to The Mil- 
waukee Electric Railway & Light Company: $153,300 per 
year for 84,000 kw-hr. delivered and taken each and every day 
of the year. Surplus service may also be furnished at a rate ot 
2 mills per kw-hr. 
Power is delivered and measured at Watertown, Wis., at 66,000 volts 
' in the sub-station of the Milwaukee Electric Railway & Light 
* company. 
Power is furnished the villages of Prairie du Sac, Sauk City, Mazo- 
manie. Black Earth, the Mounty Horeb Heat, Light & Power Com- 
pany, and Cross Plains Electric Co., at a flat rate of 2.2 cts. per 
kw-hr., with a discount of 0.2 cts. for prompt payment. Cur- 
rent is delivered and measured at our power house near Prairie 
du Sac. 
Power is furnished the Madison Gas and Electric Company at the 
following rates: 
(1) An energy charge of four-tenths of a cent per kw-hr. 
U) A demand charge of $7.50 per year per kw. of maximum de- 
mand up to and inclusive of a demand of 7500 kw. 
Power is furnished to the Villages of Dane, Lodi, and Waunakee at 
I the following rates: 

Maximum demand charge : 

$42 per year for each kw. of demand for the first 10 kw. 
$30 " " " '* " " " " " next 50 " 

S24 ** ** ** ' '* ** '* " ** ** ** 140 *' 

$18 " " " " " •' " " all in excess of 200 kw. 

Monthly energy charge: 

3% cts. per kw-hr. for the first 1,000 kw-hr. 
2% " " " " " next 3,000 

1% " " " " *'. " 6,000 
1 " " " " *• " 40,000 
Discount. 
On all bills paid within 10 days of date of bill, a discount of 5% 
on the first $25.00 and 1% on amounts in excess of $25.00 will 
be.glven. 
Special rate to farmers living outside the village of Prairie du Sac 
and within a mile from the transmission line built between 
Prairie du Sac and Madison. Rate not to conflict with com- 
nany's contract with Madison Gas and Electric Company. 
?2.75 per month for a demand of 500 watts or less of electric 
energy, at 2300 volts, and 55 cts. for each additional 100 watts 
of demand, with a discount of 5 cts. per 100 watts of demand 
if paid within 10 days from date of bill. 
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MILWAUKEE, TOWN OF 

(Milwaukee County.) 

MILWAUKEE LIGHT, HEAT & TRAOTIOX CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part I and Part: 
III.) 

MINERAL POINT. 

(Population, 2,925.) 
MINERAL POINT PUBLIC SERVICE CO. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $1.00. 

1? cts. per kw-hr. for the first 50 kw-hr. used per month. 
.10 " " " " " next 50 " " " 

IT U U *t (( <f « rA « « <l «< 
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4 " " all in excess of 200 kw-hr. 
Subject to a discount of 1 cent per kw-hr. if paid within 10 days of 
date of bill. 

Commercial Power. 

Minimum charge per month 50 cts. per h. p. of motors installed. 

Rates per 
Quantities kw-hr. Equivalent 

Up to 100 kw-hr. inclusive |0.08 

For excess over 100 and up to 300 kw-hr 05 

For 300 kw-hr ?0.06 

For excess over 300 kw-hr. and up to 1000 kw. .04 

For 1000 kw-hr .046 

For excess over 1000 kw. and up to 5000 kw. . .035 

For 5000 kw-hr .0372 

For excess over 5000 kw. and up to 15000 kw.. .03 

For 15000 kw-hr .0324 

For excess over 15000 kw. and up to 30000 kw. .025 

For 30000 kw-hr '. .0287 

For excess over 30000 kw. and up to 50000 kw. .0238 

For 50000 kw-hr .02574 

For excess over 50000 kw. and up to 80000 kw. .0225 

For 80000 kw-hr .02515 

For excess over 80000 kw 02 

Rates FOB Electric Cooking and Heating. 
Minimum charge per month $1.00. 

6 cts. per kw-hr. for the first 50 kw-hr. per month. 
5 " " " " " next 50 " " " 

4 " " all above 100 kw-hr. per month. 
Subject to discount of 1 ct'. per kw-hr. if paid within 10 days of date 

of bill. 
The company reserves the right to discontinue the service without 
further notice if bills are not paid before the 20th of the month 
succeeding the use of electricity. 
Meters are owned by. utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Genebal: 

2 — 400 c. p., 6.6 ampere, a. c, series, gas filled tungsten lamps, 
burning on a dusk to midnight moonlight schedule. Rate 
$75.00 per lamp per year. 
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155 — 40 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burning upon a dusk to midnight moonlight schedule. Rate 
|15 per lamp per year. 
Ornamental: 

36 posts, 5 posts to block, staggered; 3 — 40 c. p., 6.6 ampere, a. c, 
series gas filled tungsten lamps on each post; lamps bum 
from dusk to midnight every night. Rate |30 per post per 
year. System paid for by city with exception that first 
$500 was paid by merchants. Cost of current paid by city; 
system maintained by company. 

MINNESOTA JUNCTION. 

(Population, 204.) 
HORICON LIGHT & POWER CO. 

(For commercial rate schedule see Horicon.) 

Street liigbting. 
General : 
4—100 watt, 110 volt a. c. multiple tungsten lamps burning every 
night until midnight. Rate $20 per lamp per year. 
Ornamental: 






None. 



MINOCQUA. 

(Population, 925.) 
MUNICIPAL PLANT. 



Method of generation - 
Daily operating period 



Csmmercial Lighting. 

Minimum charge per month, $0.50. 

Current 12 cts. per kw-hr. subject to the following discounts: 

Bills of less than $5.00 no discount. 

$ 5.00 and less than $10.00—10 % discount. 

$15.00 *' " " $30.00—25 % discount. 

$30.00 " over 33%% discount. 

Street Lighting. 
No data. 

MISHICOT. 

(Population, 700.) 

MISHICOT ELECTRIC LIGHT & POWER PLANT. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum monthly bill, 75 cts. 

Current, 15 cts. per kw-hr. with following discounts if bill is paid 
before the 10th of the following month : 

Up to $5.00 10 per cent. 

$5.00 " 7.50 15 

7.50 " 10.00 20 

10.00 " 12.50 25 

12.50 ahd over .33Mi 

Motors are furnished and installed by company. 

No charge is made for connecting consumer's premises with lines. 



a 

I 
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Street Liighting. 

Genebal : 
1—100 watt, 110 volt d. c. multiple tungsten lamp burning every 

night *until midnight. Rate $25 per year. 
8 — 60 watt, 110 volt d. c. multiple tungsten lamps burning every 
night until midnight. Rate |9 per lamp per year. 
Obnameni*al: 
None. 

MONDOVI. 

(Population, 1,325.) 
WISCONSIN-MINNESOTA LIGHT & POWER CO. ' 

■ 

Method of generation, hydraulic and steam. 
Daily operating period, continuous. 

* Commercial Lighting 

Minimum charge per month $0.75. • . j 

First 10 kw-hr. per month 15 cts. per kw-hr. ! 

Next 20 " " " 12 " " 
All over 30 kw-hr. per month 8 cts. kw-hr. 

A discount of 10% is allowed on all bills paid on or before the 
10th of the month following that for which service was ren- 
dered. I 
If bill it not paid by the 15th of the month service will be discon- i 
tinued. A charge of $0.50 will be made for reconnection. ! 

Commercial Power. 

Unlimited service: j 

Same as lighting but with no minimum charge. i 

Power used at other than lighting hours: j 

Minimum charge per month $1.00 per connected h. p. ' 

Current 4 cts. per kw-hr. 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 

Street Ligliting. 

General: 

61 — 100 c. p., 4 ampere, series, a. c, gas filled tungsten lamps, burn- 
ing upon an every-night midnght schedule. 
16 — 100 c. p., 4 ampere, series, a. c. gas filled tungsten lamps, burn- 

upon an all-night every-night schedule*. 
Rate for above street lighting $1,675.56 per year. 
Ornamental: 
None. 

MONROE. 

(Population, 4,410.) 

MONROE ELECTRIC COMPANY. ^ • 

Method of generation, steam. 
Daily operating period, continual. 

I. Commercial Ligliting. 

(a) Meter Rate: 
Primary: 12 cts net per kw-hr. for the first 30 kw-hr. per month 

per active kw. of connected load. 
Secondary : 9 cts. net per kw-hr. for the next 60 kw-hr. per month 

for active kilowatt of connected load. 
Excess: 4 cts. net per kw-hr. for all use in excess of 90 kw-hr. per 

month per kilowatt of connected load. 



* Bevlslon of commercial lighting rates pending before the Oommisslon. 
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The following percentages of connected lighting loads shall be 
deemed active: 

For Class A, which shall include residences, dwellings, flats, pri- 
vate rooming houses, hotels, hospitals and clubs in which 
meals and rooms are furnished, 60 per cent of the first 500 
watts connected and 33% per cent of all in excess of 500 watts 
connected shall be deemed active. 

For Class B, which shall include banks, offices, stores, shops, sa- 
loons, billiard and pool halls, depots, theaters, club and lodge 
rooms, moving picture theaters, and establishments of a simi- 
lar nature, 70 per cent of the first 2.5 kilowatts connected and 
55 per cent of all in excess of 2.5 kilowatts connected shall be 
deemed active. 

For CUiss C, which shall include public buildings, schools, churches, 
factories, warehouses, stables, garages, and establishments of a 
similar nature, 55 per cent Qf the total connected load shall be 
deemed active. 

The minimum bill for this schedule shall be |1.00 per month. 

(b) Flat Rate: 

50 cts. net, per month per 16 c. p. lamp. 

This rate is to apply to hall, toilet and other similar lights, where 
the consumer has no lighting meter installed. The company 
shall have the option of installing a meter where there are two 
or more lamps in one building and must do so if there are four 
lamps or more. 

(c) Rental of Clusters: 

A monthly charge of 25 cts. in addition to the regular charge 
for current, shall be made for the use and maintenance of 
four-light clusters installed complete at the expense of the 
company. The company is to furnish free tungsten lamp re- 
newals of any size desired for the first five years after the In- 
stallation of the cluster, at the end of which period the cluster, 
complete and installed, shall become the property of the con- 
sumer and the monthly rental charge shall cease. 
<d) Off-Peak Lighting Rate: 

This rate shall apply to lighting consumers not using current 
from 4:30 p. m. to 10 p. m. during the months of November, 
December, January, February and March, and from 6:00 p. m. 
to 10 p. m. during the months of April, May, June, July, 
August, September and October. 

Time-limiting devices shall be installed at the consumer's expense, 
such instruments to be set for the periods above specified and 
controlled by the company. 

The rate for such off-peak service shall be: 

8 cts. net per kw-hr. for the first 30 kw-hr. used per month per 

active kw. of connected load. 
6 cts. net per kw-hr. for the next 60 kw-hr. used per month per 

active kw. of connected load. 
4 cts. net per kw-hr. for all use in excess of 90 kw-hr. per month 
per kw. of connected load. 

n. Oonunercial Power. 

Regular Schedule. 

(a) Limited Use: 
This rate shall apply to consumers not using current from 4:30 
p. m to 10:30 p. m. during the months of November, Decem- 
ber, January, February and March, and from 6r00 p. m. to 
10:00 p. m. during the months of April, May, June, July, 
August, September and October. 

Service charge: $0.70 net per month per active horse power connected. 
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Energy charge: 

Primary: 3.0 cts. per kw-hr. for the first 70 kw-hr. per montli per 

active horse power connected. 
Excess: 2.0 cts. per kw-hr. for all current in excess of 70 kw-hr. 

per month per active horse power connected. 
The sum of the service and energy charges shall not exceed 10 cts. 
per kw-hr. if the total bill exceeds the minimum monthly 
charge. The minimum monthly charge for this scliedule shall 
be 50 cts. per horse power connected. 
The minimum charge shall be based on the rated capacity of 
equipment used under this schedule and 746 watts sliall be 
considered the equivalent of one h. p. when the equivalent is 
rated in watts or kilowatts. 
The active load shall be determined as follows: 
Power, 90 per cent of the first 10 h.* p. shall be deemed active. 
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50 " " all over 60 " 

Except, however, if capacity of the motor exceeds the possible 
load, total possible load shall be deemed h. p. connected, 
(b) Unlimited Use: 
The foregoing power schedule plus 10 cts. per active horse power 
in the service charge shall apply to use of current for power 
not limited as to time. 

in. Cooking. 

Primary: 7.5 cts. net, per kw-hr. for the first 15 kw-hr. per month 

per kw. of active load. 
Secondary: 5.0 cts. net, per kw-hr. for the next 30 kw-hr. per month 

per kw. of active load. 
Excess: 3.0 cts. net, per kw-hr. for all use in excess of 45 kw-hr. 

per month per kw. of active load. 
Twenty per cent of the rated capacity of cooking equipment shall 

be deemed active. 
If not more than 20 per cent of the connected load is power, 

the whole shall be deemed heating. 
The minimum bill for this schedule shall be $1.00 per month. 

IV. Incidental Appliances. 

Incidental appliances not exceeding 600 watts for any one ap- 
pliance, such as electric fans, flatirons, private washing ma- 
chines, toasters, ranges of under 1.5 kw. and other similar 
household conveniences, shall be placed on the lighting rate 
but omitted from the calculation of connected load. That 
portion of the rated load in excess of 600 watts for any one 
appliance shall be added to the connected load in computing 
the active load. It is further provided that any consumer 
having a connected load of over 2 kw. consisting of the above 
appliances including motors, may at his option have a power 
meter installed and pay for the current consumed by such 
load at the power rate. 

A charge of |1.00 is made for reconnecting the same consumer on 
the same premises. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Street Iiighting. 

Genebal: 
82 — 4 ampere, a. c, series, magnetite, carbon arc lamps, burning 
upon an all-night moonlight schedule. Rate |65 per lamp per 
year. 
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7 — 40 c. p., 4 ampere, a. c. series tungsten lamps, burning upon 
an all-niglit moonlight schedule. Rate |18 per lamp per year. 
8 — 40 watt, 110 volt, a. c, multiple tungsten lamps, burning upon 
an all-night every-night schedule. Rate |24 per lamp per 
year. 
Ornamental: 
None. 

MONTELLO. 

(Population, 1,104.) 
HOXTELiLiO & HARRISVELIiE EliECTIUO MGHT & POWER CO. 

Method of generation, hydraulic. 

Daily operating period, 5 a. m. to midnight. 

Commercial lAglxting, 

Minimum monthly charge $1.00. 

10 cts. per kw-hr. for first 50 kw-hr. 

8 " " " " next 25 " 

6 " " " " over 75 
Marquette County (contract). 

1 — 200 watt gas filled tungsten lamp.... $60.00 per annum. 

3--16 c. p 14.40 

14—16 c. p 25.50 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 

Street Idglitiiig. 

General: 
14—200 watt, 1—400 watt and 33—100 watt, 110 volt a. c. multiple' 
gas filled tungsten lamps burning every night until midnight. 
Plat charge of $1,800 per year. 
Ornamental: 
None. 

MONTFORT. 

(Population, 558.) 
MINERAL POINT PUBLIC SERVICE CO. 

(See Mineral Point for rate schedule.) 

Street Lighting. 
General: 

1 — 400 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burning upon a dusk to midnight moonlight schedule. Rate 
$75 per lamp per year. 
S4 — 40 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burning upon a dusk to midnight moonlight schedule. Rat^ 
$18 per lamp per year. 
Ornamental: 
None. 

MONTICELLO. 

(Population, 671.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

l>aily operating period, dusk to 11 p. m. 



Commercial Lightiii£r- 

Minimum charge per month $0.50. 
Service charge 10 cts. per month. 
Current 10 cts. per kw-hr. 
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Meters are owned by utility. 

No charge is made for connecting consumer's premises with linea 

Street Lighting. 

General: 

25 — 6.6 ampere a. c. series carbon arc lamps burning on a moi 
light dusk to 11 p. m. schedule. Flat charge of $1,000 p 
year. 
Ornamental: 
None. 

MOSINEE. 

(Population, 482.) 
WISCJONSIN VALLEY ETiECTRIO CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

For all lighting service furnished residences and buSin^Ases (hereii 
after specifically referred to as classes A, B and C> Includin 
such incidental use of appliances for heating and power us«i 
on lighting circuits and passing through the same meter, aw 
measured by a meter or meters owned and installed by the com 
pany, a charge of: 

Primary rate: 12 cts. net, or 13 cts. gross, per kw-hr. for current 
used equivalent to or less than the first 30 kw-hr. *f>er month 
per kw. of active connected load. i 

Secondary rate: 10 cts. net or 11 cts. gross per kw-hr. for currei^ 
used equivalent to or less than the next 60 kw-hr. per montlj 
per kw. of active connected load. I 

Excess rate: 7 cts. net or 8 cts. gross per kw-hr. for current Used il 
excess of the above 90 kw-hr. per month of active conniefcted loait 

Active connected load shall in each case be a fixed percentage of th^ 
total connected load of the lamps installed on the consumer'ai 
premises, excluding appliances. 

Class A includes residences, flats and private rooming houses. Where 
the total connected load is equal to or less than 500 watts 
nominal rated capacity, 60 per cent of such total connected 
load shall be deemed active; where the installation exceeds 500 
watts nominal rated Capacity, 33% per cent of the excess of the 
total connected load over and above 500 watts shall be deemed i 
active. 

Class B includes stores, saloons, offices, banks, halls, theaters and , 
all others not herein otherwise specifically provided for. In ' 
this class 70 per cent of the first 2.5 kw. and 55 per cent of all 
additional connected load shall be deemed active. 

Class C includes, churches industrial establishments, livery stabler 
garages, barns, club rooms, hotels, schools, libraries, city hall 
and hospitals. In this class 55 per cent of the connected load 
shall be deemed active. 

Minimum Bill. The minimum bill shall be 50 cts. per month. Where 
the utility is unable to read meter after reasonable effort the 
fact will be plainly indicated upon the monthly bill, the niffl'" 
mum charge assessed and differences adjusted with the con- 
sumer when the meter is again read. 

Discount. The utility will bill all consumers at the gross rate, and 
the difference between the gross and net rates above specifie<i» 
or one cent per kw-hr. will constitute a discount for payment 
on or before the-'15th of the month. 
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Reconnection of Meter For the - reconnection of a meter for the 
same consumer upon the same premises a charge of |1 will be 
made. 

Cookibig 2uid lieatiiig rate. 

^ For installations not exceeding 5 kw. maximum demand. 
Minimum bill $2.00 per month. 

First lOO kw-hr. per month 3 cts. per kw-hr. 
All over 100 " " " 2 " 

Ck>]nniercial Power. 

For current used for power purposes and measured by meters owned 

and installed by the company, the rate shall be: 
Service charge: 50 cts. per month for the first horse power or frac- 
tion thereof and 50 cts. for each additional horse power of con- 
nected load, 
k Energy charge: 5 cts. net or 6 cts. gross per kw-hr. for all current 

I consumed. 

[ The maximum rate for power shall, however, not exceed 10 cts. per 

I' kw-hr., nor shall the minimum monthly bill be less than 50 cts. 

for the first horse power or fraction thereof and 50 cts. for each 
t additional horse power of connected load. 

The provisions for discount and reconnection of meters, as stated 
under the schedule for commercial lighting, shall also apply to 
power. 
Special contract with one power customer. 

Municipal Piimping Rate. 

First 200 kw-hr. per month 6 cts. per kw-hr. 

Next 100 " •* " 5 " " 
All over 300 " *' " 4 " " 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

52 — 100 c. p. 6.6 ampere, a. c. series gas filled tungsten lamps 
burning from dusk to 11 p. m. Rate $12 per lamp per year. 
Ornamental: 

None. 

MT. HOBEB. 

(Population, 1,048.) 

MT. HOREB HEAT, LIGHT & POWER CO. 

Method of generation, steam. 

Daily operating, period, continuous. 

Cimmercial Lighting. 

For all lighting service furnished residences and business (herein- 
after specifically referred to as classes A, B and C) including 
such incidental use of appliances for heating and power used 
on lighting circuits and passing through the same meter, and 
measured by a meter or meters owned and installed by the 
company a charge of: 

Primary rate: 14 cts. net or 15 cts. gross per kw-hr. for current 
used equivalent to or less than the first thirty hours' use per 
month of the active connected load. 

Secondary rate: 12 cts. net or 13 cts. gross per kw-hr. for additional 
current used equivalent to or less than the next sixty hours' use 
per month of active connected load. 

20— E. R. 
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Excess rate: 9 cts. net or 10 cts. gross per kw-hr. for all additiona 
current used in excess of the above ninety hours' use per montl 
of active connected load 

Active Connected Load shall in each case be a fixed perceiitag:e oi 
the total connected load of the lamps installed on the con 
sumer's premises, excluding appliances. 

Class A includes residences, flats and private rooming houses. Where 
the total connected load is equal to or less than 50O ^vatts nomi- 
nal rated capacity, 60 per cent of such total connected load shaii 
be deemed active; where the installation exceeds 50O "wiatts nomi- 
nal rated capacity, 33% per cent of such part of tlie total con- 
nected load over and above 500 watts shall be deemed active. 

Class B includes stores, saloons, offices, banks, halls, theaters and 
all others not herein otherwise specifically provided for. In 
this class 70 per cent of the first 2.5 kw. and 55 per cent of all 
additional connected load shall be deemed active. 

Class C includes churches, industrial establishments, livery stables, 
garages, barns, club rooms, hotels, schools, libraries, city hall 
and hospitals. In this class 55 per cent of the connected load 
shall be deemed active. • 

Minimum Bill. The minimum bill shall be $1 per month. Where 
the utility is unable to read meter after reasonable effort the 
fact will be plainly indicated upon the monthly bill, the mini- 
mum charge assessed and differences adjusted with the con- 
sumer when the meter is again read. 

Discount. Utility shall bill all consumers at the gross rate, and the 
difference between the gross and net rates above specified, or 
one cent per kw-hr., shall constitute a discount for payment on 
or before the 10th of the month. 

Reconnection of Meter. For the reconnection of a meter for the 
' same consumer upon the same premises a charge of $1 will be 
made. 

Commercial Power. 

For current used for power purposes, and measured by meters owned 
and installed by the company, the rate shall be: 

Service charge: 75 cts. net per month for the first h. p. or fracticfn 
thereof and 75 cts. for each additional h. p. of connected load. 

Energy charge: 5 cts. net or 6 cts. gross per kw-hr. for the first 50 
hours' use per month of the connected load, and 3 cts. net or 4 
cts. gross for all use of the connected load in excess of 50 hours 
monthly. 

The provisions for discount and reconnection of meters as stated 
under the schedule for commercial lighting shall also apply to 
power. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Btreet Lighting. 

General: 
43 — 100 c. p. 6.6 ampere a. c. series tungsten lamps burning on a 
moonlight, midnight schedule. Rate $18 per lamp per year. 

Ornamental: 
29 posts, 6 posts to block in pairs; 1 — 300 watt, 110 volt a. c. 
tungsten lamp on each post; burning from dusk to 11 P. ''^• 
Current 7 cts. per kw-hr. System installed by abutting prop- 
erty owners and by subscription. Utility bears cost of main- 
tenance. Village pays for current. 
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MUSCODA. 

(Population, 798.) 

MUNICIPAL. PliANT. 

Method of generation, hydraulic. 
Dally operating period, dusk to 1 a. m. 

CnmnieFcial Liighting. 

Minimum monthly bill, 75 cts. ^ 

Current, 8 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street l^ighting. 

Generai.: 

28 — 100 c. p. and 6 — 400 c. p. 6.6 ampere a. c. series gas filled 
: tungsten lamps burning every night from dusk to 1 a. m. 

r Kate $22 per lamp per year. 

' ORNAMiENTAIi! 

None. 

BIT. PLEASANT, TOWN OF 

(Racine County.) 
WISCONSIN GAS & EliECTBIO CO. 

(See rural rate schedule for Town of Geneva.) 

Street lilghting. 
None. 

MT. PLEASANT, TOWN OP 

(Racine County.) 
MIL.WAXJKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see, M. L. H. & T. Co., Milwaukee, Part III.) 

MUEWONAGO. 

(Population, 615.) 

MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For commercial rate schedule see, M. L. H. & T. Co., Milwaukee 
Part I.) 

Street Lighting. 

General: 

53 — 60 c. p., 6.6 ampere a. c. series tungsten lamps burning all 
night every night. Rate $25.80 per lamp per year. 
Ornamental: 

None. 

MUKWONAGO, TOWN OP 

(Waukesha County.) 
MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part III.) 

MUSKEGO, TOWN OP 

(Waukesha County.) 
MILWAUKEE LIGHT, HEAT & TRACTION GO. 

(For rate schedule see, M. L. H. & T. Co., Milwaukee, Part III.) 
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KA8H0TAH. 

(Population, 250.) 

MIIiWAUKEE LIGHT, HEAT & TRACTION CO. 

(For commercial rate schedule see M. L. H. & T. Co., MilwauS 
Part II.) 

Street Lighting. 

None. 

NEGEDAH. 

(Population, 1,054.) 

NECEDAH MILLING AND ELECTRIC CO. 

Method of generation, steam and hydraulic. 

Daily operating period, sundown to sunrise, Saturday to 12 p. m. 

Commercial Lighting. 

Meteb Rates: 
Minimum monthly bill, $1,00. 
Current, 15 cts. per kw-hr. for the first 50 kw-hr. 
10 cts. per kw-hr. for excess. 
Meter rent, 25 cts. per month. 
Plat Rates: 
Residences. 

First 2 lights, 32 c. p. $1.00 each; 16 c. p., 50 cts. each; 8 c. p| 

30 cts. each. 
Next 4 lights, 32 c. p., 70 cts. each; 16 c. p., 35 cts. each; 8 c. p. 

25 cts. each. 

Above 6 lights, 32 c. p., 40 cts. each; 16 c. p., 20 cts. each; 
8 c. p., 25 cts. each. 
Stores and Other Places. 

8 c. p.' incandescent lamps 30 cts. each per month. 

16 c. p. incandescent lamps 50 cts. each per month. 

32 c. p. incandescent lamps $1.00 each per month. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Street lighting. 

General: 

65 — 60 watts, 220 vOlt d. c. series tungsten lamps burning on a 
moonlight midnight schedule. Rate $12 per lamp per year. 
Ornamental: 

None. 

NEENAH. 

(Population, 5,734.) 

WISCONSIN TRACTION, LIGHT, HEAT, & POWER CO. 

Method of generation, hydraulic and steam, plant at Appleton. 
Daily operating period, continuous. 

(See Appleton for commercial rate schedule.) 

Street Lighting. 
General: 
96 — 6.6 ampere a. c. series carbon arc lamps burning all night 
every night. Rate $65 per lamp per year. 
Ornamental: 
None. 
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NEILLSVILLE. 

(Population, 1,957.) 

WISCONSIN-MINNESOTA LIGHT AND POWER CO. 

Itbod of generation, hydraulic and transmission, 
tily operating period, continuous. 

bminercial HiiglitiDg. 

Meter Rates: 
Minimum bill $0.75 for each meter connected. 
First 50 hours* use of active load 124^ cts. per kw-hr. 
Next 50 " " " " "8 " " 

Over 100 " " " " " 4^ " 

The active connected load is determined by classification as fol- 
lows: 
Class A: 

I Where the total connected load is equal to or less than 500 watts 
} nominal rated capacity, 60% of such total connected load shall 

be active. Where the installation exceeds 500 watts nominal 
rated capacity 33%% of the excess is active. 
Class B: 
80% of the total connected load is active except the sign and 
window lighting, 33i/j% of which is active. 
Class C: 

55% of the total connected load is active. 
Discount : 
A discount of % cent per kw-hr. for the first 50 hours* use of the 
demand is given to lighting customers for payment of bills at 
the office of the company within 10 days of their date. 
Flat Rate: 
Where desired, a flat rate of 1% cts. per watt per month will be 
made for such lighting; provided, the customer will install 
an approved time switch to turn lights on at dusk and off 
at 11 o'clock, giving a total annual burning of nineteen hun- 
dred hours. The time switch is to be under the control of the 
lighting company. 

Commercial Power. 

The minimum monthly bill is 75 cts. per h. p., but shall not be 

less than $1.00. ' 

Where motors and lights are connected through the same meter, 
a minimum charge is made for both lights and motors. 
Up to 20 h. p. connected load: 
First 50 hours* use of maximum demand 6 cts. per kw-hr. 
All over 50 hours use of maximum demand 3 cts. per kw-hr. 
20 h. p. and larger: 
Service charge 75 cts. per h. p. per month. 
Energy charge 2 cts. per kw-hr. 

Term "Maximum demand*' means the rated capacity of motors or 
motor in horse power multiplied by 746 watts. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

street Lighting. 
General: 
59—100 c. p.. 7.5 ampere a. c. series gas filled tungsten lamps 

huming all night every night. Rate $24 per lamp per year. 
35^250 c. p., 7.5 ampere a. c. series gas filled tungsten lamps 
burning all night every night. Rate $32 per lamp per year. 
1—400 c. p., 7.5 ampere a, c. series gas filled tungsten lamp burn- 
ing all night every night. Rate $42 per year. 
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Ornamental: 

24 posts, 8 posts to block In pairs; 1 — 2^0 c. p., 7.5 ampere gal 
filled tungsten lamp on each post; half of tlie lamps burs 
until midnight and the remainder all night. Rate $27 pee 
post per year. City pays for service. Cost of maintenance 
borne by utility for first ten years. 

NEEOOSA. 

(Population, 1,570.) 
NEK008A-KDWARDS LIGHT ANB POWER CO. 

Method of generation, hydraulic, steam auxiliary. 
Daily operating period, continual. 

Commercial liighting. 

Minimum charge per month 80 cts. i 

Current, 10 cts. per kw-hr. with 20% discount if bills are paid on or 
before the 15th of the month. 

Commercial Power. j 

Minimum charge per month, 80 cts. * 

Current 3 cts. per kw-hr. with 20% discount if bills are paid on or 
before the 15th of the month. 

Rates tor Electric Heating and Cooking. . 

Minimum charge per month, 80 cts. f 

Current 3 cts. per kw-hr. with 20% discount if bills are paid on or i 
before the 15th of the month. ) 

Meters are owned by the utility. ! 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

?'' -100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
turning from % hour after sunset to 2:00 a. m. and from 5:00 
a. m. to % hour before sunrise. Rate $21.50 per lamp per 
year. 

36 — 200 c. p„ 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burning from % hour after sunset to 2:00 a. m. and from 5:00 
a. m. to % hour before sunrise. Rate $38.50 per lamp per 
year. 

16 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning from % hour after sunset to 2:00 a. m.,'and from 
5:00 a. m. to % hour before sunrise. Rate $48 per lamp per 
year. 
Ornamental: 

None. 

NEOSHO. 

(Population, 304.) 
NEOSHO ELECTRIC CO. 

Method of generation 

Daily operating period 

Cimmercial Lighting. 

Meter Rates: 

Minimum charge per month $1.00. 

Current 15 cts. per kw-hr. 
Flat Rates: 

Dance hall $3.00 per dance. 
Meters are owned by the utility. 
No charge is made tor connecting consumer's premises with lines. 

Street Lighting. 
No data. 
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NESHKORO. 

(Population, 379.) 

NESHKORO LIGHT & POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial lAs^ting, 

For all, ligliting service furnished residences and businesses herein- 
after specifically referred to as classes A, B, C, etc., and passing 
througli the same meter and measured by a meter or meters 
owned and installed by the company. This lighting service 
includes: electric energy furnished for lamps and other appli- 
ances utilized for illumination purposes; motors and appli- 
ances other than lighting equipment, when motors are of 1 h. p. 
rated capacity or less. 
Primary Rate: 9 cts. net or 10 cts. gross per kw-hr. for current 
used equivalent to or less than the first 60 kw-hr. used per month 
per active kw. 
Secondary Rate: 7 cts. net or 8 cts. gross per kw-hr. for additional 
current used equivalent to or less than the next 40 kw-hr. used 
per month per active kw. 
Excess Rate: 4 cts. net or 5 cts. gross per kw-hr. for all current 
used in excess of the above 100 kw-hr. used per month per active 
kw. 
The active load in kw. shall in every case be a fixed percentage of 
the connected load in lamps installed upon consumers' premises. 
Class A, Residences, dwellings, flats and private rooming houses. 
When the total connected load is equal to or less than 500 watts 
nominal rated capacity, 60 per cent of such total connected 
load shall be deemed active. When the installation exceeds 500 
watts nominal rated capacity, 33%% per cent of such part of the 
total connected load over and above 500 watts shall be deemed 
active. 
Class B. When the total connected load is equal to or less than 2% 
kw. nominal rated capacity, 70 per cent of such total connected 
load shall be deemed active. When the installation exceeds 
2% kw. nominal rated capacity, 55 per cent of such part of the 
total connected load over and above 2% kw. shall be deemed 
active; provided that lamps used exclusively in space devoted 
to the storing of goods shall be placed at 20% active and shall 
not be included in the 2% kw. specified above. 
Class B shall consist of banks, ofiices, business and professional (in- 
cluding studios, dressmaking parlors, massage parlors, millinery 
and hair dressing establishments, and photograph galleries), 
wholesale and retail merchandise establishments, such as bak- 
eries, barber shops and stores of all kinds, saloons (including 
pool and billiard halls and adjoining card rooms), theaters, 
dance and public halls, restaurants, depots and public places for 
the conduct of railroad, express and telephone business (ex- 
cluding freight warehouses) and all other consumers not herein 
otherwise specifically provided for. 
Class C. 55% of the total connected load is deemed active. Such 
class shall consist of federal and county buildings; churches 
and missions, hotels and clubs; factories (including small In- 
dustrial establishments such as machine shops, carpenter shoi)s, 
blacksmith shops, tin shops and cigar factories), closing not 
later than 6 p. m., private and parochial schools, grain and 
stone elevators and warehouses, freight and storage warehouses, 
Btables and garages, both private, boarding and livery, and all 
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interior lighting for the villages of Neshkoro, Redgranite, 
Lohrville and Wautoma, including schools, police and fire sta- 
tions, libraries, hospitals and other city or village buildings. 

Class D. ' The total connected load is deemed active. Such class 
shall consist of unmetered lighting for signs, outlines and 
windows, contracted for upon a yearly basis. 

The Minimum Bill for general commercial and residence lighting 
shall consist of a charge of |1.00 net per month for 1,000 watts 
or less of connected load, plus 5 cts. for each additional 50 watts 
of connected load. 

Power. 

This service includes electric energy utilized for motor and mis- 
cellaneous lighting service, where the demand arising from 
such miscellaneous lighting service shall not be in excess of 
20% of the total simultaneous demand for lighting and power 
service. Stereopticons, moving picture machines, photographer's 
arcs and rectifiers shall be billed at the power rate when sep- 
arately metered from the lighting. ' 

For current used for electric power purposes, as measured by meters 
owned and installed by the company, a maximum charge of 
$1.25 net per active h. p. capacity per month, plus 4 cts. net or 
5 cts. gross per kw-hr. Active h. p. shall consist of a fixed 
percentage of the nominal rated capacity of motor as indicated 
on the manufacturer's nameplate. 

The following percentage of such capacity shall be deemed active: 

The first 10 h. p. installed 90% 

The next 20 h. p. installed 75% ' 

The next 30 h. p. installed 60% 

All over 60 h. p. Installed 50% 

Minimum bill $2.50 net per month. 

Discount. 
Lighting and Power. 

The company will bill all consumers at the groFs rale and the dif- 
ference between the gross and net rates, or 1 ct, per kw-hr., 
shall constitute a discount for prompt payment. Fifteen days 
from date of bill is considered as the limit of time discount 
privilege is effective. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

7 — 400 watt, 116 volt a. c. multiple gas filled tungsten lamps burn- 
ing on a moonlight midnight schedule. Rate $37.50 per lamp 
per year. 

2 — 60 watt, 116 volt a. c. multiple tungsten lamps burning on a 
moonlight midnight schedule. Rate $37.50 per lamp per year. 

Ornamental: 
None. 

NEW BERLIN, TOWN OP 

(Waukesha County.) 

MILWAUKEE LIGHT, HEAT & TRACTION COMPANY. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part II and 
Part III.)) 
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NEW BUTLER. 

(Population ) 

NEW BtTTIiER ELECTRIC LIGHT CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Mininium charge per month $1.00 

First 10 Itw-hr. per month 15 cts. per kw-hr. 
Next 40 •' " •* 13 " '• 
Next 50 " " " 12 ** " " 
Next 100' ** " " 10 " 
All over 200 " " *' 8 " 
Discount of 5% if bill is paid within 10 days of date. 

CommerciiEiI Power. 

Minimum charge per month $2.00 for the first 2 h. p. and $0.75 for 

each additional h. p. 

First 200 kw-hr. per month 8 cts. per kw-hr. 

Next 200 " " " 6 " 

All over 400 " " " 5 " 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Liigliting. 

General: 

29 — 100 watt, 110 volt a. c. multiple tungsten lamps burning all 
night every night. , Rate $34 per lamp per year. 
Ornamental: 

None. 

NEW GLABUS. 

(Population, 708.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, 5 a. m. to 11 p. m. 

Commercial Lighting. 

Service charge $0.25 per month. 

Current 10 cts. net or 11 cts. gross per kw-hr. 

Difference between net and gross rate constitutes discount if bill is 
paid before the 15th of the month following that for which serv- 
ice was rendered. 

Commercial Power. 

Service charge $0.50 per connected h. p. per month. 
Current: 

First 100 kw-hr. per month 6 cts. per kw-hr. 

Next 100 " , " "5 " " 
All over 200 ** '* " 4 " " "' 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

4 — 200 watt, 220 volt d. c. multiple tungsten lamps burning every 

ing every night until 11 p. m. Rate $50 per lamp per year. 
20r— 600 c. p. 6.6 ampere d. c. series gas filled tungsten lamps bum- 
night until 11 p. m. Rate $25 per lamp per year. 
Obnamental: 
None. 
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NEW H0L8TEIN. 

(Population, 839.) 

MUNICIPAIi PliANT. 

Method of generation, kerosene engines. 
Daily operating period, continuous. 

Commercial lAghUng. 

Minimum charge per month $1.00. 

Current 12 cts. per kw-hr. 

A charge of $2.00 is made for reconnecting the same consunier upon 

the same premises. 
Meters are owned by utility. 

Street Lighting. 

General: 

39 — 60 c. p., 4 ampere, a. c. series tungsten lamps, burning upon 
an all-night every-night schedule. Current metered at 9 cts. 
per kw-hr. 
113 — 100 c. p., 4 ampere, a. c. series, tungsten lamps, burning upon 
an all-night every-night schedule. Current metered at 9 cts. 
per kw-hr. 
Ornamental : 
None. 

NEW LISBON. 

(Population, 1,074.) 

MUNICIPAIi PLANT. 

Method of generation, producer gas. 

Daily operating period, dark until daylight. 

Commercial Lighting. 

Minimum charge per month $1.00. 

Current 15 cts. per kw-hr. 

Bills paid on or before the 10th of the month following that for 
which service was rendered are subject to the following dis- 
counts: 
$20.00 and over 25% discount 

No charge is made for connecting consumer's premises with lines. 

Bills up to $3.00 10% discount 

$3.00 up to $10.00 15% discount 

$10.00 to $20.00 20% discount 

Meters are owned by utility. 
Street Lighting. 
General: 
98 — 80 c. p., 3.5 ampere, a. c. series, gas filled tungsten lamps, 
burning upon an all-night schedule. No charge. 
Ornamental : 
None. 

NEW LONDON. 

(Population, 3,383.) 

MUNICIPAL PLANT. 

"ffthod of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 
Minimum monthly bill, 75 cts. 
Current, 10 cts. per kw-hr. 
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Flat Rates: 
One, two, or three lamps only, 16 c. p., 10 o'clock service, 60 cts. 
per lamp per month/ 1 o'clock service, 75 cts. per lamp per 
month; all night service, $1.25 per lamp per month. 

Discount 10% on all bills over 75 cts. paid before 15th of the month. 

lk>iiiiiiercial JPo^'er. 

Minimum charge per month |1.00 per h. p. for the first. 2 h. p. and 
50 cts. for each additional h. p. 
6 cts. per kw-hr. per month for the first 200 kw-hr. 
5 " " " " " " " next 200 " 

4 ** " " " " " " next 600 " 
3 " " " " " " all over 1,000 " 

Discount of 10% on all bills over minimum paid before the 15th of 
the montli. 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
' General: 

10 — 400 watt, 110 volt, a. c, multiple gas filled lamps, burning 
upon an all-night moonlight schedule. Rate |46 per lamp per 
year. 
70 — 300 watt, 110 volt, a. c. multiple gas filled lamps, burning 
upon an all-night moonlight schedule. Rate |46 per lamp per 
year, 
i Ornamental : 
?»}one. 

NEW BICHMOND. 

(Population, 1,988.) 

MUNICIPAL PliANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lfighting. 

Minimum cnarge per month |0.75. 

Service charge 4 cts. per socket per month. 

Current 4 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Ge:<eral: -' iijig 

146—60 watt, 110 and 220 volt a. c. multiple tungsten lamps burn- 
ing all night every night. Rate $6.66 per lamp per year. 
Ornamental : 
28 posts, 8 posts to block in pairs; 1 — 100 watt tungsten and 4 — 100 
watt gas filled tungsten 110 volt a. c. multiple lamps on each 
post burning all night, every night. Rate $6.66 per lamp per 
year. System installed by city. City pays cost of maintenance 
and current. 

NEW Richmond! 

(Population, 1,988.) 
NEW RICHMOND POWER CO. 

Method of generation, current purchased. 
^aily operating period, continuous. 
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Commercial Power. 

For electrical current to be used for lighting and power 
purposes, for 24 hours' service, subject to temporary 
discontinuance of service to make necessary repairs 
without deduction on account of such necessary inter- 
ruption, and based upon the maximum demand of the 
customer at the time of the peak of the load, in quan- 
tities of 25 h. p. or more, to be measured on the second- 
ary terminals of the transformers supplying cus- 
tomers, per h. p. per year ^36 

For electrical current for elevating and cleaning grain, 
grinding feed, to be used mostly during daylight, and 
including the use of a motor, in quantities of 1,0 h. p. 
or more, per h. p. per year 35 . 0< 

For electrical current to drive ventilating fan, 8 ft. in_ 
diameter, 220 revolutions per minute, the fan to render 
service as the one this date installed in the public 
high school building in New Richmond, and to be run 
in a substantially similar manner and times, not ex- 
ceeding, however, 7% h. p., per year 262 . 5i 

For electrical current to drive machinery such as is now- 
installed in the creamery belonging to Superior Cream- 
ery Co., including the use of a 5 h. p. motor, service 
to be rendered during daylight only, per year 175. 0< 

For electrical current to operate wood working factory con- 
taining machinery similar to that now owned and 
operated by W. H. Burrowes, and during daylight only 
and doing no more work than done by said Burrowes, 
per year 90 . 00 : 

For current to operate machine shop with machinery in 
same substantially the same as that now operated by 
Duer & Armstrong, mostly by daylight and without 
any motor, per year 100 . 00 

For current for lighting and power service furnished the 
Inter-County Cooperative Packing Co. during time 
of surplus water. Current 1.15 cts. per kw-hr. plus 
$1.00 per month per kw-hr. of connected lighting 
load. Minimum monthly charge 50. 00 

For current to operate sausage machines in meat mar- 
ket, per year 25 . 00 

For current to drive ventilating fans, not more than 18 

inches in diameter, per year 24 . 00 ! 

For current to operate X-ray machines in doctors* of- 
fices, per year 12 . OG 

For current to operate dental machines, per year 12.00 

For current to operate ventilating fans, not over 16 inches 

in diameter, per year 12 .00 

For current to operate coffee grinding machines in stores, 

per year 12. 00 

For current to operate blowers for blacksmith shop, trip 

hammer, drill press, not over 1 h. p. motor, per year. 50.00 

For current to operate 1 h. p. motor at intervals on any 
location in the city where special lines on the street 
are not required, per year 50.00 

For current to operate % h. p. motor as above, per year. . 25.00 

For electric current to be used during daylight only from 
March 15th to November 15th following, 5 h. p., 
per year 100.00 

For current to operate cylinder presses, linotype, job 
presses, paper folding machines, substantially the 
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same in size and number as now operating in the 
printing office of the New Richmond News and Re- 
publican Voice, per year. 62.00 

For electric current to heat tailor's goose for use in 
tailor's shop,, each goose to consume approximately 
700 watts, rate per each goose, per year 30.00 

For electric current to drive 1 h. p. motor to be used in 
operating a mixer in a bakery for kneading dough 
for bread making, rate, per year 24 . 00 

To any customer desiring 5 h. p. or less and whose plant is lo- 
cated 1,600 feet or more distant from our lines which have 
a capacity to serve him, we will furnish free current for two 
years, provided customer will erect our transmission line at 
his own expense, putting in a weather-proof line with not 
more than 10% drop, the current to be used between March 
15th and December 1st annually, during daylight only. 

For current in any factory, using 5 h. p. or more and operating 
ordinarily 10 hours per day, from 7 a. "m. to 6 p. m., |35.00 
per year per h. p. 

For current for garages for operating air pump for automobile 
tires $1.00 per montli. 

For charging batteries for electric runabouts $36.00 per year for 
each such automobile, or $4.00 per month if service is sup- 
plied only during the active months. 

For moving picture lamps to be operated by motor generator set, 
for one lamp only, and for ventilating fans in the theatre 
$12.00 per month. 
For electric current for heating and cooking purposes in resi- 
dences where same can be supplied from lines available 2 cts. 
per kw-hr., with $2.00 per month minimum. In considera- 
tion of the low rate, the power company is to have the privi- 
! lege of discontinung this service for such time as it may not 

be convenient for them to furnish current on account of 
shortage of water in Apple river. If current is to be fur- 
nished continuously, regardless of the state of water, then 
3 cts. per kw-hr. during the whole year for such service. 

Meters are owned by the utility. 

Consumers bear the expense. of connection with linos. 

Street Liighting. 
None. 

NORTH FREEDOM. 

(Population, 647.) 

CITY LIGHTING dO. 

Metliod of generation, gas. 

Daily operating period, dusk to 11 p. m. 

Commercial liighting. 

Minimum monthly bill, $1.0('. 
Current 15 cts. per kw-hr. 
Meters are owned by the utility. 



No 



ers are owneu oy i.ne utility. 

charge is made for connecting consumer's premises with lines. 



Street Lighting. 
Data incomplete. 
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NORTH HUDSON. 

(Population, 474.) 

BURKHARDT MILIilNG & ELECTRIC POWB3R CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

C3minercial Lighting. 

Minimum monthly charge, $0.75. 
10 cts. per kw-hr. for residence lighting. 
8 cts. per kw-hr. for business lighting. 

Discount if bills are paid before the 25th of the succeeding month: 
Monthly bill $ .00 to $ 4.00 no discount. 

4.0;0 to 6.00 5 per cent discount. 
6.00 to 10.00 10 " " 
" 10.00 to 15.00 15 " " 
" 15.00 to 20.00 20 " 
" 20.00 to 25.00 25 " " 
" 25.00 to 30.00 30 " " 
" 30.00 and over 30 " " 

Cooking rate. 

Minimum monthly charge 0.75 cts. 

3 cts. per kw-hr. with a discount of 10 per cent if bill is paid ten 
days from date. 

Commercial Power. 

Minimum crhage of $1.35 for the first h. p. per month and $1M 

for each additional h. p. 
6 cts. per kw-hr. for current used by motors of less tlian 5 h. p. 
5 cts. per kw-hr. for current used by motors of 5 h. p. and over. 
For motors using 50 kw-hr. per month, per h. p. 20% discount. 

** ** It rjfr *t tt it tt it ^Ocif ** 

100 " " " " " 40% 

150 " *' " '* " 50% 

Except on bills of $50.00 and over, on which a discount of SO^f 

is allowed. 
Service is discontinued if bills are not paid within thirty days 
from date, and a charge of $1.00 is made for reconnection. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Rural Service. 

Current 10 cts. per kw-hr. 

Discounts if bills are paid by the 10th of the month: 
Monthly bills up to 40 kw-hr. 20% 

40 to 60 " 25% 

60 to 100 " 30% 



tt tt 

tt tt 



100 to 150 " 35% 
150 kw-hr. or over 40% 



Minimum charge of $3.13 ner month for electric lights and appli- 
ances including one 1 h. p. motor, and $1.25 per ™o^*^J?^ 
each additional h. p. 20% discount if paid before the lOtn 
of the month. 
Rate for Motors Used for Stlo Fillers. 
30 cts. per h. p. per day. 

All motors of 15 h. p. and larger to be three phase. 
Customers required to build their own lines to company's power line 
and furnish all apparatus except meters. 
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Street Liighting. 

10_100 watt, 110 volt a. c. multiple tungsten lamps burning on an 
all night moonlight schedule. Rate |18 per lamp per year. 
Ornamental: 
None, 

NORTH MILWAUKEE. 

(Population, 1,860.) 

NORTH MILWAUKEE MGHT & POWER CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

I. STANDARD RATE. 

To customers signing the company's standard forms of contract, 
providing for service for one year or more, the charge for elec- 
tric service shall be computed on the following basis: 
Demand Charge: 

$42.00 per year for each kw. of demand of the first 10 kw. 
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18.00 " " " " " " " in excess of 200 

Payable in equal monthly installments, plus an energy charge as 
follows : 
Energy Charge: 

4 cts. per kw-hr. for the first 1,000 kw-hr. consumption during 

month. 
3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during 

month. 
2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 

month. 
IV^ cts. per kw-hr. for the next 40,000 kw-hr. consumption during 

month. 
1.3 cts. per kw-hr. for all energy in excess of 50,000 kw-hr. during 
month. 

1. The foregoing rate shall apply to all customers utilizing com- 

pany's electric service for lighting and receiving free renewals 
of company's standard lamps. 

2. The foregoing rate less % ct. per kw-hr. shall apply to all cus- 

tomers utilizing company's service and not receiving free re- 
newals of company's standard lamps. 
(A) Electric Lighting. 
1. Ths service shall include: 

(a) Electric energy furnished fot* lamps and other appliances 
utilized for illumination purposes, except as hereinafter specifi- 
cally exempted. 

(b) Motors and appliances other than lighting equipment where 
provided with a starting apparatus designed to limit the 
initial or starting current to a value not exceeding 2^ times 
the full load current, alternating current motors of % h. p. 
when wound for 110 volts and of % h. p. when wound for 
220 volts, the aggregate rated capacity of such appliances not 
to exceed 2 kw., will be included in this class when used in 
connection with lighting equipment and when the connected 
load of such motors and appliances does not exceed the ag- 
gregate rated capacity of lighting equipment. 

2. Should the conditions of use of customer's demand be obviously 
such that he would never earn a lower rate under the Standard 
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than under the Increment Rate Schedule, the Increment Rate 
Schedule set forth In Section II hereof shall apply. (Contract 
Form No. 759.) The Increment Lighting Schedule is optional 
with the Standard Rate. 

3. In the application of the Standard Rate one integrating watt 

meter only shall be provided for the measurement of energy, 
unless accuracy of measurement requires the installation of 
more than one meter. Where demand meters are installed, only 
one set of meters shall be used, and the arithemetical sum of 
their readings shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 kw. 

or less shall purchase service providing for free lamp renewals. 

(b) In exclusive lighting installations of more than 2 kw. con- 
nected, it is optional with the customer whether he shall take 
the rate providing for free lamp renewals. 

(c) In exclusive lighting installations of more than 2 kw. con- 
nected and where customer desires to contract for service with- 
out free lamp renewals, the energy charge shall be % ct. per 
kw-hr. less than that provided above and Contract Form No. 
1938 — N shall be endorsed "Without Renewals of Lamps." 

5. The maximum rate of charge for energy for lighting service is 

set forth in Section II. 

6. The following table shows the various contract forms under 

which commercial electric lighting service is sold, and the ap- 
plication of such forms to the various classes of service: 



Form No. 
759— N 



759— N 



759— N 
1938— N 



1938— N 



Title 
Contract for Electric 
Service 



Contract for Commer- 
cial Electric Serv- 
ice. 



Application 

(a) Lighting under Increment 
Schedule with free renewals of 
company's standard lamps. 

(b) "Short Time" lighting serv- 
ice. 

(c) Not to be used for power 
service. 

(a) Commercial lighting under 
Standard Rate with renewals of 
company's standard lamps. 

(b) Commercial lighting serv- 
ice over 2 kw. under Standard 
Rate, without renewals of com- 
pany's standard lamps when en- 
dorsed "Without Renewals of 
Lamps.' 



»» 



(B) Power. 

1. This service will include: 

(a) Electric energy utilized for motive and heating purposes, and 
miscellaneous lighting service, where the demand arising from 
such miscellaneous lighting service shall not be in excess of 
20% of the total simultaneous demand for lighting and power 
service. 

(b Stereopticons, moving picture machines, photographer's arc 
lamps and rectifiers shall be classed as power equipment. 

2. In the practical application of the Standard Rate, it is found that 

customers divide themselves generally into two classes— one 
in which the demand and hours use is so small that they re- 
ceive no advantage under the Standard Rate, and the other dasa 
in which the Standard Rate results in a lower unit cost than 
the Increment Schedule. In the case of Unlimited, or On-Pea& 
Service, all contracts for demands of 222 kw. or less and re- 
quiring an average use of the demand of about 240 hours p€r 
month should be written under the Increment Rate Schedule 
(Contract Form No. 1960— -N). Contracts for demands in ex* 
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cess of 222 kw. and 240 hours use per month should be written 
under the Standard Rate (Contract Form No. 1968 — N). 

3. Where service for lighting or other application requiring single- 

phase current is desired by customer, to be supplied through 
meter measuring energy as polyphase power service, the un- 
balancing of the phases of the polyphase service arising from 
the use of the service for lighting or other purposes shall not 
exceed 10% of the demand in kw. contracted for or measured. 
The power factor of such unbalanced single-phase load shall not 
be less than 75%. Should customer's demand for single-phase 
service exceed the above, the same shall be divided as nearly as 
practicable to obtain a balanced condition of the polyphase 
service. Customer may contract for single-phase requirements 
in excess of 10% of polyphase demand as a separate single- 
phase service. Where miscellaneous lighting service is supplied 
through the same meter as "Power" service (B), customer shall 
be required to supply apparatus for rendering available 120 
volts for lighting service, if such be required. 

4. Optional or Increment Rate for Power Service. To customers 

contracting on company's Standard form who use service speci- 
fied as power for periods of one year or more and do actually 
80 use such service, the charge for electric power service shall 
be computed at the following rates: 
First 100 kw-hr. during any month 8 cts. per kw-hr. 
Next 100 " " " " 6 " " 

Next 100 " " " *' 5 " " 

Next 300 " " " " 4 " " 

Next 1,400 " " " "3 " " 

All energy in excess of 2,000 kw-hr. during any month 2 cts. per 
kw-hr. 

(a) The foregoing optional rate for power does not Include re- 
newals of any incandescent lamps. 

(b) The foregoing rate is subject to the minimum monthly pay- 
ments specified in Section II, (B), 3. 

5. The following table shows the various contract forms under which 
power service fs sold, and the application of such forms to the 
various classes of service: 

Form No. Title Application 

j^gO — ^N Contract for (a) Power and miscellaneous light 

Electric where demand and energy con- 
Power sumption are small or less than 
Service, about 222 kilowatts at 240 hours 
Increment per month use of demand. 
Rate. ' (b) "Short Time" power service. 

1968 N Electric Power (a) Power and miscellaneous light 

Agreement. under Standard Rate. 

(C) Combined Lighting and Power Service. x.xi„^» 
This service will include electric energy specified as Lighting 

(A), and electric energy specified as "Power" (B), where such 

combination service is supplied through the same meter. 

Special Services. 

(D) Limited or Off-Peak Service. * x *,t3 «^" ««^ 
The foregoing rates for "Lighting" service (see A), P^^er serv- 
ice (see B), and "Combined Lighting and Power Service (see 
C) less one-half of the demand charge, shall apply to customers 

21— B. R. 
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contracting to utilize and utilizing the service only at time 
during the calendar day other than during the hours of tht 
month, specified as follows: 

Hours during which service slial 
Month not be used. 

October 5:30 p. m. to 7:00 p. m. 

November 5 : 00 p. m. to 7: 00 p. m. 

December 4:30 p. m. t6 7:00 p. m. 

January 4: 40 p. m. to 7:00 p. m. 

February 5 : 20 p. m. to 7 : 00 p. m. 

March 6:00 p. m. to 7:00 p.m. 

In case customer desires to use service during the specified "off-peak" 
hours and upon giving the company one hour's notice of such 
Intent, he shall be permitted to use service on any day of the 
week except Saturday and Sunday, and for each day power li 
80 used customer shall pay: 
For each kw. of demand of the first 10 kw. $0.17. 
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•* " " of demand of excess .07. 

The demand so paid for shall be that as measured if it exceeds the 
"off-peak" demand contracted for or otherwise paid for durinf 
the current month. I 

1. Customers shall install and maintain in operating condition ar 

automatic time switch of the type approved by the company. 

2. Service under the Off-Peak Schedule for demands of less than W 

kw. will not be solicited or reconmiended, but will be sold on 
application. The saving to the customer is small and the com- 
plication introduced greater than that warranted by the saving 
in cost of service. 

3. In many cases, customers signing Limited service contracts will 

require some service for lighting during the hours that service 
is not available under this schedule. In such cases contract 
shall Include a small demand under the Unlimited seirica 
schedule, and all energy supplied under both schedules shall be 
measured by one meter. In computing the demand charge and- 
the application of the four steps of the demand charge hereto, j 
the demand charge for the Unlimited service shall first be com- 
puted and the charge for Limited service shall be continuous 
thereafter. For example, if the customer contracts to pnrehaBe 
10 kw. of Unlimited service and 50 kw. of Limited service, the 
monthly demand charge is computed as follows: i 

10 kw. at $3.50 '. $35.00 

50 kw. at 1.25 62.50 

4. Limited or Off-Peak service shall be sold only on annual con- 

tracts. On-Peak service to supplement Off-Peak service during 
the off-peak hours shall not be sold at the Short Time or Incre- 
ment Rate. 

5. The following table shows the various contract forms under which 

power service is sold, and the application of such forms to the 
various classes of service: 

Form No. Title Application 

1964 — ^N Limited Electric Power (a) Off-peak power service. 

Asreement 
1974— N Combined Unlimited and (a) Combined "on" and "off" 

limited electric power peak power and mlscellaneora 
agreement lighting. 

2377— N Combined Unlimited and (a) Combined "on" and "off 

limited commercial and peak commercial lighting ana 
electric light and power miscellaneous power, 
service. 
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(E) Ten-Sevisn Service. 

The foregoing rates for "Power" service "B" less three-fourths of 
the demand charge shall apply to all customers contracting to 
utilize and utilizing the company's service only during the hours 
10:00 p. m. to the following 7:00 a. m. Customer shall install 
and maintain in operating condition an automatic time switch 
of the type approved by the company. 

1. Contract Form No. 1971 — N shall be used for "Ten-Seven" power 
service. 

(F) UNUTMiTEn) Bbeak-down Service. 

The foregoing rates for "Lighting and Power" service '(C) under 
Unlimited service, shall apply for Break-down or Emergency 
service connections. Since for such service the actual demand 
is unknown, customers shall contract for any demand, and shall 
be limited to the demand as contracted for by an automatic 
circuit breaker, installed and maintained by the customer and 
approved and controlled by the company. It shall be set to 
open -when the demand exceeds 125% of the kllovoltampere de- 
mand contracted for. 
1. Contract form No. 1969 — ^N shall be used for "Unlimited Break- 
down Service." 
(G) LiiMiTED Break-down Service. 
The foregoing rates for "Lighting and Power" service (C) under 
Limited or Off-peak Service, shall be furnished for Break-down 
or Emergency service connections. Since for such service the 
actual demand is unknown, customers shall contract for any de- 
mand, and shall be limited to the demand as contracted for by 
an automatic circuit breaker, installed and maintained by the 
customer and approved and controlled by the company. It shall 
be set to open when the demand exceeds 125% of the kllovolt- 
ampere demand contracted for. 
1. Contract form No. 1970 — N shall be used for "Limited Break- 
down Service." 

IT. MAXIMUM RATE FOR LIGHTING SERVICE AND MINIMUM 

PAYMENTS. 

(A) Maximum Rate for Lighting Service. 

1. The maximum rate of charge for commercial electric lighting 
service (Section 1, "A") during any month shall not exceed: 
First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 " " " " 10 " " * 

" 300 " " " " 6 " " ** 

All over 300 kw-hr. " " "4 '• " *' 

2. The foregoing rate is subject to prompt payment discount and 
includes free renewals of company's standard carbon filament 
lamps and renewal allowances on tungsten or other special lamps. 

3. Customers may purchase service without lamp renewals, in which 
case these rates per kw-hr. shall be reduced % ct. 

4. The foregoing limitation of the maximum rate of charge for com- 
mercial electric lighting service applies only to exclusively com- 
mercial lighting customers and shall not apply to any customer 
purchasing service for Combined Lighting and Power, Break- 
down Service, or Combined Unlimited and Limited Service. 

'^) MiNiKTTM Monthly Payments. 
1. The minimum monthly payment to be made by any customer, 
except customers purchasing exclusively electric lighting serv- 
ice, or power service afr the Optional or Increment power rate, 
9hall be the monthly Installment of the annual demand charge. 
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2. A minimum monthly bill shall be charged of 50 cts. net to cus- 

tomers having connected loads of .300 watts or less and $1.00 
to customers having connected loads in excess of 300 watts, to 
cover such expenses occasioned by the individual customer as 
billing, inspecting and maintaining meter and service connec- 
tions, etc. In addition to such minimum bill a cbarg^e of |1.50 
shall be made for each arc lamp installed. 

3. A minimum monthly bill under the Optional or Increment Rate 

for power shall be charged of $1.50 for an installation of 2 h. p. 
or less, nominal rated capacity, plus 75 cts. for eacli additional 
h. p. or fraction thereof (or $1 per kw.) nominal rated capacity. 

4. A minimum monthly bill for any power customer having an in- 

stallation of 2 h. p. or less and purchasing service either under 
the standard or under the Optional or Increment Rate shall be 
charged of $1.50. 

III. MEASUREMENT OF DEMAND. 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecutive 
minutes during the contract year, subject to the methods ot de- 
termining demand hereinafter specified. 

(A) Lighting Service. 

1. For lighting installations of 2 kw. or less, the demand shall be | 

assessed at 100% of the first 300 watts, plus 66%% of the con- 
nected load in addition to the first 300 watts. 

2. Where the demand is assessed all sockets not containing lamps 

shall either be removed or sealed by the company, or counted at 
50 watts each. 

3. For installations of over 2 kw. the demand shall be measured by 

permanently Installed demand meters, or by monthly readings 
taken during the normal peak demand of the service. Such 
readings may be ascertained at the option of the company liy 
counting revolutions of the watt-meter disc, or by printing Quar- 
terly hourly readings of the watt-meter, or by a graphic re- 
cording watt-meter, or by the so-called Wright demand meter. 

(B) Power Service. 

1. The maximum demand upon which the monthly charge for power 

service (see B) is based shall not be less than 75% of the high- 
est demand ascertained during the period of twelve months 
ended with the current month. 

2. For power installations of 2 kw. connected or less, the demand 

shall be assessed as 75% of the connected load, as Indicated bj 
the manufacturer's rating. 

(C) Temporary Assessment of Demand. 

In installations In excess of 2 kw. connected, where customer iB con- 
nected for service during a month during which the maxlnwm 
measured demand shall be less than the probable demand ob- 
taining during November, December, January or February, the , 
demand will be assessed in accordance with the following rules, | 
and such assessed demand will be corrected as soon as the actual 
demand for the year has been measured, and the difference in 
the demand rate billed upon the assessed or estimated demand 
and the demand rate based upon the actual or measured demand 
shall be credited to the customer or paid by the customer as the 
case may be. 

1. In Class **V* customers (Lighting Service) the assessed demand 
shall be determined as follows: 
100 % of the first 300 watts connected. 
66%% of the next 1700 watts connected. 
55 % of all in excess of the flrsf 2,000 watts connected. 

Class 1 customers shall Include all lighting customers except those 
designated as Class 2. 



ELECTtllC RAl'iBS.l —3 2 5— [NORTH MILWAtJKBltS 

2. In Class "2" customers (Lighting Service) the assessed demand 

shall be determined as follows: 
100 % of the first 300 watts connected. 

66%% of the next 1700 watts connected. 

40 % of all in excess of the first 2,000 watts connected. 
Class 2 customers shall consist of federal and county buildings, 
churclies and missions, hotels and clubs, factories (including 
small Industrial establishments such as machine shops, car- 
penter shops, blacksmith shops, tin shops and cigar factories, 
closing not later than 6 p. m.) private and parochial schools, 
grain and tobacco -elevators and warehouses, freight and storage 
warehouses, stables and garages, both private, boarding and 
livery, and furniture stores occupying two or more floors above 
street level. 

3. In Class 3 (Power Service) the assessed demand shall be de- 

termined as a percentage of the total connected load as indi- 
cated by the manufacturer's rating: 

Where installations are under 10 h. p. 75%. 

Where installations are over 10 h. p. and less than 50 h. p. 65%. 

Where installations are over 50 h. p. 55%. 

4. If customer's connected load is permanently decreased, the De- 

mand Charge should be reduced accordingly. Where customer's 
connected load is 2 kw. or less, the demand shall be re-assessed. 
If customer's load is in excess of 2 kw. the demand is deter- 
miined by measurement and the time at which the change is con- 
nected load occurs will influence the basis upon which the new 
Demand Charge will be determined. If the customer's con- 
nected load is reduced prior to December 15th of the customer's 
contract year, the demand may be re-measured and the new 
demand so ascertained be taken as the basis of the Demand 
Charge for the remaining portion of the customer's contract 
year. If the customer's installation be reduced subsequent to 
December 15th of the customer's contract year, then the new 
Demand Charge shall be determined upon the basis of the tem- 
porary assessed demand as provided in the preceding paragraphs, 
and such assessed demand will continue to be the basis upon 
which the customer shall be billed for service until a new de- 
mand shall be ascertained by measurement during the months 
of November, December, January and February following. 

IV. RESIDENCE LIGHTING SERVICE. 

To customers contracting for residence electric service with free 
renewals of company's standard lamps for periods of one year 
or more, the following rate shall apply: 

(A) Primary charge of 12 cts. per kw-hr. for: 

1. the first 4 kw-hr. consumed per month for each of the first four 

active rooms. 

2. the first 2% kw-hr. consumed per month for each of the active 

rooms in excess of the first four. 
All rooms except the following, shall be computed as active: 
Three rooms (which are primarily or may be used as bed rooms, 
including therein finished attic or garret room) bathrooms, 
basements, garrets, closets and back porch. 

(B) Secondary charge of 5 cts. per kw-hr. for all energy consumed per 

month in excess of that paid for at the primary rate in (a) up 
to a total of 7 kw-hr. consumed per month per active room. 

(C) Tertiary charge of 2 cts. per kw-hr. for all energy consumed per 

month in excess of that paid for at the primary rate (a) and 
secondary rate (b) or for all energy consumed in excess of 7 
kw-hr. per active room per month. 
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1. The quantity of energy paid for at the primary rate (a) is not 

included in the energy computed at the secondary rate (b) or 
at the tertiary rate (c). 

2. In determining the number of active rooms, all rooms iwliether 

containing lights or not shall be counted, except the following: 
three rooms (which are primarily or may be used as bedroonis, 
including therein finished attic or garret rooms) iMitiiroonui, 
basements, garrets, closets and back porch. 

3. A room used as a children's nursery or work room and contain- 

ing a couch sometimes used as sleeping; quarters is not classed 
as a bedroom. 

4. Halls and hallways used and furnished as living, rooms and hav- 

ing an area in excess of 120 square feet are classed as active 
rooms. 

5. A, part of a room not cut ofC by partition and door wliicli is gen- 

erally known as an alcove shall not be counted as an additional 
active room unless it is furnished and used for a distinctly dif- 
ferent purpose or its area exceeds 33%% of the total area of the 
room and alcove. 

6. Front, side and back porches with or without lights are not classed 

as active. Back porches are specifically excepted In rate sched- 
ules, as in many cases they are enclosed and used as a summer 
kitchen or dining room and as such might be taken as a room. 

7. Where service for a barn or garage is supplied thru the same 

meter as that thru which service for the residence is supplied, 
all active rooms in garage or barn are added to those of the . 
house and the rate applied. 

8. Where separate meters are supplied, a garage or barn shall be 

treated as a separate residence. 

9. All classes of domestic heating and power consuming devices may 

be supplied thru the meter by which the lighting service is 
measured, in which case this rate shall apply. 

Battery charging outfits, refrigerating outfits, non-portable air 
compressors or vacuum cleaners, or similar apparatus not in 
use between the hours of 4:30 p. m. and 8:30 p. m., may be sup- 
plied thru the residence meter. 

Motors or other power consuming d^srices, when connected to resi- 
dence service meter, must conform to the following rules: 

All such motors and devices must be equipped with starting or 
regulating apparatus to limit automatically the initial current 
in starting to an amount not exceeding 2% times 'the full load 
current as determined by manufacturer's rating. Motors or 
other devices having a rated capacity greater than % kw. shall 
be wound for 240 volts and customer shall arrange building 
wiring and meter loops for three-wire service and meter. 

10. Elevators and wireless telegraph apparatus using service in- 
termittently shall not be supplied at residence rates or from 
residence service connection. Such apparatus must be supplied 
from power mains and, where a special extension of power serv- 
ice is required, customer shall pay the cost of the necessary ex- 
tension in, accordance with the rules of the company governing 
such extension of service. Customer shall contract for service 
for such apparatus at the company's regular power rates. 

11. In apartment houses, each apartment shall be classed sis a separ- 
ate residence. The public portions of the building, such as hall- 
ways, elevators, and enclosures, public dining rooms and klC- 
chens, pantries, etc., connected therewith shall be treated separ- 
ately. Service for such portions of the buildings may be pur- 
chased either under the Residence Rates (IV) or the Standard 
Commercial Lighting Rates (I — ^A) at the option of the pur- 
chaser. If service is furnished at the Residence Rate, (IV), the 
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energy charge to be paid for monthly at the primary rate shall 
be coTnputed upon the basis of one active room per floor (ex- 
clusive of basement) multiplied by the number of main entrances 
to the building, plus the rooms used as kitchens, building store- 
rooms, pantries, dining rooms and offices. The active rooms in 
janitor's quarters, if supplied through the same meter as public 
portions of the. building, shall be added. Janitor's quarters me- 
tered separately shall be treated as a separate residence. 

12. The residence schedule shall not be applied to any apartment 

house wherein the landlord or agent is billed for the entire serv- 
ice consumed in the building and rebills the service to the occu- 
pants of the apartments. In such cases, the Increment Lighting 
Rate (II) shall be used. 

13. The residence schedule shall not be applied to customers whose 
practice it is to have service cut off during the summer months. 
It shall be applied only to those who sign contracts providing 
lor service by the year and who pay at least the minimum 
monthly payment provided for in the contract. When company 
is unable to read meters for any month or months, the quantity 
of energy to be paid for monthly at the primary rate shall be 
increased pro rata. 

14. Customers occupying a portion of a business building as a resi- 
dence may combine Residence Service with Commercial Lighting 
Service through one meter. In no case, however, shall the Resi- 
dence Rate be combined with the Commercial Lighting Rate and 
Residence Rates cannot be applied to such combination service. 
(D) Minimum Payments. 
To customers executing company's standard form of residence light- 
ing contract at foregoing rates and using the service for periods 
of one year or more, the minimum charge shall be 50 cts. per month 
net. 

IB) The following shows the various contract forms under which resi- 
dence service is sold and the application of each form: 

Form No. TITLE APPLICATION 

1939-N Contract for Residence service for periods of 

Residence one year or more, Standard Rate. 

Lighting 
Service. 

2399-N Short Time Short time residence electric 

Residence lighting service. 

EJlectric 
. Lighting 
Service. 



NORTH MILWAUKE?E. ] — 3 2 S— [Wig. R. R. COMM. 

V. FLAT RATE DISPLAY LIGHTINa 

Company will sell service for Flat Rate Display Lighting controlled by 
company on yearly contracts, on the following basis of monthly 
payments : 

Dusk to 11 p. m. Dusk to 12 p. m.. 

1850 hrs. 2200 hrs. 

200 watts or less $1.93 $2.17 

300 watts 2.90 3.25 

400 watts 3.87 4.33 

500 watts 4.83 5.42 

600 watts 5.80 6.50 

700 watts 6.78 7.58 

800 watts 7.73 8.67 

900 watts 8.70 9.75 

1.0 kilowatts 9.67 10.83 

1.5 kilowatts 14.50 16.25 

2.0 kilowatts 19.33 21.67 

2.5 kilowatts 24.17 27.08 

3.0 kilowatts 29.00 32.50 

3.5 kilowatts 33.83. 37-92 

4.0 kilowatts 38.6^7 43.33 

4.5 kilowatts 43.50 48.75 

5.0 kilowatts 48.33 54.17 

6.0 kilowatts 58.00 64.00 

7.0 kilowatts 66.87 73.00 

8.0 kilowatts 75.00 82.00 

9.0 kilowatts 83.13 91.00 

10.0 kilowatts 91.25 100.00 

1. The foregoing flat rates include renewals of carbon filament lamps 
only and include no other maintenance. 
2. Company will contract for Flat Rate Display Lighting burning dur- 
ing hours other than those specified above, but not less than 1,100 
hours per year, and the monthly bill therefor shall be computed 
as 1/12 of the annual bill determined by the application of the 
Standard Rate. 

3. (a) Company will supply and install on yearly contracts renewals 
of Mazda sign lamps for flat monthly charge of 4 cts. per lamp 
installed. The foregoing applies to Flat Rate Display Lighting, 
or to the equivalent display ligthing supplied on a meter basis, 
providing service is used not to exceed 2,250 hours per year. For 
such service as is used in excess of 2,250 hours per year the re- 
newals will be furnished at a proportionately increased montiily 
charge per lamp. The customer shall purchase from the company 
the first installation of such lamps and all increases thereof, at 
the company's regular prices. 

(b) In case customer wishes to supply Mazda sign lamps in lieu 
of the carbon lamps, the renewals of which are furnished with- 
out charge by the company, customers may do so and receive a re- 
duction in the rate for service of 75 cts. and 90 cts. per month 
per kw. of capacity of Mazda lamps for 11 and 12 o'clock bunz- 
ing, respectively. 

(c) Company will supply plain Mazda, 5 watt, 12 to 13 volt sign 
lamps, and supply renewals thereof, at a charge equivalent to 
$12.00 per month per kw. of rated consumption of lamps in- 
stalled. This charge is to be added to the contract rates, after 
deducting the allowance for carbon lamps. 

Plain Mazda 2^^ watt, 12 to 13 volt sign lamps will be slm- 
iliarly supplied at a charge equivalent to $24.00 per month per 
kw. of rated consumption of lamps installed. 



ELECTRIC RATES.] — 3 2 9'— [NORTH MILWAUKEE 

4. Where flashers are installed on signs, the demand and use of 

lamps on circuits controlled by the flasher shall be taken at 75% 
of the rated cohsumptlon of such lamps. 

5. (a) Ttie company will contract to inspect, .clean and paint signs 

once a year, put all renewals in place, and maintain flasher, if 
any, for 1 ct. per month for each 10 watt carbon or 5 watt Mazda 
lamp contained in sign, 
(b) On contracts providing for the renewals of Maz(}a sign lamps 
in accordance with paragraph 3 (a) hereof, company will con- 
tract to Inspect, clean and paint signs once a year and main- 
tain flasher, if any, for % ct. per month for each 5 watt Mazda 
lamp and 1 ct. per month for each 2% watt Mazda lamp con- 
tained in sl^n. 

VI. DISCOUNT FOR PROMPT PAYMENT 

1. On bills paid at office of company or its athorized collection agen- 

cies within ten days of date of bill, a discount of 5% on the first 
'$25.00 of all bills and 1% .on amounts in excess of $25.00 wlUbe 
given. 

2. On bills for electric service supplied to the federal, county and city 

governments, paid at the office of the company, or its authorized 
collection agencies, within 60 days of date of bill, the prompt pay- 
ment discount provided for in the contract under which such 
service is sold will be allowed. 

VII. SHORT TIME RATES 

To customers obtaining service for periods of less than one year, and 

subject to a charge for the cost of connection and disconnection of 

, service and meter, the charge for electric service shall be com- 

' puted according to the following schedules and with the prompt 

payment discount set forth in Section VI, applying thereto, viz.: 

A. Commercial Lighting Service. 

First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 " " •* " 10 " " 

Next 100 " " " " 8 " " 

Next 300 " " " " 6 " " 

All energy in excess of 600 kw-hr. during any month 4 cts. per 
kw-hr. 

1. The foregoing rate includes free renewals of company's standard in- 

candescent lamps and renewal allowances on tungsten or other 
special lamps. 

2. When free renewals of company's standard lamps or renewal al- 

lowances on tungsten or other special lamps are not obtained by 
customer, contract for service shall be endorsed "without lamp 
renewals." and the foregoing rate shall be reduced one-half cent 
per kw-hr. 
Z. For reconnection of meter for the same customer upon the same 
pemises a charge of $1.50 shall be made. 
B. Residence Lighting Service 

1. The rate per. kw-hr. for short time residence electric lighting serv- 

ice, subject to the minimum monthly payment of 50 cts. during 
any month, shall not exceed 12 cts. 

2. The foregoing rate includes free renewals of company's standard 

incandescent lamps and renewal allowances on tungsten or other 
special lamps. 

3. For reconnection of meter for the same customer upon the same 

premises a charge of $1.50 shall be made. • 
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C. PowEB Sebvice 

First 100 kw-hr. during any. month 8 cts. per kw-lir. 
Next 100 " " " " 6 " " " 

Next 100 •' " '• " • 5 " " " 

Next 300 " « « « 4 « « 

All energy in excess of 600 kw-hr. during any month 3 ctB. pi 
kw-hr. 

1. The foregoing rate is subject to the minimum monthly paymei 

specified in Section II. 

2. For the reconnectlon of meter for same customer upon the saai 

pemises a charge of |1.50 shall be made. 

■ 

VIII. RENTAL OF METERS 

A. In case the customer desires Integrating watt-meters installed t 

measure the consumption of electrical energy by various flooit 
departments or tenants, company will Install such meters upQ| 

yearly contracts and charge therefor the following: ; 

t 
I 

Charge for Installation j 

Annnal rental ebsiM 

• Additional meters payable In 12 eqndl 

Stee and type of meter One Installed at same monthly Installmenll 

meter time as first or otherwise j 

meter, each as agieed upon 

Single Phase and n 

Direct Current: 

10 amp. and smaller $1.00 $0.50 |3.00 

15 amp. to 75 amp 1.50 .75 6.00 ' 

100 amp. to 300 amp 3.00 1.00 12.00 

3 Phase Meters: 

5 amp. to 25 amp $1.50 $0.75 $6.00 

50 amp. to 150 amp 3.00 1.00 12.00 

The company will not obligate itself to supply the readings of the In- 
dividual meters, nor assume any responsibility for their accuracy. 

B. Should customers desire any rented meters tested and report 

thereon made, the company will make such test and report and 
charge therefor the following: 

Charge for Testing and Report 

Additional meten tegtei 
Size of meter One at same time as 

meter first meter, each 

5 amp. to 25 amp $2.00 $1.00 

40 amp. to 150 amp 2.50 1.50 

IX. RULES CONCERNING CUSTOMERS' DEPOSITS 

* 

1. Customers who have no established credit rating are required to 

furnish a financially responsible guarantor, or make a cash de- 
posit equal in amount to two months' estimated bills. Minimum 
deposits in all cases to be $5.00. 

2. Customers who shall have'failed to make full payment to the com- 

pany of all previous service bills are required to pay all bucTi 
bills before service will be furnished. 

3. Customers who shall have failed to make full payment to the com- 

pany of all previous service bills are also required to make the 
cash deposit specified In rule *'l." 

4. Interest at the rate of 5% per annum will be paid on renewal or 

withdrawal of -deposit. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 
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Street lAghting. 
Genisjx: 
39 — 6.6 ampere, a. c. series carbon arc lamps, burning all night, 

every night. Rate $80 per lamp per year. 
35 — 100 c. p., 6.6 ampere, a. c. series tungsten lamps, burning all 
night, every night. Rate $25 per lamp per year. 
Ornamental: 
None. 

NOBWALE. 

(Population, 502.) 

MUNICIPAL PLANT. 

Method of generation, oil engine. 

Daily operating period, from dusk to 11:30 p. m: 

Commercial Lighting. 

Current 15 cts. per kw-hr. subject to the following discounts If bills 

are paid within 10 days of date: 

First 15 kw-hr. 10% discount. 

Next 20 kw-hr. 20% discount. 

AH over 35 kw-hr. 30% discount. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

CrEmCRAL: 

12 — 200 watt, 240 volt, d. c. multiple gas filled tungsten lamps, 
burning every night from dusk to 11 : 30 p. m. 
6 — 150 watt, 240 volt, d. c. multiple tungsten lamps, burning every 

night from dusk to 11:30 p. m. 
8 — ^100 watt, 240 volt, d. c. multiple tungsten lamps, burning 

every night from dusk to 11:30 p. m. 
A total charge of $60 per month is made for the above street 
lighting. 
Obnamental: 
None. 

NORWAY, TOWN OP 

(Racine County.) 
MILWAUKBB LIGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part III.) 

OAK CREEK, TOWN OF 

(Milwaukee County.) 
MILWAUKBE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part III.) 

OAEFIELD. 

(Population, 522.) 
OAKFIELD LIGHT & POWER COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $1.00. When consumer is ahsent and 
house is closed a charge of only $0.25 per month is made. 
First 10 kw-hr. per month 20 cts. per kw-hr. 
Next 10 " " " 15 " " 

Next 10 " " " 10 " " 

Next 50 " " " 9 " " 

All over 80 kw-hr. per month 8 cts. per kw-hr. 
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Commercial Power. 

First 50 kw-hr. per month 7 cts. per kw-hr. 

Next 100 " " " 6 " " 

All over 150 kw-hr. per month 5 cts. per kw-hr. 
Minimum charge per month $1.00. 
Meters are owned hy the utility. 
No charge is made for connecting consumer's premises with lines. 

Street liighting. 

General: 
1—160 watt, 4 — 100 watt and. 28— 60 watt, 220 volt a. c. multiple 
tungsten lamps burning on a moonlight dusk to 11 p. m. sched- 
ule. Flat charge of $432 per year. 
Ornamental: 
None. 

OCONOMOWOO. 

(Population, 3,054.) 

MUNICIPAL PliANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Idghtins:. 

Minimum monthly charge, $1.00. 

Current will be charged at the rate of 10 cts. per kw-hr., equal to 

about % ct. per 16 c. p. 50 watt lamp hr. 
Bills of $5.00 to. $10.00, 10% discount. 
Bills of $10.00 to $20.00, 15% discount. 
Bills of $20.00 or over, 20% discount. 
All bills, payable on the 10th of each month. 
Rate for short time use: 20 cts. per kw-hr. equal to about 1 cent 
per 16 c. p. 50 watt lamp hr. 

Commercial Power. 

Minimum charge per month $1»00. 

75 cts. per month for each h. p. of nominal rated capacity of 

motor or less, except when current is used under the follo'wliig 

restrictions which shall be 50 cts. per month per h. p. 

January 4 p. m. to 9 p. m. 

February 5 p. m. to 10 p. m. 

March 6 p. m. to 10 p. m. 

April 7 p. m. to 10 p. m. 

May 7 p. m. to 10 p. m. 

June 8 p. m. to 11 p. m. 

July 8 p. m. to 11 p. m. 

August 7 p. m. to 11 p. m. 

September 7 p. m. to 10 p. m. 

October 6 p. m. to 10 p. m. 

November 6 p. m. to 9 p. m. 

December 5 p. m. to 9 p. m. 

5 cts. per kw-hr. for current consumed. 

5% discount if bill is paid on or before 10th of month succeeding: 

that during which charge was incurred and current consumed. 
Meters are owned by utility. 

A charge for actual labor and materials is made in connecting con- 
sumers with lines. 

Street Lighting. 

General: 

60 — 100 c. p., 55 — 400 c. p. and 15 — 250 c. p. 6.6 ampere a. c. series 
gas filled tungsten lamps burning on a moonlight all-ni|rbt 
schedule. 
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300 — 15 watt, 110 volt a. c. multiple tungsten lamps burning on a 

moonlight midnight schedule. 
Flat charge of f 5,46S for all street lighting. 

ORN AMICNTAL *. 

None. 

OOONOMOWOO, TOWN OF 

(Waukesha County.) 

MILWAUKEE UGHT, HEAT & TRACTION CO. 

(For rate schedule see, M. L. H. & T. Co., Milwaukee, Part II and 
Part III.) 

OOONTO. 

(Population, 5,629.) 

OCONTO ELECTRIC COMPANY. 

Method of generation, steam and Diesel gas engine. 
Daily operating period, continuous. 

Cloiiiiiiercial Ughtiiig. 

Minimum bill |1.00 gross and $0.90 net per month. 
Service Charge $1.10 gross and |1.00 net per month per active kw. 
of connected load as determined in accordance with the pro- 
Yisions herein. 
Energy Meter Charge 7 cts. gross and 6 cts. net per kw-hr. for cur- 
rent equal to or less than 30 hours' use of the active load per 
month. 
6 cts. gross and 5 cts. net per kw-hr. for the next 60 hours' use of 

the active loa4 per month. 
3 cts. gross and 2 cts. net for all current in excess of 90 hours' use 
of the active load per month. 
Maximum lighting rate: The rate for lighting shall not exceed 11 
cts. gross or 10 cts. net per kw-hr. and when the sum of the serv- 
ice and energy charges exceeds this rate, this rate shall prevail, 
except, however, that the minimum monthly charge shall be 
$1.00 gross and $0.90 net. 
The following classification and percentages shall be used in de- 
termining the active load: 
Class A shall consist of residences, dwellings, flats and private 
rooming houses. Sixty per cent of the first 500 watts and 33%% 
of all over 500 watts connected for these consumers shall be 
deemed active. 
Class B shall consist of all consumers not enumerated in classes A 
and C. In this class 70% of the first 2.5 kw. and 55% of all 
additional connected load shall be deemed active. 
Class C shall consist of public and parochial schools, churches, lodge 
halls, hotels, theaters, moving picture shows, libraries, hospitals, 
and municipal, county and federal buildings. In this class 55% 
of the connected load shall be deemed active. 
Incidental power appliances^ such at flatirons, toasters and small fans 
shall not be considered in determining the active load, when 
on the same meter with the commercial lighting. 

Oommercial Power. 

Minimum bill $1.00 gross and $0.90 net per month. 

Service Charge $1700 gross and $0.75 net per active horse power per 
month. 

Energy or Meter Charges, 2.5 cts. gross and 2.0 cts. net for current 
equal to or less than 25 kw-hr. per month per active h. p. con- 
nected. 

2.0 cts. gross and 1.5 cts. net for all current in excess of that amount. 
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Maximum Power Rate: The rate for power shall not exceed 9 
gross and 8 cts. net and when the sum of the serrice and 
charge exceed^this rate, this rate shall prevail, except liaweirefr, 
' that the minimum monthly charge shall be fl.OO gross and 
10.90 net. 
The active connected power load shall be determined as follows: 

First 10 h. p. connected 90% actire 

Next 20 h. p. connected 75% active 

Next 30 h. p. connected 60% active 

All over 60 h. p. connected 50% active 

Discount. 
The difference between the gross and net rates shall constituto a 
discount for prompt payment of bills. 
Reconnection Charge. 
The charge for reconnection of service for the same consumer on 
the same premises shall be |1.00. 
Wiring and Fixtures. 
Wiring and fixtures and material or service of a similar nature 
shall be charged for at no less than cost. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Tilghting* 

None. 

OOONTO. 

(Population, 5,629.) 

PEOPIiETS liAND AND MANUFACTURmG COMPANY 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum bill $1.00 gross and $0.90 net per month. 
Service Charge $1.10 gross and $1.00 net per month per active It-w. 
of connected load as determined in accordance with the pro- 
visions herein. 
Energy Meter Charge 7 cts. gross and 6 cts. net per kw-hr. for cur- 
rent equal to or less than 30 hours' use of the active load per 
month. 
6 cts. gross and 5 cts. net per kw-hr. for the next 60 hours' use of 

the active load per month. 
3 cts. gross and 2 cts. net for all current in excess of 90 hours' use 
of the active load per month. 
Maximum Lighting Rate: The rate for lighting shall not exceed 
11 cts. gross or 10 cts. net per kw-hr. and when the sum of tlie 
service and energy charges exceeds this rate, this rate shall 
prevail, except, however, that the minimum monthly charge 
shall be $1.00 gross and $0.90 net. 
The following classification and percentages shall be used in de- 
termining the active load: 
Class A shall consist of residences, dwellings, fiats and private room- 
ing houses. Sixty per cent of the first 500 watts and 33^% of 
all over 500 watts connected for these consumers shall be deemed 
active. 
Class B shall consist of all consumers not enumerated in classes A 
and C. In this class 70 per cent of the first 2.5 kw. and 55 per 
cent of all additional connected load shall be deemed active. 
CUiss C shall consist of public and parochial schools, churches, lodge 
halls, hotels, theaters, moving picture shows, libraries, hospitals^ 
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and municipal, county and federal buildings. In this class 55% 
of the connected load shall be deemed active. 
Incidental Power Appliances ^ such as flatirons, toasters and small 
fans shall not be considered in determining the active load when 
on the same meter with the commercial lighting. 

XMiimiercial Power. 

Minimum bill $1.00 gross and $0.90 net per month. 

Service Charge $1.00 gross and $0.75 net per active horse power per 

montli. 
Energy or Meter Charge^, 2.5 cts. gross and 2.0 cts. net for current 
equal to or less than 25 kw-hr. per month per active h. p. con- 
nected. 
2.0 cts. gross and 1.5 cts. net for all current in excess of that amount. 
Maximum Power Rate: The rate for power shall not exceed 9 cts. 
gross and 8 cts. net and when the sum of the service and energy 
charges exceeds this rate, this rate shall prevail, except however, 
that the minimum monthly charge shall be $1.00 gross and $0.90 
net. 
The active connected power load shall be determined as follows: 

First 10 h. p. connected 90% active 

Next 20 h. p. connected 75% active 

Next 30 h. p. connected , 60% active 

All over 60 h. p. connected 50% active 

Biscownt, 
The difference between the gross and net rates shall constitute a 
discount for prompt payment of bills. 
Reconnection Charge, 
The charge for reconnection of service for the same consumer on 
the same premises shall be $1.00. 
Wiring and Fixtures. 
Wiring and fixtures and material or service of a similar nature 
shall be charged for at no less than cost. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 



\ 



Street Lightinif. 
General: 

73 — 4 ampere a. c. series magnetite arc lamps burning all night 

every night. Rate $47 per lamp per year. 
180 — 40 watt, 110 volt a. c. multiple tungsten lamps burning 3 
hours each night. Rate $2.50 per lamp per year. 
Oenamental: 
None. 

OOONTO FAU£. 

(Population, 1,427.) 
MUNIOIPAIi PLANT. 

Method of generation, current purchased. 
My operating period, continuous. 

Commercial Lighting. 

Mimlmum charge, $12.00 per year. 

Current first 50 kw-hr., 10 cts. 

All over 50 kw-hr. 8 cts. 

Meter rent, 25 cts. per month. 

Discount, 5% if paid before the 10th of the month, but if not paid 
by the 10th an additional charge of 2% is made. 

Re-connecting same consumer on same premises, $2.00. 
Meters are owned by consumers. 
No charge is made for connecting consumer's premises with lines. 
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Street Ldgbting. 

Qeneral: 

22 — 6.6 ampere, a. c. series carbon arc lamps burning from dusk t( 
11:30 p. m. No fixed charge is made. 

OkN AMENTAL : 

None. 

OMKO. 

(Population, 1,285.) 
OMRO ELECTRIC MGHT COMPANY. 

Method of generation, steam. 

Daily operating period, dusk to dawn. 

Commercial lighting. 

Minimum charge per month $0.75. 

First 30 kw-hr. per month 15 cts. net or 16 cts. gross. 
Next 60 kw-hr. per month 12 cts. net or 13 cts. gross. 
•AH over 90 kw-hr. per month 9 cts. net or 10 cts. gross. 
Difference between net and gross rates constitutes a discount for 
prompt payment. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Ligl>ting. 

General: 

1 — 3.5 ampere, 220 volt d. c. multiple carbon arc lamp huming 
on a moonlight midnight schedule. Rate $48 per year. 
101 — 40 watt, 220 volt d. c. multiple tungsten lamps burning on a 
moonlight midnight schedule. Rate $12.48 per lamp per year. . 
Ornamental: 
None. 

ONALASEA. 

(Population, 1,146.) 

WISCONSIN RAILWAY, MGHT & POWER C?0. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Oonunercial Lighting. 

Minimum monthly charge, 75 cts. 

Service charge on all lighting and installations, $1.80 per year per 
16 c. p. lamp, or equivalent demand, on % of connected instal- 
lation, or when % of the connected installation is considered 
to be the demand. 

Rate for a consumption equivalent to 60 hrs. or less per month per 
each Installation, lYo cts. per kw-hr. 

Rate for a consumption equivalent to more than 60 hrs. per mcmth. 
per each installation 6 cts. per kw-hr. 

Rate for "patrolled service" or for signs and other installations 
with fixed hours of use, 5 cts. per kw-hr. 

Commercial Power. 

Minimum monthly bill, 75 cts. 

Service charge on all motor installations, $27.00 per year per h. P- 

demanded on Ys of connected installation, or when % of the 

connected installation is considered to be the demand. 
Rate for less than 5 hrs. per day per h. p. demanded, 5 cts. per 

kw-hr. 
Rate for over 5 hrs., but not exceeding 8 hrs. per day h. p. ^^ 

manded, 3 cts. per kw-hr. 
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Rate for over 8 hrs. per day, but not exceeding 10 hrs. per day 

per h. p. demanded, 2 cts. per kw-hr. 
Rate for over 10 hrs. per day and not exceeding 15 hours per day 

per h. p. demanded, 1^ cts. per kw-hr. 
Special rates for over 15 hrs. per day per h. p. demanded, and on 
installations of 200 h. p. or over, taking service at 2300 volts. 
Maximum Charge, 
Ordinance No. 348, in effect 1901, provides that the charge for 
electric light and power shall never exceed 10 cts. per 1,000 
watts net to the consumer. 
Re-setting meter after disconnection for nonpayment, a charge of 
$1.00 is made. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street lAgliting. 
General.: 

8 — 40 c. p., 6.6 ampere, a. c series gas filled tungsten lamps burn- 
ing all night, every night. Rate $20 per lamp per year. 
41 — 40 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing every night until midnight. Rate $9.12 per lamp per 
year. 
Oknambntal: 
None. 

ONTABIO. 

(Population, 383.) 
ONTARIO EliECTRIO LIGHT C50, 

Method of generation, water power. 
Daily operating period, 6 to 12 p. m. 

Commercial Lighting. 

Minimum charge per month, 75 cts. 

10 cts. per kw-hr. 

12 cts. per kw-hr. if bill is not paid by the 10th of the month. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
Genebal: 
46 — 40 c. p., 4 ampere, a. c. series tungsten lamps, burning every 
night from dusk to midnight. Rate $15 per lamp per year 
for the first 40 lamps; 15% less for all lamps in excess of 40. 
Oenamej^tal; 
None. 

OOSTBURG. 

(Population, 380.) 

ARNOLD TB RONDE LIGHT PLANT. 

Method of generation, electric motor. 
Daily operating period, 8 a. m. to 1 a. m. 

Commercial Lighting. 

Current 15 cts. per kw-hr. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

22— E. R. 
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Street Ughting. 

Genesal: 
19 — 100 c. p., 4 ampere, a. c, series, gas filled tungsten, lamps, burn- 
ing every night from dusk to 11:30 p. m. Rate f 22.73 per 
lamp per year. • 

1 — 400 c. p., 4 ampere, a. c. sSries, gas filled tungsten lamp, burn- 
ing every night from dusk to 11:30 p. m. Date ^68,19 per 
year. 
Obnamental: 
None. 

OSFOBDVILLE. 

(Population, 449.) 

ORFOKDVILUB UGHT & POWER CX>. 

Method of generation, oil engine. 

Daily operating period, dusk to midnight, 5f30 a. m. to daylisb.t« 

ComnLercial Ughttiig. 

Minimum charge per month, $1.00. 
First 30 kw-hr. per month 15 cts. per kw-hr. 
Next 30 kw-hr. per month 12 cts. per kw-hr. 
All over 60 kw-hr. per month 10 cts. per kw-hr. 
A charge of $1.00 is made for reconnecting the same consumer on the 
same premises. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Genekal: 

3 — 250 c. p., 6.6 ampere a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight-midnight schedule. Rate |40 per lamp 
per year. 
10 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlight-midnight schedule. Rate $22.20 
per lamp per year. 
7 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight-midnight schedule. Rate $17.40 per 
lamp per year. 
11 — 60 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing on a moonlight-midnight schedule. Rate $14.40 per 
lamp per year. 
2 — 40 c. p., 6.6 ampere a. c. series tungsten lamps, burning on a 
moonlight-midnight schedule. Rate $11.40 per lamp per ' 
year. 
Ornamental: 
None. 

OSCEOL/L 

(Population, 634.) 

WISCONSIN IMPROVEMENT COMPANY. 

Method of generation, hydraulic plant at St. Croix Falls. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum monthly bill, $1.00. 
Current 10 cts. per kw-hr. 

Commercial' Power. 

7% cts. per. kw-hr. for the first 52 hours' use of connected load; 
2^ cts. per kw-hr. for all excess. 

Street Lighting. 
Data Incomplete. 



( 
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OSHKOSH. 

(Population, 33,062.) 

THE OSHKOSH GAS LIGHT CO. 

5t!iod of generation, steam. 

sdly operating period, continuous. 

nnmercial Ldshtiiig. 
Meteb Rates: 

Minimum monthly bill, f 1.00. 

Rate per kw-hr. 12 cts. 

Schedule of discounts allowed for quantity of current consumed: 
On bills of less than $5.00 per month, no discount. 

Per month. Discount. 

On bills of $5.00 and less than $10.00 10% 

10.00 '* 15.00 15% 

15.00 " 20.00 20% 

20.00 " 30.00 25% 

30.00 " 50.00 30% 

50.00 " 75.00 33%% 

" '7K AA *t 



75.00 " 100.00 33% and 10% 

100.00 " 200.00 33% and 20% 

200.00 " 300.00 40 and 20% 

300.00 " 400.00 45 and 20% 

400.00 " 500.00 50. and 20% 

500.00 and over 60 and 5% 



it 
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I NOTE (a) — ^The above mentioned discounts are not applicable to ex- 
! isting contracts executed prior to April 1, 1907. 

NOTE (b) — A cash discount of 6% allowed on all bills paid at the 
office of the conipany on or before the 10th day of the month. 

! NOTE (c) — ^Pre-payment electric meters are set at 10 ct. rate. 

NOTE (d) — Current used by motor installation in the agerre^ate of 
less than one h. p. and by fans is classified and charg^ed for under the 
loregoins rate. 

Sign Lighting, 

Prices are based on kw-hr. to be used during one month. We turn 
on and ofE. The number and sisse of lamps and hours to run 
govern rate. 

Rates are: 

Where the consumption is less than 160 kw-hr. per month, 7 cts. 

Where it is 150 kw-hr. and less than 250 kw-hr. per month, 6% cts. 

Where it is 250 kw-hr. and over 6 cts. 

Upon condition that bills are paid at the office of the company on 
or before the 10th of the month. When not so paid, 5% ad- 
ditional will be charged. 

I^iAT Rates: 
Where the amount of current consumed is so small that it cannot 
be registered by the meter with reasonable accuracy, or where 
the consumption is unquestionably less than the fixed charges 
for maintenance of apparatus in readiness for service, a flat 
rate will be charged and collected, calculated upon the terms 
and limitations of the foregoing schedules, 5% to be added to 
these bills if not paid at the office of the company on or before 
the 10th of the month. 
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Gominercial Power. 

Mbteb Rates: 
Unlimited Hours. 
Rate per kw-hr., 10 cts. 

Schedule of discounts allowed for amount of current consumed : 
On bills of less than $5.00 per month, no discount. 

Per month. Discount. 

On bills of $6.00 and less than $10.00 10% 

10.00 " 15.00 15% 



10.00 

*t IK AA " 
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16.00 " 20.00 20% 

20.00 " 60.00 25% 

50.00 " 100.00 30% 

100.00 " 150.00 35% 

150.00 " 200.00 40% 

^200.00 " 300.00 50% 

300.00 " 500.00 50 and 10% 

500.00 " 1,500.00 50 and 20% 

1,500.00 and over 60 and 20% 



«« 1 C AA " 



Limited Hours. 
Rate per kw-hr., 8 cts. 

Schedule of discounts allowed for amount of current consumed: 
On bills of less than $5.00 per month, no discount. 

Per month. Discount. 

On bills of $5.00 and less than $10.00 10% ' 

10.00 " 15.00 15% 

15.00 " 20.00 20% 

20.00 " 50.00 25% 

50.00 " 100.00 30% 

100.00 " 150.00 35% 

150.00 " 200.00 40% 

200.00 " 300.00 50% 

300.00 " 500.00 50 and 10% 

500.00 " 850.00 50 and 20% 

850.00 " 1,000.00 60 and 20% 

1,000.00 and over 60 and 30% 



NOTE (a)— A cash discount of &% will be allowed on all bills at the office of the com- 
pany on or before the lOtb of the month. 

NOTE (b)— Elevator and bridge motors are subject to a minlmimi charse of $1.00 
per h. p. per month, and all other power motors to a minimum charge of SO cts. per 
h p. per month. Where more than one meter is used on bridges, the readings are com- 
bined in computing The bills. 

NOTE (c)— Rates for power current— limited hours, are made only where the con- 
sumer agrees to discontinue use upon signal according to the following time ficbeduie 
for motors running on limited hour rate: 





a.m. p.m. 








a. m. p. m. 


Jan. 15 to Feb. 15— From 


6:00 to 4:80 


July 


15 to Aug. 


15— From 


6:0O to 6:00 


Feb. 16 to March 15.. ** 


6:00 •• 5:00 


Aug. 


15 to Sept. 


16.. " 


6:00 " 6:00 


Mar. 15 to April 16.. " 


6:00 " 5:80 


Sept. 


15 to Oct. 


15.. « 


6:00 " 6:30 


AprU 15 to May 16.. - 


6:00 " 6:00 


Oct. 


16 to Nov. 


16.. - 


6:00 " 6:00 


May 16 to June 15.. " 


6:00 •* 6:00 


Nov. 


16 to Dec 


16.. " 


6:00 •* 4:80 


June 15 to July 15.. '* 


6:00 " 6:00 


Dec 


15 to Jan. 


16.. - 


6:00 " 4:00 



Combined Lighting and Power Service. 

In case of consumers who are users of current for both lighting and 
power, on unlimited hours, consumed upon the same premises, 
and whose yearly average use of their active lighting demand 
shall exceed 75 hours per month, and whose yearly average use of 
their entire active power demand shall exceed 150 hours per 
month, the charges for current shall be as follows: 

Arc and Incandescent Lighting. 
Rate per kw-hr. 12 cts. 
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Scliedule of dTscounts allowed to such class of consumers for quan- 
tity of current consumed: 
On l>llls of less than $5.00 per month, no discount 

Per month. Discount. 
On bills of $5.00 and less than $10.00 10% 



10.00 •' 15.00 15% 



'o 



15.00 " 20.00 20% 

20.00 " 30.00 25% 

30.00 " 50.00 30% 

50.00 " 76.00 33%% 

75.00 " 100.00 33% and 10% 

100.00 " 200^00 33% and 20% 

200.00 " 300.00 40 and 20% 

300.00 " 400.00 45 and 20% 

400.00 " 500.00 60 and 5% 

500.00 " 600.00 65 and 5% 

All bills of 600.00 and over 65 and 10% 

i*ot£?er Current — Unlimited Hours, 
Rate per kw-hr. 10 cts. 

Scliedule of discounts allowed to such class of consumers for 
amount of current consumed. 
On bills of less than $5.00 per month, no discount. 

Per month. Discount. 

On bills of $5.00 and less than $10.00 10% 

10.00 •" 15.00... 15% 

15.00 " 20.00 20% 

20.00 " 50.00 25% 

50.00 " 100.00 30% 

100.00 " 150.00 35 and 5% 

150.00 " 200.00 40 and 5% 



« 



200.00 " 250.00 50% 

250.00 " 300.00 50 and 5% 

300.00 " 350.00 50 and 10% 

350.00 " 400.00 55 and 5% 

400.00 " 500.00 60% 

500.00 " 1,500.00 60 and 7%% 

1,5CF0.00 and over 60 and 20% 



NOTT:: — A cash discount of 5% allowed on all bills paid at the office of the company 
on or before the 10th day of the month. 

Readiness to Serve Electric Rates for Emergency or Stand-ty Service. 

Rates for readiness to serve In emergency will be based upon the 
active demand load. For the purpose of ascertaining this ac- 
tive demand load, the character of the 4gervlce desired In emer- 
gency will be considered and classified as follows: 
Class 1. Shall consist of lis:htinsr service for residences, laundries, 

livery stables and other similar short hour consumers. 
Class 2. Shall consist of lighting service for schools, churches, 
dancing academies, wholesale houses and other similar medium 
hour consumers. 
Cla^s S Shall consist of lighting service for depots, hotels, theaters, 
saloons, lodge halls, stores, offices and other similar long hour 
consumers. 
Class 4- Shall consist of power service for all purposes. 
The active demand load shall be calculated as follows: 

In class 1 It shall be 40% of the total connected load; class 
2, 50% of the total connected load; class 3, 60% of the 
total connected load; class 4, 100% of the total connected 
]pad; these percentages to hold and govern unless the ap- 
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tual active demand load is known or ascertained, in whicti 
case that shall be used. 
The rate for readiness to serve in emergency in classes 1 and 

2 shall be for the readiness to serve, $38.00 per annum 
per kw-hr. of active demand, and 4% cts. per kw-hr. for any 
current actually consumed. In class 3 tlie rate shall bi 
for the readiness to serve, $38.00 per annum per kw. of a& 
tive demand, and 4 cts. per kw-hr. for any current actually 
'-^nsnmed. In class 4 the rate shall be, for the readiness 
to serve, $38.00 per annum per kw. 6f active demand, and 

3 cts. per kwrhr. for any current actually consumed. 
These rates for readiness to serve, fn emergency, are applicable 

only in cases where the applicant is the owner or possesBor 
of a private or individual plant, generating and using elec- 
trical current for his own use, and desires to be connected 
with the wires of this comnanv for use in cases of emer- 
gency. The charge for readiness to serve in emergency, 
plus the charsre for current used, if any. in such cases, shall 
be unaffected bv anv maximum rate per Irw-hr. or by any 
rate annlioable to regular customers or consumers. 
Bills will be rendered monthly, each month fof one-twelfth oi\ 
the annual charge for readiness to ser^e in emergency, ani 
for anv current actually consumed: E% to be abided to these 
bills if not pafd at the office of the company on or before the 
' 10th of the month. Each and every rule and reeulation of 
tbp crirry-r^r^^T whfrh fs not inconsistent herewith shall be an- 
Dlicable and will be enforced with reference to such service. 
Applicants for such emergency service must make application 
in writing, duly signed, and state therein the character of 
the service which may be required, the full amount of con- 
nected load, and otherwise conform to the rules and regnla- 
tions of this company, anplicable thereto, and agree to abide 
by them and to pay such charges as are provided for or re- \ 
ferred to herein. Proper blanks for such purposes will be | 
supplied by the company upon request. 
When bills remain nnnaid for ^ days after the expiration of the dis- 
count period, service may be discontinued upon giving consumer 
not less than 24 hours' notice. A charge of $1.00 will be made 
for reconnecting a meter upon the same premises. 
The comr»anv reserves the right to require a reasonable cash devosit 
from new consumers in order to guarantee the payment of bills. 
Meters are owned by utility. 

The company makes a charge for the actual cost of labor for con- 
necting consumer's premises with lines. Minimum charge $3.50 

Street lii^bting. 

GbNERAI/! 

439 — 6.6 ampere, a. c. series carbon arc lamps, burning on «n aW- 
night moonlight schedule. Rate $60 per lamp per year. 
Ornamental: 
None. 

OSSEO. 

(Population, 548.) 

OSSEO ELECTRIC COMPANY. 

Method of generation, oil engine. 
Daily operating period, continuous. 



t 
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I Gommercial Hd^htiiig. 

Minimum charge per month $1.00. 
I First 50 kw-hr. per month 15 cts. per kw-hr. 

Next 50 " " " '12.5 " " " 
Next 100 " " " 10 " " " 
All over 200 " " " 8 " " " 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lilgbitiiig. 

Gbnebal: 

32 — 60 watt, 220 volt d. c. multiple tungsten lamps burning from 
dusk to midnight every night. Rate $21.60 per lamp per 
year-. 
4 — 150 watt 220 volt d. c. multiple tungsten lamps burning from 
dusk to midnight every night. Rate $45.60 per lamp per 
year. 
Ornamental: 
None. 

OTTOWA, TOWN OP 

(Waukesha County.) 
MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part II.) 

OWEN. 

(Population, 745.) 

JOHN S. OWEN LUMBER CO. 

Method of generation, steam. 

Daily operating period, dusk to dawn. 

Conunereial Idghtiiig. 

Current, 13 cts. per kw-hr. 

Discount 1 ct. per kw-hr. if paid within 10 days of date of bill. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Ldgbtlng. 
General: 
15 — 6.6 ampere a. c. series carbon arc lamps burning on an all- 
night moonlight schedule. Rate $75 per lamp per year for 
the first 10, $65 for each additional lamp. 
Ornamental: 
None. 

OXFORD. 

(Population, 425.) 

OXFORD ELECTRIC MGffT & POWER CO. 

Method of generation, water power. 

Daily operating period, sunset to midnight and 5 a. m. to daylight. 

Oonmiercial liightins* 

First 30 kw-hr. per month 15 cts. per kw-hr. 

All over 30 kw-hr. per month 10 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street lAghsting. 
General: 
10 — 100 watt, 110 volt d. c. multiple tungsten lamps burning every 
night until midnight. Rate $36 per lamp per year. 
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3—100 watt, 110 volt d. c. multiple gas filled tungsten lamps 
burning every night until midnight. Rate $36 per lamp per 
year. 
Obnamental: 
None. 

PALMTBA. 

(Population, 649 ) 

WISCONSIN GAS & BliBOTRIO OO. 

Method of generation, current purchased. 
Dally operating period, continuous. 

I. STANDARD RATE. 

To customers signing the company's standard forms of contract, 
providing for service for one year ^r more, the - charge for 
electric service shall be computed on the following basis: 
Demand Charge. 

$42.00 per year for each kw. of demand of th6 first 10 kw. 
30.00 " " " " " " " " " next 50 '* 

24.00 " " " " " " " " " next 140 " 

18.00 " " " " " " " in excess of 200 " 

Payable In equal monthly installments, plus an energy cliarge as 
follows: 
Energy Charge, 

4 cts. per kw-hr. for the first 1,000 kw-hr. consumption during 

month. 
3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during 

month. 
2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 

month. 
1% cts. per kw-hr. for the next 40,000 kw-hr. consumption during 

month. 
1.3 cts per kw-hr. for all energy in excess of 50,000 kw-hr. during 
month. 

1. The foregoing rate shall apply to all customers utilizing com- 

pany's electric service for lighting and receiving free rene-wals 
of company's standard lamps. 

2. The foregoing rate less '^^ ct. per kw-hr. shall apply to all cus- 

tomers utilizing company's service and not receiving free re- 
newals of company's standard lamps. 
(A) Electric Lighting: 

1. This service will include: 

(a) Electric energy furnished for lamps and other appliances 
utilized for illumination purposes, except as hereinafter 
specifically exempted. 

(b) Motors and appliances other than lighting equipment where 
provided with a starting apparatus designed to limit the 
initial or starting current to a value not exceeding 2% times 
the full load current, alternating current motors of % h. p. 
when wound for 110 volts and of "^ h. p. when wound for 
220 volts, the aggregate rated capacity of such appliances 
not to exceed 2 kw-hr., will be included in this class when 
used in connection with lighting equipment and when the 
connected load of such motors and appliances does not ex- 
ceed the aggregate rated capacity of lighting equipment. 

2. Should the conditions of use of customer's demand be obviously 

such that he would never earn a lower rate under the Stand- 
ard than under the Increment Rate schedule, the Increment 
Rate schedule set forth in Section II hereof shall apply. (Con* 
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tract form No. 759 — p.) The Increment Lighting schedule is 
optional with the Standard Rate. 

3. In the application of the Standard Rate one integrating watt 

meter only shall be provided for the measurement of energy, 
unless accuracy of measurement requires the installation of 
more than one meter. Where demand meters are installed, only 
one set of meters shall be used, and the arithmetical sum of 
their readings shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 kw. 

or less shall purchase service providing for free lamp renewals. 

(b) In exclusive lighting installations of more than 2 kw. con- 
nected, it is optional with the customer whether he shall take 
the rate providing for free lamp renewals. 

(c) In exclusive lighting installations of more than 2 kw. 
connected and where customer desires to contract for serv- 
ice without free lamp renewals, the energy charge shall be 
^ ct. per kw-hr. less than that provided above and Contract 
form No. 1938-P shall be endorsed "Without Renewals of 
Lamps." 

5. The maximum rate of charge for energy for Lighting Service is 

set forth in Section II. 

6. The following table shows the various contract forms under 

which Commercial Electric Lighting Service is sold, and the ap- 
plication of such forms in the various classes of service: 

Form No. Title Application 

759 — P Contract for Elec- (a) Lighting under Increment 

trie Service. schedule with free renewals of com- 
pany's standard lamps. 

759— P (b) "Short Time" lighting serv- 

ice. 

759 — ^F (c) Not to be used for power 

service. 

1938 — P Contract for Com- (a) Commercial Lighting under 

mercial Electric Standard Rate with renewals of 
Service. company's standard lamps. 

193g — ^p (b) Commercial Lighting Service 

over 2 kw. under Standard Rate, 
without renewals of compaiyr's 
standard lamps when endorsed 
"Without Renewals of Lamps." 

(B) Power: 

1. This service will include: 

(a) Electric energy utilized for motive and heating purposes, and 
miscellaneous lighting service, where the demand arising from 
such miscellaneous lighting service shall not be in excess of 
20% of the total simultaneous demand for lighting and power 
service. 

(b) Stereopticons, moving picture machines, photographers' arc 
lamps and rectifiers shall be classed as power equipment. 

2. In the practical application of the Standard Rate, it is found that 

customers divide themselves generally into two classes — one in 
which the demand and hours' use is so small that they receive 
no advantage under the Standard Rate, and the other class in 
which the Standard Rate results in a lower unit cost than the 
Increment Schedule. In the case of Unlimited, or On-peak Senr- 
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ive, all contracts for demands of 222 kw. or less and 
ing and average use of the demand of about 240 hours per XEXontli 
should be written under the Increment Rate schedule (^CoTMtx&ct 
form No. 1960 — P). Contracts for demands in excess ot 222 
kw. and 240 hours' use per month should be written undejr tlie 
Standard Rate (Contract form No. 1968 — ^P). 

3. Where service for lighting or other application requiring single- 

phase current is desired by customer, to be supplied throusli 
meter measuring energy as polyphase power service, tlie azi.l>al- 
ancing of the phases of the polyphase service arising from, tlie 
use of the service for lighting or other purposes shall not exceed 
10% of the demand in kilowatts contracted for or measmred. 
The power factor of such unbalanced single-phase load sball not 
be less than 75%. Should customer's demand for single-plia.se 
service exceed the above, the same shall be divided as nearly as 
practicable to obtain a balanced condition of the polypliase 
service. Customer may contract for single-phase requirements 
in excess of 10% of polyphase demand as a separate sing^le- 
phase service. Where miscellaneous lighting service is supplied 
through the same meter as "Power" service (B), customer shall 
be required to supply apparatus for rendering available 120 
volts for lighting service, if such be required. 

4. Optional or Increment Rate for Power Service. 

To customers contracting on company's form to use service speci- 
fied as Power for periods of one year or more and who actually 
so use such service, the charge for electric power service shall 
be computed at the following rates: 

First 100 kw-hr. during any month 8 cts. per kw-hr. 

Next 100 " " " " 6 " " 

Next 100 " " " " 5 " " 

Next 300 " " " " 4 " " 

Next 1400 " " " " 3 " " 

All energy in excess of 2,000 kw-hr. during any month 2 cts. 
per kw-hr. 

(a) The foregoing optional rate for power does not include re- 

newals of any incandescent lamps. 

(b) The foregoing rate is subject to the minimum monthly pay- 

ments specified in Section II (B), 3. 

5. The following table shows the various contract forms under which 

Power Service is sold, and the application of such forms to the 
various classes of service: 

Form Title Application 

1960 — P Contract for Electric (a) Power and miscellaneous light 
Power Service. lucre- where demand and energy con- 
ment Rate. sumption are small or less than 

about 222 kilowatts at 240 hours 
per month use of demand. 

(b) "Short Time" power service. 

1968 — P Electric Power Agree- (a) Power and miscellaneous light 
; ment. under Standard Rate. 

(C) Combined Lighting and Power Service: 
This service will include electric energy specified as "Lighting" (A) 
and electric energy specified as "Power" (B), where such com- 
bination service is supplied through the same meter. 
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Special Services 

) Limited or Off-Peak Service: 

The foregoing rates for "Lighting" service (see "A"), "Power" seirict 
(see "B"), and "Combined Lighting and Power Service" (see 
"C") less one-half of the demand charge, shall apply to customers 
contracting to utilize and utilizing the service only at times dur- 
ing the calendar day other than during the hours of the month, 
specified as follows: 

Hours during which service 
Month shall not be used. 

October 5:30 p. m. to 7:00 p. m. 

November 5:00 p. m. to 7:00 p. m. 

December 4:30 p. m. to 7:00 p. m. 

January 4:40 p. m. to 7:00 p. m. 

February ; 5 : 20 p. m. to 7: 00 p. m. 

March 6:00 p. m. to 7:00 p. m. 

1. Customers shall install and maintain in operating condition an 

automatic time switch of the type approved by the company. 

2. Service under the Off-peak Schedule for demands of less than 10 

kw. will not be solicited or recommended, but will be sold on 
application. The saving to the customer is small and the com- 
plication introduced greater than that warranted by the saving 
in cost of service. 
I. In many cases, customers signing Limited service contracts will 
require some service for lighting during the hours that service 
is not available under this schedule. In such cases contract 
shall Include a small demand under the Unlimited service sched- 
ule, and all energy supplied under both schedules shall be meas- 
ured by one meter. In computing the demand charge and the • 
application of the four steps of the demand charge hereto, the 
demand charge for the Unlimited service shall first be computed 
and the charge for the Limited service shall be continuous there- 
j after. For example, if the customer contracts to purchase 10 
kw. of Unlimited service and 50 kw. of Limited service, the 
monthly demand charge is computed as follows: 

10 kw. at $3.50 $35.00 

50 kw. at 1.25 62.50 

i Limited or Off-peak service shall be sold only on annual contracts, 
On-peak service to supplement Off-peak service during the off-peak 
hours shall not be sold at the Short Time or Increment rate. 
5. The following table shows the various contract forms under which 
power service is sold, and the application of such forms to the 
various classes of service: 

Form No. Title Application 

19S4-— P _ Limited electric power (a) Off-peak power service, 
agreement. 

1974— P Combined Unlimited and a) Combined "on" and "off" peak 
Limited electric power power and miscellaneous light-" 
agreement. ing. 

2377— P Combined Unlimited (a) Combined "on" and "oflC" 

electric light and power peak commercial lighting and 
aervica. miscellaneous power. 
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(E) Ten-Seven Service: 

The foregoing rates for "Power" service "B" less three-fourths of thi 
demand charge shall apply to all customers contracting to utilia 
and utilizing company's service only during the hours 10 : 00 p. *** 
to the following 7:00 a. m. Customer shall install and inaint< 
In operating condition an automatic time switch of the type a] 
proved by the company. 
1. Contract form No. 1971 — P shall be used for "Ten-seven" powei 
service. * 

(F) Unlimited Break-down Service: 

The foregoing rates for "Lighting and Power" service (C) under 
Unlimited Service, shall apply for Break-down or Emergency serv- 
ice connections. Since for such service the actual demand is 
unknown, customers shall contract for any demand, and shall be 
limited to the demand as contracted for by an automatic circuit 
breaker, installed and maintained by the customer and approved 
and controlled by the company. It shall be set to open when the 
demand exceeds 125% of the kilovoltampere demand contracted 
for. 
1. Contract form 1969 — P shall be used for "Unlimited Break-down 
Service. 

(G) Limited Break-down Service: 

The foregoing rates for "Lighting and Power" service (C) under 
Limited and Off-peak service, shall be furnished for Break-down 
or Emergency service connections. Since for such service the 
actual demand is unknown, customers shall contract for any de> 
mand, and shall be limited to the demand as contracted for by ^ 
an automatic circuit breaker, installed and maintained by the«^ 
customer and approved and controlled by the company. It shall | 
be set to open when the demand exceeds 125% of the kilovolt-i 
ampere demand contracted for. 
1. Contract form 1970 — P shall be used for "Limited Break-down 
Service." 

II. MAXIMUM RATE FOR LIGHTING SERVICE AND MINIMUM] 

PAYMENT 

A. Maximum Rate for Lighting Service: ■ 

1. Maximum rate of charge for Commercial Electric Lighting Sen- , 

ice (Section 1 "A") during any month shall not exceed: 
First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 " " " " 10 " " " 

Next 100 " " " " 8 " " . ** 

Next 300 " " " " 6 " " " 

All over 600 " " ** " 4 " " 

2. The foregoing rate is subject to prompt payment discount and in- 

cludes free renewals of company's standard carbon filament lamps 
and renewal allowances on tungsten or other special lamps. 

3. Customers may purchase service without lamp renewals. In wiM 

case these rates per kw-hr. shall be reduced % ct. 

4. The foregoing limitation of the maximum rate of charge for Com- 

mercial Electric Lighting service applies only to exclusively com- 
mercial lighting customers and shall not apply to any customer 
purchasing service for Combined Lighting and Power, Break-dowD 
Service, or Combined Unlimited and Limited Service. 

B. Minimum Monthly Payments: 
1. The minimum monthly payments to be made by any customer, 

except customers purchasing exclusively electric lighting serv- 
ice, or power service at the Optional or Increment Power Rate, 
shall be the monthly installment of the annual demand cliarg<e. 
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2. A minimum monthly bill shall be charged of 50 cts. net to cus- 

tomers having connected loads of 300 watts or less, and one 
dollar to customers having connected loads in excess of 300 watts, 
to cover such expenses occasioned by the individual customer as 
billing, inspecting and maintaining meter and service connec- 
tions, etc. In addition to such minimum bill a charge of $1.50 
shall be made for each arc lamp installed. 

3. A minimum monthly bill under the Optional or Increment Rate 

for power shall be a charge of $1.50 for an installation of 2 
h. p. or less, nominal rated capacity, plus 75 cts. for each addi- 
tional li. p. or fraction thereof (or $1 per kw.) nominal rated 
capacity. 

4. A minimum monthly bill for any power customer having an In- 

stallation of 2 h. p. or less and purchasing service either under 
the Standard or under the Optional or Increment Rate, shall be a 
charge of $1.50. 

III. MEASUREMENT OF DEMAND. 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecutive 
minutes during the contract year, subject to the methods of de- 
termining demand hereinafter specified. 

k. Lighting Service: 

1. For lighting installations of 2 kw. or less, the demand shall be 

assessed as 100% of the first 300 watts, plus 66%% of the con- 
nected load in addition to the first 300 watts. 

2. Where the demand is assessed, all sockets not containing lamps 

shall either be removed or sealed by the company, or counted at 
50 watts each. 

3. For installations of over 2 kw. the demand shall be measured by 

permanently installed demand meters, or by monthly readings 
taken during the normal peak demand of the service. Such 
readings, may be ascertained at the option of the company by 
counting revolutions of the watt meter disc, or by printing quar- 
terly hourly readings of the watt-meter, or by a graphic record- 
ing watt-meter, or by the so-called Wright demand meter. 

B. Power Service: 

1. The maximum demand upon which the monthly charge for Power 

service (see B) is based, shall not be less than 75% of the high- 
est demand ascertained during the period of twelve months 
ended with the current month. 

2. For power installations of 2 kw. connected or less, the demand 

shall be assessed as 75% of the connected load, as indicated by 
the manufacturer's rating. 

C. Temporary Assessment of Demand: 

In installations in excess of 2 kw. connected, where customer is 
connected for service during a month during which the maxi- 
mum measured demand shall be less than the probable demand 
obtaining during November, December, January and February, 
the demand will be assessed in accordance with the following 
rules, and such assessed demand will be corrected as soon as 
the actual demand for the year has been measured, and the 
difference in the demand rate billed upon the assessed or 
estimated demand, and the demand rate based upon the actual 
or measured demand shall be credited to the customer or paid 
by the customer as the case may be. 
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1. In Class "1" customers (Lighting Service) the assessed demand 

shall be determined as follows: 

100% of the first 300 watts connected. | 

66%% of the next 1,700 watts connected. . 

55% of all in excess of the first 2,000 watts connected. ' 

Class "1" customers shall Include all lighting customers except; 

those designated as Class "2." 

2. In Class "2" customers (Lighting Service) the assessed demand: 

shall be determined as follows: 
100% of the first 300 watts connected. 

66%% of the next 1,700 watts connected. 

40% of all in excess of the first 2,000 watts connected. 
Class "2" customers shall consist of federal and county buildings, 
churches and missions, hotels and clubs, factories (including 
small industrial establishments such as machine shops, car- 
penter shoDs. blacksmith shops, tin shops and ci^ar factories 
closing not later than 6 p. m.), private and parochial schools, 
grain and tobacco elevators and warehouses, freight and stor- 
apre warehouses, stables and garages, both private, boarding 
and livery, and furniture stores occupying two or more floors 
above street level. 

3. In Cln^s "J?" (Power Service) the assessed demand shall be 

determined as a percentage of the total connected load as indi- 
cated by the manufacturer's rating: 
Where instpllations are under 10 h. p. 75%. 
Where installations are over 10 h. p. and less than 50 h. p. B^^o- 
Where installations are over 50 h. p. 55%. ' 

4. If customer's connected load is permanently decreased, the Demand 

Charere shall be reduced accordingly. Where customer's con- 
nected load is 2 kw. or less, the demand shall be reassessed. If 
customer's load is in excess of 2 kw., the demand Is determined 
by measurement and the time at which the change in connected 
load occurs will influence the basis upon which the new demand 
charge will be determined. If the customer's connected load is 
reduced prior to December 15 of the customer's contract year, ; 
the demand may be remeasured and the new demand so ascer- 
tained be taken as the basis of the Demand Charge for the re- 
maining nortion of the customer's contract year. If the cus- 
tomer's Installation be reduced subsequent t6 December 15 of 
the customer's contract year, then the new demand charge flhall 
be determined unon the basis of the temporary assessed demand, 
as nrovided in the preceding paragraphs, and such assessed de- 
mand will continue to be the basis upon which the customer 
shall be billed for service until a new demand shall be ascertained 
by measurement during the months of November, December, \ 
January and February following. 

IV. RESIDENCE LIGHTING SERVICE 

To customers contracting for Residence Electric Service with free 
renewals of comnanv's standard lamps for periods of one year 
of more, the following rate shall apply: 
(a) Primary Cltarqe of 12 cts. per kw-hr. for: 

1. The first 4 kw-hr. consumed per month for each of the first 

four active rooms. 

2. The first 2*^ kw-hr. consumed per month for each of the active 

rooms in excess of the first four. 
All rooms excent the following shall be computed as active: 
Three rooms < which are primarily or may be used as W 
rooms, including therein finished attic or garret room), bft^' 
rooms, basements, garrets, closets and back porehr 
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(b) Secondary Charge of 5 cts. per kw-lir. for all energy consumed 
per montli in excess of that paid for at the primary rate in (a) 
up to a total of 7 kw-hr. consumed per month per active room. 

(c) Tertiary Charge of 2 cts. per kw-hr. for all energy consumed per 
month In excess of that paid for at Ihe primary rate (a) and 
secondary rate (b) or for all energy consumed in excess of 7 
kw-lir. per active room per month. 

1. The quantity of energy paid for at the primary rate (a) is not 

included in the energy computed at the secondary rate (b) or 
at the tertiary rate (c). 

2. In determining the number of active rooms, all rooms whether 

containing lights or not shall be counted, except the follow- 
ing: three rooms (which are primarily or may be used as 
bedrooms, including therein finished attic or garret rooms), 
. bathrooms, basements, garrets, closets and back porch. 

3. A room used as a children's nursery or work room and contain- 

ing a couch sometimes used as sleeping quarters Is not classed 
as a bedroom. 

4. Halls and hallways used and furnished as living rooms and hav- 

an area In excess of 120 square feet are classed as active 
rooms. 

5. A part of a room not cut off by partition and door, which la 

generally known as an alcove, shall not be counted as an addi- 
tional active room unless it Is furnished and used for a dis- 
tinctly* different purpose or its area exceeds 33%% of the total 
area of the room and alcove. 

6. Front, side and back porches, with or without lights, are not 

classed as active. Back porches are specifically excepted in 
rate schedules, as, in many cases, they are enclosed and used 
as a summer kitchen, or dining room, and as such might be 
taken as a room. 

7. Where service for a bam or garage is supplied through the 

same meter as that through which service for the residence is 
supplied, all active rooms in garage or bam are added to those 
of the house and the rate applied. 

8. Where separate meters are supplied, a garage or bam shall be 

treated as a separate residence. 

9. All classes of domestic heating and power consuming devices 

may be supplied through the meter by which the lighting serv- 
ice Is measured, in which case this rate shall apply 

Battery charging outfits, refrigerating outfits, nonportable air 
compressors or vacuum cleaners, or similar apparatus hot 
in use between the hours of 4:30 p. m. and 8:80 p. m., may 
be supplied through the residence meter. 

Motors and other power consuming devices, when connected to 
residence service meter, must conform to the following rales: 

All such motors and devices must be equipped with starting and 
regulating apparatus to limit automatically the initial cur- 
rent in starting to an amount not exceeding 2^2 times the 
full load current as determined by manufacturer's rating. 
Motors or other devices having a rated capacity greater than 
% kw. shall be wound for 240 volts and customer shall 
arrange building wiring and meter loops for three-wire serv- 
ice and meter. 

10. Elevators and wireless telegraph apparatus using service inter- 

mittently shall not be supplied at residence rates or from 
residence service connection. Such apparatus must be sunplied 
from power mains and where a special extension of power 
service is required, customer shall pay the cost of the neces- 
sary extension in accordance with the rules of the company 
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governing such extension of service. Customer shall contract 
for service for such apparatus as the company's power rates. 
11. In apartment houses, each apartment shall be classed as a separ- 
ate residence. The public portions of the building, such as 
hallways, elevatqi^, and enclosures, public dining rooms and 
kitchens, pantries, etc., connected therewith shall be treated 
separately. Service for such portions of the buildings may be 
purchased either under the Residence Rates (IV) or the Stand- 
ard Commercial Lighting Rates (I — A) at the option of the pur- 
chaser. If service is furnished at the Residence Rate (IV), the 
energy charge to be paid for monthly at the primary rate 
shall be computed upon the basis of one active room per floor 
(exclusive of basement), multiplied by the number of main 
entrances to the building, plus the rooms used as kitchens, 
building storerooms, pantries, dining rooms and ofllces. The 
active rooms in janitor's quarters, if supplied through the 
same meter' as public portions of the building, shall be added. 
Janitor's quarters metered separately shall be treated as a 
Separate residence. 

12. The Residence Schedule shall not be applied to any apartment 
house wherein the landlord or agent is billed for the entire 
service consumed in the building and rebills the service 
to the occupants of the apartments. In such cases, the Incre- 
ment Lighting Rate (II) shall be used. 

13. The Residence Schedule shall not be applied to customers whose 

practice it is to have service cut off during the summer months. 
It shall be applied to only those who sign contracts providing 
for service by the year and who pay at least the minimum 
monthly payment provided for in the contract. VThen com- 
pany is unable to read meters for any month or months, the 
quantity of energy to be paid for monthly at the primary rate 
shall be increased pro rata. 

14. Customers occupying a portion of a business building as & 
residence may combine residence service with commercial light- 
ing service through one meter. In no case, however, shall the 
Residence Rate be combined with the Commercial Lighting 
Rate and Residence Rates cannot be applied to such combina- 
tion service. 

D. Minimum Payments: 

To customers executing company's standard form of residence light- 
ing contract at foregoing rates and using the service for periods 
of one year or more, the minimum charge shall be 50 cts. per 
month net. 

E. The following shows the various contract forms under which resi- 

dence service is sold and the application of each form: 

Form No. Title Application 

1939 — P Contract for Residence Residence service for periods of 
Lighting Service. one year or more, Standard 

Rate. 
2399 — ^P Short Time Residence Short time residence electric light- 
Electric Lighting ing service. 
Service. 

V. DISCOUNT FOR PROMPT PAYMENT 

1. On bills paid at the office of company or its authorized collection 

agencies within ten days of date of bill, a discount of 5% on the 
first $25.00 on all bills and 1% on amounts in excess of |25.(W 
will be given. 

2. On bills for electric service supplied to the federal, county and 

city governments, paid at the office of the conapany, or Ita 
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authorized collection agencies, within sixty days of date of hill, 
the prompt payment discount provided for in the contract under 
which such service is sold will be allowed. 

VI. SHORT TIME RATES 

To customers obtaining service for periods of less than one year and 
subject to a charge for the cost of connection and disconnection 
of service and meter, the charge for electric service shall be com- 
puted according to the following schedules and with the prompt 
payment disco-.mt set forth in Section VI, applying thereto, viz: 

A. CoMMERCiAi. Lighting Service: 

First 100 kw-hr. during any month 12 cts. per kw-hr. 

Next 100 " * 10 " 

Next 100 " " " " 8 " 

Next 300 " 6 " 

All energy in excess of 600 kw-hr. during any month 4 cts. per 
kv<r-hr. 

1. The foregoing rate includes free renewals of company's standard 

incandescent lamps and renewal allowances on tungsten or other 
special lamps. 

2. When free renewals of company's standard lamps or renewal 

allowances on tungsten or other special *lamps are not obtained 
by customer, contract for service shall be endorsed "without 
lamp renewals," and the foregoing rate shall be reduced % ct. per 
kw-hr. ^ 

3. For reconnection of meter for the same customer upon the same 

premises a charge of $1.50 shall be made. 

B. Residence Lighting Service: 

1. The rate per kw-hr. for short time residence electric lighting serv- 

ice, subject to the minimum monthly payment of 50 ct3. during 
any month, shall not exceed 12 cts. 

2. The foregoing rate includes free renewals of company's standard 

incandescent lamps and renewal allowance on tungsten or other 
special lamps. 
' 3. For reconnection of meter for the same customer upon the same 
premises a charge of |1.50 shall be made. 

C. Power Service: 

First 100 kw-hr. during any month 8 cts. per kw-hr. 
Next 100 " " " " 6 " 

Next 100 " " " ** 5 " 

Next 300 " " " " 4 ** 

All energy in excess of 600 kw-hr. during any month 3 cts. per 
kw-hr. 

1. The foregoing rate is subject to the minimum monthly payment 

specified in Section II. 

2. For the reconnection of meter for same customer upon the same 

premises a charge of $1 50 shall be made. 

VII. RENEWALS OF STANDARD INCANDESCENT LAMPS 

^- To entitle customers to free renewals of company's standard car- 
bon filament incandescent lamps or to allowances on the renewals 
or tungsten or other special lamps, the first installation of such 
lamps or any increase thereof, shall be purchased from the com- 
pany by the customer at the company's published prices. 

2. Company will sell incandescent lamps to its electric service cus- 
tomers only in accordance with the schedules filed with the 
Railroad Commission. 

23— E. R. 
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VIII. RENTAL OF METERS 

A. In case the customer desires integrating watt meters installed to 

measure the consumption of electrical energy by various floors, 
departments, or tenants, company will install such meters upon 
yearly contracts and charge therefor the following: 

Charge for Installation 

Annual rental charge 
Additional payable in 12 equal 

Size and type One meters Installed monthly instaUments 

of meter. meter. at same time as or otherwise 

first meter, each as agreed npoD. 

Single Phase and 

Direct Current: 

10 amp. and smaller $1.00 $0.50 $ 3.00 

15 amp. to 75 amp 1.50 .75 6.00 

100 amp. to 300 amp 3.00 1.00 12.00 

3 Phase Meters: 

5 amp. to 25 amp 1.50 .75 6.00 

50 amp. to 150 amp 3.00 1.00 12.00 

The company will not obligate 'itself to supply the readings of the in- 
dividual meters, nor assume any responsibility for their accuracy. 

B. Should customers desire rented meters tested and report thereon 

made, the company will make such test and report and charge 
therefor the following: 

Charge for Testing and Report 

Additional nieten? tested 
Size of meter. One at same time as 

* meter. first meter, each. 

5 amp. to 25 amp $2.00 $1.00 

40 amp. to 150 amp 2.50 1.50 

Meters are owned by the utility, . 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 

30 — 100 c. p. gas filled tungsten lamps burning all night every 
night. Rate: first 25 lamps $26 per lamp per year; each ad- 
ditional lamp $22.50 per year. 
Ornamental: 
None. 

PABDEEVILLE. 

(Population, 987.) 

PARDEBVILIiE ELECTRIC LIGHT PLANT. 

Method of generation, steam and hydraulic. 

Daily operating period, sunset to noon with interruptions after sunrise. 

Conunercial Lighting. 

Minimum monthly bill, $1.00. 

First 60 hours' use of connected load per month, 10 cts. per kw-hr. 
Next 60 hours' use of connected load per month, 8 cts. per kw-hr. 
All in excess, 6 cts. per kw-hr. 
The minimum monthly charger for motion picture machines is 60 

hours' use of the maximum demand. 
Discount 10% if paid before 3rd of the month. 

Service will be discontinued if bills are not paid by the 20th of the 
succeeding month. 
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For reconnection of .meter for the same consumer upon the same 

premises a charge of $1.00 is made. 
A deposit may be required to jruarantee payment of bills. 
Meters are owned by the utility. 
No cliarge is made for connecting consumer's premises with lines. 

Street Ijigbting. 
General.: 

3 — 5 ampere, 220 volt, d. c. multiple carbon arc lamps, burning on 

a moonlight all-night schedule. Rate $70 per lamp per year. 

49 — 40 watt, 220 volt d. c. multiple tungsten lamps burning on a 

moonlight dusk to 11 p. m. schedule. Rate $12 and $15 per 

lamp per year. 

OrN AMENTA!. : 

None. 

PARK FALLS. 

(Population, 1,972.) 

PARK FAIiLiS WATER, LIGHT & POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 
Minimum monthly charge, $1.00. 
Current 12 cts. per kw-hr. 
For quantity consumed, the following discounts will be allowed: 
Bills of from $5.00 to $10.00 per month, 5% discount. 

10.00 " 20.00 " 10% 

20.00 " 30.00 " 15% 

30.00 " 40.00 " 20% " 

40.00 " 50.00 " 25% 

50.00 " 75.00 " 30% 

. " " 75.00 " 100.00 " 35% 

" 100.00 " 125.00 " 40% 

" 125.00 " 150.00 " 45% 

" 150.00 and over " 50% 

5% cash discount allowed for all of above rates if bill is paid 
within ten days. 
A deposit from $2.00 to $10.00, which will bear interest at 6%, 
may be required to secure payment of bills. 
Meters are owned by the consumers. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 
25 — 5 ampere, 110 volt d. c. multiple carbon arc lamps burning 
every night from dusk to 1 a. m. Rate: 10 lamps at $100 
each per year and 15 lamps at $90 each per year. 
2 — ^100 watt, 110 volt d. c. multiple gas filled tungsten lamps 
burning every night from dusk to 1 a. m. Rate $15 per 
lam^ per year. 
6 — 100 watt, 110 volt d. c. multiple tungsten lamps burning every 

night from dusk to 1 a. m. Rate $15 per lamp per year. 
5 — 150 watt, 110 volt d. c. multiple tungsten lamps burning every 
night from dusk to 1 a. m. Rate $22.50 per lamp per year. 
1 — 400 watt, 110 volt d. c. multiple tungsten lamp burning every 
night from dusk to 1 a. m. Rate $60 per year. 
Ornamental: 
None. 
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PEPIN. 

(Population, 397.) 

PEPIN ELECTRIC COMPANY. 

Method of generation, oil engines. 
Daily operating period, continuous. 

C<Hniiierciail Lighting and Power. 

Minimum charge per month $1.00. 

First 20 kw-hr. per month, 15 cts. per kw-hr. 

Next 20 ' 12 " 

All over 40 kw-hr. per month 8 cts. per kw-hr. 
There is a reconnection charge of $1.50 to cover the disconnection 
and reinstallation of service to a consumer upon the same prem- 
ises. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises i^itli lines. 

Street Ugbting. 
General: 
18 — 60 watt, HO volt d. c. multiple tungsten lamps burning on a 
moonlight dusk to 11 p. m. schedule. Rate $24 per lamp per 
year. 
5 — 300 watt, 110 volt d. c. multiple gas filled tungsten lamps burn- 
ing on a moonlight dusk to 11 p. m. schedule. Rate $24 per 
lamp per year. 
Orxamental : 
None. 

PESHTIOO. 

(Populati6n, 1,975.) 

THE PESHTIGO LUMBER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 
Minimum monthly charge ,$1.00. 

10 cts. per kw-hr. for the first 30 kw-hr. use. 
7 " " " second 60 

4 " " " all above the first 90 kw-hr. 

Flat Rates: 

Interior Lighting. 

First 10 lamps in residence, 20 cts. per month; all over 10, 15 cts. 
each month. 

Railway offices 35 cts. per month. 

Other offices 25 " 

Stores, saloons, and business places 40 ** 

Churches 6 " 

Society halls 10 " 

Private barns 20 " 

Liivery barns 25 

Signs, inclosed, for business places 40 

Signs, inclosed, for society halls 15 

These rates are for night service only. All above lights to be 
60 watts or less 

Commercial Power. 

A service charge of 50 cts. per month for each h. p. of nominal 
rated capacity for motor or less, and 
3i/^ cts. per kw-hr for installation of 20 h. p. or less; 



ft 



ELECTRIC RATES.] — 357 — [PHUJJPS 

3 cts. per kw-hr. for installations of over 20 h. p. and under 

50 li. p.; 
2^ cts. per kw-hr. for installations of 50 h. p., and under 75 h'. p. 
2 cts. per kw-hr. for installations of 75 h. p. and under 200 h. p. 
Addition AX. Power Rates: 

Rate for current taken at high tension switch board for trans- 
mission is % of a ct., and 1 ct. per kw-hr. 
Electric fiatirons, 50 cts. per month. 

Electric fans In residences (8" to 12"), 50 cts. per month. 
Meters are furnished by the company, but the cost of installation 

must be paid by the consumer. 
A charge of $0.30 per hour for labor is made for connecting consum- 
er's premises with lines. 

Street Ijigliting. 
General : 

12 — 400 watt, 125 volt a. c multiple gas filled tungsten lamps burn- 
ing on a moonlight all-night schedule. Rate $50 per lamp 
per year. 

33 — 100 watt, 125 volt a. c. multiple gas filled tungsten lamps burn- 
ing on a moonlight all-night schedule. Rate $10 per lamp 
per year. 

ORNAltf:ENTAL: 

None. 

PEWAUKEE. 

(Population, 749.) 

MIIiWAUKEE MGHT, HEAT & TRACTION CO. 

(For commercial rate schedule see M. L. H. & T. Co., Milwaukee 
Part II.) 

Street Liigbting. 
Genebai.: 

25 — 4 ampere d. c. series magnetite arc lamps burning every night 

until midnight. Rate $60 per lamp per year. 
19 — 60 c. p., 6.6 ampere d. c. series gas filled tungsten lamps burn- 
ing every night until midnight. Rate $18 per lamp per year. 
Ornamental: 
None. 



PEWAUKEE, TOWN OP 

(Waukesha County.) 

MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part II and 
Part III.) 

PHILLIPS. 

(Population, 1,948.) 

PHILLIPS LIGHT, WATER, HEAT Sk POWER CO. 

Method of generation, steam. 
Daily operating period, continuous. 

€k>mmercial Lighting. 

Meter Rates: 
Minimum monthly bill $1.00, plus meter rent 25 cts. 
Current, 12 cts. per kw-hr. 
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Discount as follows, applies if payment is made at the ofllce by 

the 15th of the month. 

Monthly bill $1.00 to $5.00 discount 5% 

5.00 " 10.00.... " 10% 

10.00" 15.00 " 15% 

" 15.00" 20.00 " 20% 



20.00" 25.00 " 25% 



25.00 " 30.00 " 30% 






30.00" 35.00 " 35% 

35.00" 40.00 " 40% 

40.00" 45.00 " 45% 

45.00" 50.00 " 50% 

50.00 and over " 50% 

. Meters are owned by the utility. 

No charge is made for connecting consumer's premises witli lines. 

Street Lighting. 

General: 
29 — 6.6 ampere a. c. series carbon arc lamps burning on an e'v^er?" 
night dusk to midnight 4:30 a. m. to daylight scliecliile. 
Rate $84 per lamp per year. 
4 — 400 c. p. 15 ampere a. c. series tungsten lamps, same burxiingr 
schedule as above. Rate $84 per lamp per year. 
Ornamental: 
None. 

PINE BIVEB. 

(Population, 136.) 

PINE RIVER ELECTRIC FLANT. 

Method of generation, water power. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $1.00. 

Current 15 cts. per kw-hr. 
Meters are owned by the utility. 

A charge for the wire used is made for connecting consumer's prem- 
ises with lines. 

Street Lighting. 

None. 

PLAINFIELD. 

(Population, 723.) 

L. STARKS LIGHTING & MILLING CO. 

Method of generation, gas power. 

Daily operating period, dusk to midnight. 

Commercial Lighting. 

Minimum charge per month, $0.75. 

First 30 kw-hr. per month 15 cts per kw-hr. 

All over 30 kw-hr. per month 10 cts. per kw-hr. 
Meters are owned by the consumers and utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

18 — 1000 watt, 110 volt a. c. multiple gas filled tungsten lamps 
burning on a moonlight midnight schedule. Rate $70 i>er 
lamp per year. 
Ornamental: 
None. 
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PLATTEVILLE. 

(Population, 4,452.) 

INTERSTATE LIGHT & POWER CO. 

Method of generation, steam plant at Galena, 111. 
Daily operating period, continuous. 

Commercial Ijighting. 

SCHEDULE "A." 

These rates are for commercial lighting and small power users 
having a connected motor load of ^ h. p. or less, and any 
miscellaneous electrical devices (including cooking or heating 
devices) cojinected to lighting circuits. 

15 cts for the first 20 kw-hr. used during any one month. 

12 " " next 30 " " " the same " 
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8 " for all in excess of 100 kw-hr. used during the same month. 
Subject to a discount of 10% if paid on or before the 10th day of 

the month succeeding that in which current is consumed. 
The minimum charge is $1.00 per month. 
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SCHEDULE "B 

Arc Lamps fob Stores and Business Places: 

This schedule provides for the installation and maintenance of 
arc lamps by the company (not including wiring). Arc lamps 
can be used on the same circuits with other lighting, small 
po^wer loads having a connected motor load of y^ h. p. or less, 
and any miscellaneous electrical services. 

15 cts. for the first 20 kw-hr. used during any one month. 

12 ." " next 30 " 
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8 " for all in excess of 100 kw-hr. used during any one month. 
Subject to a discount of 10% if paid on or before the 10th day 

of the month succeeding that in which current is consumed. 
The minimum charge for current consumed under this schedule 

is $2.00 per month per arc lamp installed. 
In addition to the above charges and monthly minimum guar- 
antee for current consumed, a net charge of 50 cts. per arc 
lamp installed is made monthly, to cover the cost of main- 
tenance and trimming. 

SCHEDULE "C" 

"Window Lighting. 
This schedule is for yearly contracts witti lamps burning from 
dusk until 10:00, 10:30, or 11:00 at night, where the lamps 
are turned on and off by the company, and a separate circuit 
with switch is provided for same by the consumer. This 
schedule is based on an average of 5, 5^/^, and 6 hours of 
burning every night throughout the year, and upon the follow- 
ing watt rating of lamps: 

Carbon Lamps. Tungsten Lamps. 

2 c. p 14 watts 25 watts 

4 c. p. 20 watts 40 watts 

8 c. p 32 watts 60 watts 

16 c. p 56 watts 100 watts 

32 c. p 110 watts 



FliATTEVIIiLE.] — 360 — [WIS. R. R. COMM> 

This special rate is made only to consumers who use tlie com- 
pany's service for lighting the interior of the same store or 
office. 

Current, 7^ cts, per kw-hr. 

Subject to a discount of 10% if paid on or before the lOtli day 
of the month succeeding that in which current is consumed. 

The minimum charge is $1.00 per month. 

In cases where the consumer does not use the company's service 
for lighting the interior of the same store or office, tlie con- 
sumer will be charged for window lighting as per schedule 
"A." 

No free renewals of any kind of incandescent lamps are furnished 
under this schedule. 

SCHEDULE "D" 

Illuminated Signs: 
"D — r' Company Furnishes Signs: 
Under this schedule the company furnishes and installs the sign 
and after 24 months continuous use the sign becomes the 
property of the consunier. The company furnishes free lamp 
renewals and turns sign on at dusk and off at 11:00 o'clock 
every night during the entire year. 

SECTIONAL LETTER SIGNS: 

2 c. p. carbon lamps, 18 cts. per month per lamp. 

4 c. p. carbon or tungsten lamps, 20 cts. per month, per lamp. 

PANEL signs: 

4 c. p. carbon or tungsten lamps, 36 cts. per month per lamp. 
8 c. p. carbon lamps, 50 cts. per month per lamp. 
Subject to a discount of 10% if paid on or before the 10th day of 

the month succeeding that in which current is consumed. 
After 24 months continuous use of sign, consumer pays for current 
consumed as per Schedule "D — 2." 
"D — 2" Consumer Owns Sign. Company Furnishes Free Lamp Re- 
newals. 
Under this schedule the consumer furnishes and installs his own 
sign and the company turns sign on at dusk and off at eleven 
o'clock every night the entire year. The company fur- 
nishes free lamp renewals and charges consumer for cur- 
rent at the following rates: 
2 c. p. carbon lamps, 12 cts. per month per lamp. 
4 c. p. carbon or tungsten lamps, 14 cts. per month per lamp. 
8 c. p. carbon lamps, 20 cts. per month per lamp. 
Subject to a discount of 10% if paid on or before the 10th day of 
the month succeeding that in which current is consumed. 

SCHEDULE "B" 

Cooking and Heating by Electricity: 
For the benefit of consumers desiring to use electricity for cook- 
ing and heating purposes, the company furnishes current at 
the following very low rate, provided the consumer arranges 
his wiring for such purposes on a separate circuit direct 
from the house service in such a manner that the company 
can install a separate meter for the same. 
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Current, 7 cts. ^er. kw-hr. 

Subject to a discount of 10% if paid on or before the 10th day of 

the month succeeding that in which current is consumed. 
The minimum charge is $1.50 per month. 

Commercial Poiver. 

SCHEDULE "F" 

Wholesale Power Rates: 
To Mines, Factories, Yillages, Etc., for Monthly Consumption of 

Electricity. 
Quantities. Hates per kw-hr. 

Up to 100 kw-hr. inclusive. $0.08 

For excess over 100 and up to 300 kw-hr $0 . 07 

For 300 kw-hr .0735 

For excess over 300 and up to 500 kw-hr .06 

For 500 kw-hr .068 

For excess over 500 and up to 700 kw-hr .05 

For 700 kw-hr .0628 

For excess over 700 and up to 1,000 kw-hr .04 

For 1,000 kw-hr .056 

For excess over 1,000 and up to 5,000 kw-hr .035 

For 5,000 kw-hr .0392 

For excess over 5,000 and up to 15,000 kw-hr — .03 

For 15,000 kw-hr .033 

For excess over 15,000 and up to 30,000 kw-hr. . .025 

For 30,000 kw-hr .029 

For excess over 30,000 and up to 50,000 kw-hr.. 0.0238 

For 50,000 kw-hr 0.0269 

For excess over 50,000 and up to 80,000 kw-hr. . .0225 

For 80,000 kw-hr .0253 

For excess over 80,000 kw-hr .02 

The rates in this schedule are not subject to any discount. The 

minimum monthly charge is $1.00 per h. p. of motors installed. 
The company may require a deposit or satisfactory bond of de- 
linquent consumers to insure the payment of future bills. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
Geneeal: 

14 — 3.5 ampere, a. c, series, carbon arc lamps, burning upon an 

all-night every-night schedule. Rate $75 per lamp per year. 
212 — 40 c. p., 3.5 ampere, a. c. series gas filled tungsten lamps; 
burning on an every-night midnight schedule. Rate $17 per 
lamp per year. 
Ornamental: 
None. 

PLEASANT PSAIBIE, TOWN OF 

(Kenosha County.) 

WISCONSIN GAS & ELECTRIC COMPANY. 

(See rural rate schedule for Town of Geneva.) 
Street Lighting. 
None. 

PLYMOUTH. 

(Population, 3,094.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

^aily operating period, continuous. 
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Oommercial lighting. 

Minimum monthly hill, $1.00. 

Current, 10 cts. per kw-hr. 

lO^^c is added to bill if not paid by the 10th of the montli. 

Commercial Power. 

First 50 kw-hr. per month 8 cts. per kw-hr. 
Next 50 " " " 7 " " 

Next 50 6 " " 

Next 50 " " " 5 " " 
Next 50 " " " A " " 

All over 250 " " " 3 " " 

For each motor of 1 h. p. and less (nominal rated capacity) a mini- 
mum charge of $1.00 per month is made. For each, motor of 
over 1 h. p. a minimum charge of $1.00 per month is made for 
teach h. p. or fraction thereof of nominal rated capacity of motor 
or motors installed. 

A discount of 5% is allowed on bills paid on or before the lOtli of the 
month. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises i^itb lines. 

Btreet Lighting. 

General: 

78 — 4.5 ampere, d. c, series magnetite arc lamps, burning practi- 
cally all night. Rate $60 per lamp per year. 
Ornamental: 

None. 

PORTAGE. 

(Population, 5,440.) 
PORTAGE ELECTRIC LIGHT COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Business houses using light until 10 and 12 o'clock: 
First 30 kw-hr. 10 cts. per kw-hr. 
Second 30 " 8 " 
Over 60 " 6 " ' " " 
Business houses using light until 8 and 9 o'clock: 
First 30 kw-hr. 10 cts. per kw-hr. 
Second 30 " 9 " 
Over 60 " 8 " 
Halls f churches, lodge rooms, school houses, residences: 
First 30 kw-hr. 12 cts. per kw-hr. 
Second 30 " 11 " 
Over 60 " 10 " 
Electric theaters: 

Current 10 cts. per kw-hr. 
Flatiron rate in laundries and factories: 
Service charge of 50 cts. per month 500 watts installation plus 
a charge for current of 5 cts. per kw-hr. 
Wholesale Lighting R te for customers using 1500 kw-hr. or 
more per month, of 110 or 220 volts, 60 cycle, single phase cur- 
rent for lighting purposes. This rate shall consist of a demand 
charge, and energy charge and a discount for prompt payment 
Demand charge: 

The kw. demand charge shall be $1.00 per kw. per month for 
each kw. of demand as measured during any preceding 30 
minute interval of the year, the demand to be measured by 
an approved form of demand indicator. 
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Energy charge: 

For the first 1500 kw-hr. used in any one month 4 cts. per kw-hr. 
Fof all energy used in any one month in excess of 1500 kw-hr. 
3 cts. per kw-hr. 
Discount: 

The total monthly bill shall be subject lo a discount of 5% on 
the first $25.00 and 1% on each additional dollar or frac- 
tion thereof for payment within 10 days from date issued. 

Comiii'ereial Power. 

Service charge: 

$1.00 per h. p. per month for maximum amount of power de- 
manded based on the following percentages of the rated h. p. 
connected : 

Where installation is under 10 h. p. (only 1 motor) 100% 

10 " (more than 1 motor) . 75% 

" from 10 h. p. to 50 h. p 65% 

" over 50 h. p 55% 

Current Charge: 

First 500 kw-hr. 4^ cts. per kw-hr. 

Second 500 " 4 " " 

Third 500 " 3^^ " " 

All over 1,500 " 3 " " 

The above rate applies to 1 h. p. maximum demand and over. 
Small motors on regular lighting circuits, regular lighting rates. 
Off-Peak Power. 

Service not to be used after 5 p. m. ^ 

Service Charge $1.00 per h. p. per month based on the following: 
percentages of the rated h. p. connected: 

Where installation is under 10 h. p. (only 1 motor) 100% 

10 " (more than one motor) 75% 

from 10 h. p. to 50 h. p 65% 

over 50 h. p 55% 

Energy Charge: 

First 2000 kw^hr. per month 3 cts. per kw-hr. 
All over 2000 kw-hr. per month 2.5 cts. per kw-hr. 
Seasonal Power. 

Power not to be used during November, December, January and 

February. 
Motors must be disconnected for at least three months. 
No service charge during November, December, January and Feb- 
ruary. Energy charge same as for regular power service. 
Rate to Street RailWay. 

$1.00 per kw reservation charge. 

Current lH cts. per kw-hr. measured at station bus bars. 

All electric light bills which are figured at any standard rate» 
rates 1 to 4, both inclusive, as shown on our regular lighting 
bill forms, will be subject to a discount of 1 ct. per kw-hr. on 
the first 30 or less kw-hr. for payment within 10 davs from 
date. 

All power bills which are figured at the standard rate, as shown 
on the back of the regular power bill forms, will be subject to 
a discount of 10% on the current charge only, but in no in- 
stance is the discount to be given on any special power rates 
which have a lower energy rate than the standard. 

Service will be discontinued if the bills are not paid inside of 40 
days. 

For reconnection of meters for the same consumer upon the same 
premises a charge of $1.00 will be made. 
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The company reserves the right to require a deposit of sufficient 

amount to guarantee the payment of monthly bills. 
Failure on the part of a consumer to receive a bill by mail or to 
have a collector call, will not exempt a consumer from tlie 
rule. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

62 — 6.6 ampere a. c. series carbon arc lamps burning all night every 

night. Rate |70 per lamp per year. 
47 — 60 c. p., 6.6 ampere a. c. series gas filled tungsten lamps burn- 
ing all night every night. Rate $30 per lamp per year. 
8 — 600 c. p.. 6.6 ampere a. c. series gas filled tungsten lamps 
burning all night every night. Rate $70 per lamp per 3rea.r. 
Ornamental: 
None. 

PORT EDWARDS. 

(Population, 758.) 
NEKOOSA-EDWARDS PAPER COMPANY. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Oommercial Lighting. 

10 cts. per kw-hr., with 20% discount if bills are paid on or before 
the 15th of the month. 

Commercial Power. 

Minumum charge per month 80 cts. 

Current, 3 cts. per kw-hr. with 20% discount if bills are paid on 
or before the 15th of the month. 

Rates for Electric Heating and Cooking. 

Minimum charge per month, 80 cts. 

Current, 3 cts. per kw-hr. with 20% discount if bills are oaid on 
or before the 15th of the month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

30 — 60 watt, 220 volt, a. c. multiple tungsten lamps, burning from 
dusk to 12:00 p. m. and from 5:00 a. m. to daylight, on a 
moonlight schedule. Current metered at 10 cts. per kw-hr., 
with discount of 20%. 

20 — 150 watt, 220 volt, a. c, multiple tungsten lamps, burning from 
dusk to 12:00 p. m. and from 5:00 a. m. to daylight, on a 
moonlight schedule. Current metered at 10 cts. per kw-hr., 
with discount of 20%. 
Ornamental: 

None. 

PORT WASHINGTON. 

(Population, 3,792.) 

MUNICIPAIi PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 
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Ck>iiiinercial Iiighting. 

Minimum monthly bill, 75 cts. 
Residences, 8 cts. per kw-hr. 
Business, 7 cts. per kw-hr. 
Meter rent, 10 cts. per month. 

Gommercial Power. 

Less than 150 kw-hr. per month, 7 cts. per kw-hr. 

From 150 to 250 " " 6 " 

*' 250 to 500 " " 5 " 

'* 500 to 1,000 " " 4 " 

Exceeding 1,000 " " 3 " 

No cliarge is made for connecting consumer's premises with lines. 
Meters are owned by the utility. 

Street Xiighting. 
Gekeisal : 

18 — 6.6 ampere a. c. series carbon arc lamps burning all night 
every night. Rate $70 per lamp per year. 

52 — 100 c. p., 6.6 ampere a. c. series gas filled tungsten lamps 
burning all night every night. Rate |12 per lamp per year. 

22 — 200 c. p., 6.6 ampere a. c. series gas filled tungsten lamps 
burning all night every night. Rate $15 .per lamp per year. 
Ornamental: 

None. 

POUND. 

(Population, 289.) 
COIiEMAN-POUND LIGHT & POWER COMPANY. 

(For commercial rate schedule see. Coleman.) 

Street Lighting. 

Gexrral : 

5 — 200 watt, 110 volt a. c. multiple gas filled tungsten lamps burn- 
ing on an every night dusk to 1 a. m. schedule. Rate $24 
per lamp per year. 
4 — 300 watt, 110 volt a. c. multiple gas filled tungsten lamps burn- 
ing on an every night dusk to 1 a. m. schedule. Rate $3S 
per lamp per yefar. 
Ornamental: 
None. 

POYNETTE. 

(Population, 656.) 

POYNETTE ELECTRIC COMPANY. 

Method of generation, hydraulic and oil engine. 

Bally operating period, on week days from 5 a. m. to midnight; on 
Saturday nights until 1 a. m. ; Sunday — du^ to midnight. 

Commercial Lighting. 

Meter Rates: 
Minimum charge per month $1.00. 

First 10 kw-hr. per month 15 cts. p^er kw-hr. 

Next 10 " " " 14 

Next 30 " " " 12^i " 

All over 50 " " " 11 

A charge of 16 cts. per kw-hr for all current used will be made 

on all bills not paid by the 10th of the month. 



FOYNETTE.] — 366 — [WIS. R. R. COMM. 

Flat Rate of 1 ct. per watt for lights. 

(Rate appliable only in cases where it is impracticable to meter.) 
Extra service after midnight: 

11.00 for the first hour, and 50 cts. for each additional liour or 
fraction thereof. 

Gpnunercial Power. 

Minimum charge of 11.00 for the first h. p. or fraction thereof, plus 
$0.50 for each additional h. p. 
First 50 kw-hr. per month 8 cts. per kw-hr. 

Next 150 " " " 6 " 

Next 200 " " " 5 " 

All over 400 " " " 4 " 

A charge of 1 ct. additional on each step of the power schedule 

will be made on all bills not paid by the 10th of the month. 
For the reconnection of a consumer upon the same premises, a 
charge of 11.00 is made. 
Meters are owned by the utility. 

A charge for time and material is made for connecting consumer's 
premises with lines. 

.Street Lighting. 

General : 
12 — 250 c. p., 6.6 ampere a. c. series tungsten lamps burning every 

night until midnight, Saturday night to 1 a. m. 
"32 — 100 c. p., 6.6 ampere a. c. series tungsten lamps, same burning 
schedule as above. Flat charge of $1300 per year for 12 — 
250 c. p. and 28 — 100 c. p. lamps. Additional 100 c. p. 
lamps 7 cts. per night. 
Ornamental: 
None. 

POY SIPPI. 

(Population, 275.) 

POY SIPPI LIGHTING & POWER COMPANY. 

Method of generation, water power. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $0.40. 

Current 15 cts. per kw-hr. 
Meters are owned by the utility. 

A charge of $1.00 is made for connecting consumer's premises with 
lines. 

Street Lighting. 

General : 

7 — 700 watt, 117 volt d. c. multiple tungsten lamps burning every 
night from dusk to 10 p. m. Rate $20 per lamp per year. 
(Ornamental: 

None. 

PRAIRIE DU CHIEN. 

(Population, 3,149.) 
PRAIRIE CITY ELECTRIC COMPANY. 

Method of generation, steam. 

Daily operating period, continuous. | 
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Commercia-l lAghtixkg. 

Minimum monthly charge as follows: 

Installations less than 25 lamps, $1.00 per month. 

from 25 to 40 " 1.50 

" 40 to 100 " 2.50 

" 100 to 200 " 4.50 

" 200 to 300 " 5.50 

Patrons owning their own meters will be charged 25 cts. less 

per month on above rating. 
Rates for current: 

Residences, 10 cts. per kw-hr. 

Business places, 10 cts. per kw-hr., or 8 cts. per kw-hr. if 600 
watts or more are used all night. 
Folloi?ving discounts apply if bills are paid before the 15th of the 
month. 

Bil!s from $5.00 to $10.00 5% 

10.00 " 15.00 10% 

15.00 " 20.00 15% 

" over, 20.00 20% 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General : 

8 — 6.6 ampere a. c. series gas filled tungsten lamps burning on 

an all-night moonlight schedule. Rate $75 per lamp per year. 

97 — 100 c. p., 6.6 ampere a. c. series gas filled tungsten lamps 

burning on an all night moonlight schedule. Rate $25 per 

lamp per year. 

Ornamental: 

42 posts, 8 posts to block in pairs; 1 — 200 watt gas ^lled tungsten 
lamp on each post; 21 lamps burn every night from dusk 
to 11 p. m. and 21 burn every night all night. Rate $42.50 
per lamp per year. System installed by utiMty. Utility 
bears cost of maintenance. City pays for service. 

PRAIRIE DU SAC. 

'(Population, 699.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $0.75. 

First 20 kw-hr. per month 10 cts. per kw-hr. 

Next 30 " " •* 9 " 

Next 50 *' *' " 8 " 

Next 50 " . " "7 " .. '« 

All over 150 *' " " 6 " " 

Commercial Power. 

Motors of 3 h. p. and under, lighting rates. 
Rate for motors larger than 3 h. p. 
Service charge 15 cts. per h. p. per month. 
First 100 kw-hr. per month 5 cts. per kw-hr. 
Next 100 " " " 4 

Next 1,000 " " " 3 

All over 1,200 " " " 2i^ 

Minimum charge per month $1.00. 

A penalty of 10% will be added to all bills not paid by the 15th 
of the month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 
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Street Lighting. 

General: 

8—80 c. p., 40—100 (J. p. and 2—600 c. p. 6.6 ampere, a. c. series 
gas filled tungsten lamps burning from dusk to midnisli^t. 
12 — 600 c. p., 20 ampere, a. c. series gas filled tungsten lamps biim- 

ing from dusk to midnight. 
Flat charge of $1,200 per year for all street lighting. 
Ornamental: 
None. 

PRAIBIE FARM. 

(Population, 368.) 

PRAIRIE FARM BLiECTRIO COMPANY. 

Method of generation, oil engine. 
Daily operating period, dusk to 11 p. m. 

Commercial Lighting. 

Meter Rates: 

15 cts. per kw-hr. 
Flat Rates: 
Residences. 

4 — 20 watt lamps, $1.00 per month. 

5—20 •• " 1.25 " " j 

Business Places. a 

3 — 40 watt lamps, $1.50 per month. ' 

4—40 " " 2.00 " " ; 

Each additional 40 watt lamp $0.50. 
Meters are owned by the utility. * 

No charge is made for connecting consumer's premises with lines- 
Street liighting. 
General: 

12 — 60 watt and 100 watt d. c. multiple tungsten lamps burning on 
a moonlight dusk to 11 p. m. schedule. Rate: 60 watt lamp 
$9 per lamp per year, 100 watt lamps $15 per lamp per year. 
Obnamental : 
None. 

PRENTICE. - 

(Population, 606.) I 

PRBTNTICE LIGHT & POWER CO. * 

Method of generation, kerosene and gasoline. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum monthly charge: Residences, $1.25; business places, 

$1.50. 

Current 12 cts. per kw-hr. I 

Meters are owned by the utility. | 

Street Lighting. . j 

General : j 

15 — 300 watt, 220 volt, d. c. multiple gas filled tungsten lamps burn- 
ing every night from dusk to midnight. Rate $50 per lamp 
per year. 
Ornamental: 
None. 
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PBESCOTT. 

(Population, 936.) 
RIVER FALiIjS power CO. 

Method of generation, water power. 
Daily operating period, continuous. 

Commeircia,] Lighting. 

Meter Rates: 

First two hours per day, 15 cts. per kw-hr., third hour, 10 cts. per 
k-w-hr.; all over 3 hours per day, 7 cts. per kw-hr. 

10% added to bill if not paid by 15th of month. 
Flat Rates: 

50 cts. per 16 c. p. lamp per month. 

Commercial Power. 

Rate based on total rated capacity of the consumer's equipment^ 

viz. : 
One hour per day, 8 cts. per kw-hr.; 2 hours, 6 cts.; 3 hours, 5 cts.; 
5 hours, 4 cts.; 6 hours, 3i/^ cts.; 7 hours, 3^ cts.; 8 hours 
or over, per day, 3 cts. per kw-hr. 
10% added if not paid by the 15th of the month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Xilghting. 

General: 

42 — 100 c. p. gas filled tungsten lamps burning about 1700 hours 
per year. Rate $24 per lamp per year. 
5 — 200 c. p. gas filled tungsten lamps burning about 1700 hours 
per year. Rate $48 per lamp per year. 
Ornamental: 
None. 

PRINCETON. 

(Population, 1,269.) 

MUNICIPAL PLANT. 

Method of generation, hydraulic. 

Daily operating period, dusk to 12 p. m. and 5 a. m. to daylight. 

Commercial Lighting. 

Meter Rates: 

First 60 kw-hr. 12 cts. per kw-hr. 

All over 60 kw-hr. 11 cts. per kw-hr. 

Meter rent, 25 cts. per month to consumers not owning their own 

meters. 
Discount, 4 cts: per kw-hr. if paid on or before the 15th of the 
following month. 
Plat Rates: 
Business places, 1 ct. per watt installation per month on yearly 
contract. 
Meters are owned by consumers and utility. 
A charge of $1.00 is made for connecting building to line. 

Street Lighting. 

General : 
26 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps 
burning on a moonlight midnight schedule. Rate $40 per 
lamp per year. 

24— E. R. 
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5 — 250 watt, 110 volt a. c. multiple gas filled tungsten lamps burn- 
ing on a moonlight midnight schedule. Rate $30 per lamp 
per year. 
16 — 60 watt, 110 volt a. c. multiple tungsten lamps burning -on a 
moonlight midnight schedule. Rate $12. per lamp per year. 
Ornamental: 
None. 

PULASKI. 

(Population, 43$.) 

PULASKI LIGHT & POWER COMPANY. 

"Method of generation, oil engine. 

Daily operating period, sunset to 11 : 30 p. m. 

Commercial Lightini^. x 

Minimum charge per month $1.00. 
First 20 kw-hr per month 13 cts. per kw-hr. 

Next 80 * 10 " " 

All over 100 8 " " 

A deposit of $5.00 is required of consumers. 
Meters are owned by the utility. 

A charge of $2.50 is made for connecting consumer's premises with 
lines. 

:Street Lighting. 

General: 
14 — 250 c. p., 4 ampere, a. c. series gas filled tungsten lamps burn- 
ing every night from dusk to 11:30 p. m. Rate $33 per 
lamp per year. 
Ornamental: 
None. 

RACINE. 

(Population, 38,002.) 

MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate commercial schedule see M. L. H. & T. Co., Milwaukee, 
Part I.) 

Street Lighting. 

General: 
360 — 4 ampere, d. c, series magnetite arc lamps, burning all night 
every night. Lamps supplied from over-head system, $53.52 
per lamp per year. Lamps supplied from under-ground sys- 
tem $78.70 per lamp per year. 
336 — 80 c. p., 6.6 ampere and 4 ampere, a. c. and d. c. series tung- 
sten lamps, burning all night every night. Lamps supplied 
from over-head system $20.16 per lamp per year. Lamps 
supplied from under-ground system $28.06 per lamp per 
year. 
8 — 400 watt, 120 volt, a. c. multiple tungsten lamps, burning all 
night every night. Rate $72 per lamp per year. 
Ornamental: 
None. 

RANDOLPH. 

(Population, 937.) 
MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. ~ 

Meter Rates: 
Minimum monthly charge, 75 cts. 
Current, 10 cts. per kw-hr. 
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Flat Rates: 
50 cts. per month per 16 c. p. lamp. 
75 " " ** " 32 " " 

Conunercial I*ower. 

Minimura monthly charge $1.00 per h. p. 

Current 3 cts. per kw-hr. 
Meters are oi^ned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street ]liistitlii.s. , 

General : 
90 — 40 Tvatt, 220 volt, d. c, multiple tungsten lamps burning on 
an all-night every-night schedule. 
6 — 500 Tv^att, 220 volt, d. c. multiple tungsten lamps burning on 
an all-night every-night schedule. 
Total charge for above street lighting, $1500 per year. 
Ornamental : 
None. 

RANDOM LAKE. 

(Population, 408.) 

RANDOM LAKE ELECTRIC LIGHT & POWER CO. 

Method of generation, gasoline and kerosene. 
Daily operating period, continuous. 

-Comiiiercial Lighting. 

Metep. Rates: 
Minimum monthly bill, $1.00. 
Current, 15 cts. per kw-hr. 
■ Discount, 16% if paid on or before the 10th of the month. 

Company may require a deposit of money as security for the pay- 
ment of electricity intended to be consumed, to secure itself 
against loss. 
1 Meters are owned by the utility. 
' No charge is niade for connecting consumer's premises with lines. 

street Lighting. 
General : 
22 — 100 watt, 110 volt, d. c. multiple tungsten lamps, burning 
every night from dusk to 11:00 p. m. Rate $21. per lamp 
per year. 
Obnamental: 
None. 

REDGRANITE. 

(Population, 1,521.) 

NESHKORO LIGHT & POWER CO. 

Method of generation, hydraulic plant at Neshkoro. 

Daily operating period, continuous. 

lYor commercial rate schedule see Neshkoro.) 

Street Lighting. 

General: 

40 — 200 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps 
burning all night every night. Rate $45 per lamp per year. 
Obnamental: 

None. 
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BEEDSBX7R6. 

(Population, 2,615.) 

MUNICIPAL PLANT. 

Method of generation, steam. ^ 

Daily operating period, continuous. I i 

.» ' ' 

Coimnercial liighting. 

Minimum charge per month, $0.75. i 

Current 7^ cts. per kw-hr. 

Cooking and Heating Rate. 

Minimum charge per month, $1.50. 
Current 5 cts. per kw-hr. 

Commercial' Power. 

Minimum charge per month $1.00 per h. p. 

Current 3 cts. per kw-hr. 
Meters are owned by utility. 

A charge of $1.00 is made for connecting consumer's premises witb 
lines. 

Street Lighting. 

General: 

68 — 100 watt, 110 volt a. c. multiple gas filled tungsten lamps 
burning all night every night. Rate $17 per lamp per year. 
24 — 200 watt, 110 volt a. c. multiple gas filled tungsten lamps 
burning all night every night. Rate $25 per lamp per year. 
20 — 500 watt, 110 volt a. c. multiple gas filled tungsten lamps [ 
burning all night every night. Rate $50 per lamp per year. 
Ornamental: , 

None. ' \ 

REEDSVILLE. 

(Population, 550.) 

MUNICIPAL PLANT. 

Method of generation, gas producer. 

Daily operating period, 4:30 p. m. to 12:00 p. m. 

Commercial Lighting. 

Meter Rates: 

Current 9 cts. per kw-hr. 
Flat Rates: 

60 cts. per month for saloons. 

50 cts. per month for residences. 
A charge of $2.00 is made for reconnection when service has been 

shut off for non-payment of bills. 
Some meters are owned by consumers and some by the utility. 
Consumers pay the cost from the curb to the premises for connecting 
with lines. 

Street Lighting. 

General : 
30 — 220 watt, 250 volt, d. c. multiple tungsten lamps, burning from 
dusk to midnight, 1500 hours per year. Rate $50 per lamp 
per year. 
Ornamental: 
None. 
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BEESEVILLE. 

(Population, 352.) 

REESBTVILIiE HEAT, LIGHT & POWER COMPANY. 

Method of generation, fuel oil. 
Daily operating period, continuous. 

Commercial I^igtiting. 

To customers signing the company's standard form of contract, 
providing service for one year or more, the charge for electric 
service shall .be computed on the following basis : 
First 100 kw-hr. consumed during any one month 14 cts. per 

kw^-lir. 
Next 100 kw-hr. consumer during any one month 12 cts. per 

kw-br. 
Next 100 kw-hr. consumed during any one month 10 cts. per 

k-w-lir. 
Next 300 kw-hr. consumed during any one month 8 cts. per 

k-w-lir. 
All in excess of 600 kw-hr. consumed during any one month 
6 cts. per kw-hr. 
The foregoing rate shall apply to all customers utilizing company's 

electric service for lighting. 
The foregoing rate is subject to the minimum monthly payment as 

follows : 
A minimum monthly bill shall be charged of $1.00 to cover such ex- 
penses occasioned by the individual consumer as billing, in- 
specting and maintaining meter, etc. 
This service will include: 

Electric energy furnished for lamps and other appliances utilized for 
illumination purposes, except d" hereinafter specifically exempted. 
Motors and appliances other than lighting equipment where provided 
with a starting apparatus designed to limit the initial or start- 
ing current to a value not exceeding 2^^ times the full load cur- 
rent, alternating current motors of ii h. p. when wound for 
110 volts, and of l^ h. p. when wound for 220 volts, the aggre- 
gate rated capacity of such appliances not to exceed 2 kw. will 
be included in this class when used in connection with lighting 
and when the connected load of such motors and appliances 
does not exceed the aggregate rated capacity of lighting equip- 
ment. 

^^Jominercial Power. 

First 100 kw-hr. consumed during any one month 10 cts. per 

kw-hr. 
Next 100 kw-hr. consumed during any one month 8 cts. per 

kw-hr. 
Next 100 kw-hr. consumed during any one month 6 cts. per 

kw-hr. 
Next Z^O kw-hr. consumed during any one month 4 cts. per 

kw-hr. 
All in excess of 600 kw-hr. consumed during any one month 3 
cts. per kw-hr. 
The foregoing rate shall apply to all customers utilizing company's 

electric service for rower. 
The foregoing rate is subject to a minimum monthly payment as 

follows: 
A minimum monthly bill under the power rate for power shall be 
charged of |2.00 for installation of 2 h. p. or less, nominal 



REESE VIIiL,E.l — 374 — [WIS. R. R. COMM. 

rated capacity, plus 11.00 for each additional h. p. or fraction 
thereof nominal rated capacity. 

A minimum monthly bill for any power customer having an in- 
stallation of 2 h. p. or less, and purchasing service under the 
Power Rate shall be charged $2.00. 

Electric energy utilized for motive and heating purposes, and 
miscellaneous lighting service, where the demand arising from 
such miscellaneous lighting service shall not be in excess of 
20% of the total simultaneous demand for lighting and power 
service. 

Stereopticons, moving picture machines, photographers' arc lamps 
and rectifiers shall be classed as power equipment. 
Discount for Prompt Payment. 

On bills paid at office of company or its . authorized collection 
agencies within ten days of date of bill a discount of five per 
cent will be given. 

On bills for electric service supplied to the federal county and 
city government, paid at the office of the company or its author- 
ized collection agencies, within 60 days of date of bill, the 
prompt payment discount provided for in the contract under 
which such service is sold, will be allowed. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
10 — 100 watt, 110 volt a. c. multiple tungsten lamps burning every 
night from dusk to midnight. Rate $24 per lamp per year. 
Ornamental: 
30 posts, 6 posts to block staggered; 1-— 100 watt and 4 — 60 watt, 
110 volt a. c. multiple lamps on each post; 60 watt lamps 
burn every night until 10 p. m., 100 watt lamps burn all 
night every night. Rate $22 per post per year. System in- 
stalled and maintained by utility. City pays for the service. 

REWEY. 

(Popu!ation, 329.) 
MINERAL POINT PUBMC SERVICE CO. 

(See Mineral Point for rate schedule.) 

Street Lighting. 

25 — 40 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burning upon a dusk to midnight moonlight schedule. Rate 
$18 per lamp per year. 
Ornamental: 

None. 

BHINELANDER. 

(Population, 5,637.) 
RHINELANDER LIGHT & POWER COMPANY. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

For all metered lighting service the charge shall be: 

Primary Rate 10 cts. net or 11 cts. gross per kw-hr. for current used 

equivalent to or less than the first 30 hours* use per month of 

the active connected load. 
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Secondary Rate 7 cts. net or 8 cts. gross per kw-hr. for additional 
current used equivalent to or less than the next 60 hours' use 
per month of the active connected load. 

Excess Rate 4 cts. net or 5 cts. gross per kw-hr. for all current used 
in excess of the above 90 hours' and equivalent to or less than 
the next 60 hours' use per month of the active connected load and 
2 cts. net or 3 cts gross per kw-hr. for all current used in excess 
of the above 150 hours' use per month of the active connected 
load. 

For patrolled lighting service for signs, outlines and windows the 
charge shall be 4 cts. net or 5 cts. gross per kw-hr. for current 
used as estimated on the basis of hours contracted for. 

Minimum Charge per "month for all lighting service $1.00. 

Active Connected Load shall in each case be a fixed percentage of* 
the total connected load, consisting of lamps, appliances, etc., 
installed upon the customers premises excepting stoves, water 
s^nd air heaters, these are not to be considered in taking the load. 

Readiness to Serve. Where customers having their own lighting 
CQuipments and the lighting company is required to maintain 
transformer capacity large enough to take care of their load, a 
minimum charge of |1.00 per month for the first kw., 75 cts. per 
month for each additional kw. up to and including 5 kw. and 50 
cts. per month for each kw. connected over and above 5 kw., 
and should • the current consumed by the customer equal or 
exceed the amount of the minimum charge, then they shall be 
billed as per our regular rate. 

In Class At which includes residences, dwellings, flats and private 
rooming houses, where the total connected load is equal to or 
less than 500 watts nominal rated capacity, 60% of such total 
connected load shall be deemed active; where the installation 
exceeds 500 watts nominal rated capacity, 33%% of such. part 
of the total connected load over and above 500 watts shall be 
deemed active. 

In Cla^s B, which shall include all stores, business and professional 
places, public halls, passenger depots and theaters where the 
total connected load is equal to or less than 2.5 kw. nominal 
rated capacity, 70% of such total connected load shall be deemed 
active, where the installation exceeds 2.5 kw. nominal rated 
capacity 55% of such part of the total connected load over and 
above 2.5 kw. shall be deemed active. 
In Class C, which includes county and city buildings, schools, fac- 
tories, industrial establishments, shops, stables, garages and 
warehouses, 55% of the total connected load shall be deemed 
active. 
In Class D, which shall include unmetered lighting for signs, out 
lines and windows patrolled by the company and contracted for 
on a yearly basis,^ the total connected load shall be deemed active. 

Commercial Power. 

Demand Charge (payable in monthly installments). 

$36.00 per year for each kw. of demand of the first 10 kw. 
$24.00 " " " " " " " next 10 kw. 

$10.00 " " " " " " in excess of 20 kw. 

Energy Charge^ Standard Rate: 

^6 cts. per kw-hr. for current used up to 20% of the continuous 

use of the maximum demand. 
» 2 cts. per kw-hr. for all current used in excess of the continuous 

use of 20% of the maximum demand. 
The demand shall be determined as maximum rate at which energy 
is used for any continuous period of 15 consecutive minutes 
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and may be determined by the constant or periodic use of any 
type of recording or graphic type of approved meter. 

A minimum charge of 50 cts. per h. p. installed shall be paid by 
the customer for each month that the actual consumption of 
current at the above schedule of rate shall produce a less total 
amount. 

A penalty of 10% of the amount of a customer's power bill shall 
be added, if payment is not made on or before tne 15th of the 
month following that in which the current was used. 
•Optional Power Rate. 

A fixed or service charge of $1.00 per month for each installation of 
1 h. p. or less, nominal rated capacity. 

A fixed or service charge of 75 cts. per month for each additional 
h. p. nominal rated capacity, up to and including 5 h. p. 

A fixed or service charge of 50 cts. per month for each h. p. nominal 
rated capacity, connected over and above 5 h. p. 

Plus a meter charge of 3 cts. net or 4 cts. gross per kw-hr. for all 
current used equivalent to or less than the first ninety hours' 
use per month of the connected installation, and 2 cts. net or 
3 cts. gross per kw-hr. for all current used in excess of the 
above 90 hours' use of the connected installation. 
Discount. 

The company shall bill all customers the gross rate and the differ- 
ence between the gross and the net rates above specified, or 
1 ct. per kw-hr., shall constitute a discount for prompt payment. 

Where the company is unable to read a meter after reasonable 
effort, the fact shall be plainly indicated upon the monthly 
bill, the minimum charge of $1.00 in the case of lighting and 
the fixed or service charge in the case of power shall be as- 
sessed and the difference adjusted with the customer when 
the meter is read again. 

The above schedule of power rates may be used interchangeably, 
the customer being given whichever rate figures to his benefit. 

The customer having the privilege to change from one rate to the 
other at the beginning of a calendar month, and when changed 
shall remain in force not less than one month and until fur- 
ther notice is given in writing. 

All lighting and power bills are payable on or before the 15th of 
the month following that in which the current was used. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

"Street Lighting. 

General: 

74 — 6.6 ampere, a. c. series carbon arc lamps burning all night 

every night. Rate $72 per lamp per year. 
9 — 400 c. p., 6.6 ampere, a. c. series tungsten lamps burning all 
night every night. Rate $72 per lamp per year. 
Ornamental: 
None. 

BIB LAKE. 

(Population, 1,018.) 
MUNICIPAIi PLANT. 

Method of generation, steam. 

Daily operating period, dusk to midnight. 

•Commercial Lighting. 

Minimum monthly bill, 75 cts. 
Current, 10 cts. per kw-hr. 
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Meters are owned by the utility. 

No cbarge is made for connecting consumer's premises with lines. 

Street Ijigl^^iiig* 

Generai:. : 

75 — 32 c. p., 5 ampere, a. c. series tungsten lamps burning every 
night from dusk to midnight. Rate $8 per lamp per year. 

OrN AMiET^TAL : 

None. 

BICE LAKE. 

(Population, 3,968.) 

^mrSOONSIN-MINNESOTA MGHT & POWER COMPANY. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commefrcial liighting. 

Minimum monthly charge, 50 cts. 

Illuminating service, including all heating and power appliances 

consuming less than 500 watts per unit, 9 cts. per kw-hr. 
Discount for payment before 10th of month: 
10% on all amounts up to 50 kw-hr. 
20% on all amounts over 50 kw-hr. 

Commercial Power. 

A fixed charge cf $1.00 per month per h. p. for motors of 1 h. p. 
and less than 5 h. p., and 80 cts. per month per h. p. for motors 
of 5 h. p. or more, plus a meter rate of 2 cts. per kw-hr. for all 
current used. 
. Discount of 10% for prompt payment. 

To retail power consumers using 20 h. p. or more, if the demand 
charge plus the current exceeds 4 cts. per kw-hr. for the cur- 
rent used in any one month, the demand charge will be can- 
celed and the total bill for the month be figured at 4 cts. per 
kw-hr. Provided, however, that the minimum bill which any 
consumer must pay shall not be less than 80 cts. per connected 
h. p. 

Wholesale Power Rate. 

The company will sell power under the following rates by contract 
for one year periods or more, with a minimum charge of $150.00^ 
per month. 

cts. 

Up to 20% load factor 1.609 per kw-hr. 

^ From 20% to 30% load factor 1.475 

From 30% to 40% load factor 1.341 

From 40% to 50% load factor 1.207 " 

From 50% to 60% load factor 1.100 

Load factors 60% or over 1.000 '* 

In the event that the consumer desires to change from the whole- 
sale rate to the regular retail power rate, he shall serve a 
written notice of such election and such change shall be made 
only at the beginning of a calendar month and when made 
shall remain in force for a period of not less than one full 
month. 

Heating Rate: 

Minimum monthly charge, $0.50. 

Where only electric ranges are used the charge for current I» 
4 cts. per kw-hr. 
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Where current is used for heaters, stoves, ranges, tailors' irons, 
etc., the rate is 5 cts. per kw-hr. 

Discount of 10 per cent if bill is paid before the 10th of the month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Ll^^hting. 

General: 

400 — 40 watt, 110 volt a. c. multiple tungsten lamps, burning all 
night every night. 

Rate $6.84 per lamp per year. 
Ornamental: 

34 posts, 8 posts to block in pairs; 1 — 100 watt and 4 — 60 watt 
tungsten lamps on each post; 100 watt lamps burn all night 
every night, 60 watt lamps to midnight every night. Rate 
$45.60 per post per year. System installed by business men 
and donated to city. City pays for service and lamp re- 
newals. Utility maintains posts and circuits. 

RICHLAND CENTER. 

(Population, 2,652.) 

MUNICIPAIi PliANT. 

Method of generation, steam. 

Daily operating period, continuous, except Sunday forenoon. ^ 

Commercial liighting. 

Minimum monthly charge, 50 cts. 

First 20 kw-hr. per month 10 cts. per kw-hr. 

Next 80 " " " 8 " " 

All over 100 " " " 7 " 

Consumers outside city limits are charged 11 cts. per kw-hr. 

Commercial Power. 

Minimum monthly charge, $0.25 per h. p. 
First 200 kw-hr. per month 7 cts. per kw-hr. 
Next 200 " " " 6 " "' " 

All over 400 " " " 4 " " 

A charge of $1.00 is made for reconnection of service. 
Meters are owned by the consumers. 
No charge is made for connecting consigner's premises with lines. 

Street Iii^hting. 
General: 

17 — 6.6 ampere, a. c. series carbon arc lamps burning on a moon- 
light midnight schedule. 
6 — 6.6 ampere, a. c. series carbon arc lamps burning on a moon- 
light all-night schedule. 
52 — 250 c. p. 6.6 ampere, a. c. series gas filled tungsten lamps 

burning on a moonlight midnight schedule. 
6 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps 
burning on a moonlight all-night schedule. 
Rate 7 cts. per kw-hr. which includes maintenance. 
Ornamental: 
None. 

RIO. 

(Population, 704.) 

RIO EliEfCTRIC lilGHT PLANT. 

Method of generation, steam. 

Daily operating period, dusk to 11 p. m. and Saturday to 12 p. m. 
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Commercial rfigbtini^. 
Meter Rates: 

Current 15 cts. per kw-hr. 

Meter rent, 25 cts. per month if bill amounts to less than $1.00. 
Flat Rates: 

50 cts. per month per 16 c. p. lamp. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Iji^iitiii^. 

General: 

15 — 500 \sratt, 120 volt, a. c. multiple tungsten lamps, burning from 
dusk to midnight on a moonlight schedule. 

Rate $72 per lamp per year. 
Obnamentax : 

None. 

RIPON. 

(Population, 3,729.) 

RIPON LIGHT & WATER COMPANY. 

Method of generation, steam. 

Daily operating period, continuous, except noon to dusk Sundays which 
period is reserved for necessary shut-downs. 

Commercial liighting. 

For all lighting service furnished residences, and business houses 
(hereinafter specifically referred to as Classes A, B, C, D, and 
E), including such incidental use of appliances for heating or 
power used on lighting circuits and passing through the same 
r/veter and measured by a meter or meters owned and in- 
stalled by the company, a charge of: 
Primary Rate 14.4 cts. net or 16 cts. gross per kw-hr. for current 
v?icf[ '^niiivalent to or Irgs than the first 60 hours' use per month 
of active connected load. 
Secondary Rate 9 cts. net or 10 cts. gross per kw-hr. for all current 
used in excess of the above 60 hours* use per month of the active 
connected load. 
Active Connected Load shall in each case be a fixed percentage of 
the total connected load, consisting of lamps, appliances, etc., in- 
stalled on the consumers' premises. 
Class A includes residences, flats, private rooming houses, public 
buildings and Ripon College buildings, for all of which 40 per 
cent of the total connected load shall be considered active. 
Class B includes schools, churches and industrial establishments 
which close not later than 6 p. m., for which class 55 per cent 
of the total connected load shall be considered active. 
Class C includes livery stables, hotels and library buildings, in which 
class 60 per cent of *the total connected load is to be considered 
active. 
Class D includes stores, offices, club rooms, banks, theaters, saloons 
and depots and all other consumers not herein specifically pro- 
vided for, for which class 75 per cent of the total connected load 
shall be considered active. 
In Class E are included signs, hallways and festoons for street light- 
ing purposes, of which class 100 per cent or the total* connected 
load shall be considered active. 
Limited Hour Light Rate: 
The limited hour light rate shall apply only to consumers who 
sign contracts for exclusive use of company's current for a 
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period of one year or more, and who agree not to use currei 
between the following hours: 

Jan. 15 to Feb. 15 5 : 30 p. m. to 12 p. m. 

Feb. 15 to Nov. 15 6:00 p. m. to 12 p. m. 

Nov. 15 to Jan. 15 5:00 p. m. to 12 p. m. 

Energy Rate. For the first 60 hours* use per month of active cc 

nected, load, 12 eta. per kw-hr. All over 60 hours' use per mon( 

of active connected load, 6 cts. per kw-hr. 
Minimum Bill. The minimum bill for lighting and incidental pow 

uses as above shall be 75 cts. net per month. 
DiscoiTNT. The company shall bill all consumers of electricity U 

commercial lighting and^ power purposes at the gross rate ai 

shall grant thereon a discount of 10 per cent for prompt pa] 

ment, that is, if the bill is paid on or before the 10th day of tl 

month following the month during which the bill was incurn 

Commercial Power. 

Non-Contract, Unlimited Hours. For the first 60 hours* use pel 
month of active h. p. capacity, 10 cts. per kw-hr. 
All over 60 hours* use per month of active h. p. capacity, 5 cts, 
per kw-hr. 
Non-Contract, Limited Hours. For the first 60 hours* use per montU 
of active h. p. capacity, 8 cts. per kw-hr. 
All over 60 hours' use per month of active h. p. capacity, 4 ct&l 

per kw-hr. 
Active horse power shall consist of a fixed percentage of the nomiJ 
nal rated capacity of the motor or appliances, as indicated onj 
the manufacturer's nameplate. ' 

The following percentage of such capacity shall be deemed active: 

Less than 3 h. p 100 per cent 

3 h. p. to 10 h. p. one motor only 85 per cent 

3 h. p. to 10 h. p. more than 1 motor 75 per cent 

10 h. p. to 50 h. p. irrespective of No. of motors. 65 per cent 
50 h. p. and over, irrespective of No. of motors . . 55 per cent 
The limited hour rates shall apply only to those consumers who 
agree to use power only between the hours shown on the toh 
lowing schedule: 

Jan. 15th to Feb. 15th 6:00 a. m. to 4:30 p. m. 

Feb. 15th to March 15th 6 : 00 a. m. to 5:00 p. m. 

March 15th to April 15th 6:00 a. m. to 5:30 p. m. 

April 15th to Sept. 15th 6:00 a. m. to 6:00 p. m. 

Sept. 15th to Oct. 15th 6:00 a. m. to 5:30 p. m. 

Oct. 15th to Nov. 15th 6:00 a. m. to 5:00 p. m. 

Nov 15th to Jan. 15th 6:00 a. m. to 4:00 p. m. 

Contract Limited Hour Signal Consumers: 

Consumers signing contracts to use electricity exclusively for all 
their power requirements continuously throughout the year, 
with a monthly minimum of 500 kw-hr., and to discontinue the 
use of power upon signal at any time other than that covered 
by the regular limited hour schedule, shall be entitled to the 
following rates: 
First 30 hours' use per month of active h. p. capacity, 8 cts. 

per kw-hr. 
Next 30 hours' use per month of active h. p. capacity, 6 cts. 

per kw-hr. 
All over 60 hours' use per month of active h. p. capacity, 3 cts. 
per kw-hr. 
Limited Hot^r Non-Signal Consumers: 
Consumers si.CTiing ten year contracts to use electricity exclusively 
for all their power requirements, with a connected load of not 
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less than 25 h. p. and to conform strictly to the limited hours 
mentioned in the company's regular schedule shall be en- 
titled to the following rates: 
For the first 60 hours' use of active h. p. capacity per month 6 

cts. per kw-hr. 
For all In excess of 60 hours' use per month of active h. p. 
capacity 3 cts. per kw-hr. 
The provision for furnishing motors at the expense of the company 
shall not apply to this class of consumers. 
Discount. 
The above rates shaM be subject to a discount of 10 per cent if 
paid by the 10th of the month following service. 
Minimum Rate, 
The net minimum rate for power service shall be as follows: 
For 4 h. p. or less, nominal rated capacity, $2.00 per month. 
Each h. p. or fraction thereof over 4, rated capacity, 50 cts. per 
month. 
Conditions Under Which Motors Will Be Furnished ty the Company: 
On contracts for the exclusive use of the company's power for all 
requirements for a term of 10 years or more, the company will 
furnish at its own expense an initial installation of standard 
size type and voltage 3-phase induction motors for the use of 
the consumer, provided that the total cost of the company's 
investment shall not exceed the yearly current bill. 
Should the yearly current bill fall below the total cost of the com- 
pany's investment, consumer will be required to pay such an 
amount on the motors as will !eave the company's investment 
not grreater than the actual yearly current bill. 
All motors and equipment installed at the expense of the com- 
pany shall remain the property of the company, subject to re- 
moval at their discretion. 
The consumer shall keep all motors and equipment belonging to 
the company insured at their full value in reliable insurance 
companies during the term of their contract. 
The company will maintain such motors in the event of inherent 
electrical defects, but the consumer shall keep motors me- 
chanically in order, oiled and cleaned and shall be liable for 
all damage to motors due to improper care or neglect. 
The company will not install additional motors during the term of 
the contract unless the consumer agrees in case the contract 
is not extended at its termination, to purchase such addi- 
tional motors from the company at their cost, less a reason- 
able depreciation. The company shall not be required to fur- 
nish motors under this provision at its expense for any use 
which in its judgment shall subject the said motors to more 
than a normal depreciation or liability of burn-out. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: * 

122 — 250 c. p , 6.8 ampere, a. c. series gas filled tungsten lamps 
burning on a moonlight midnight schedule. Rate |35 per 
lamp per year. 
12 — 250 watt, 114 volt a. c. multiple tungsten lamps burning every 

night until midnight. Rate $39 per lamp per year. 
4 — 25 watt, 114 volt a. c. multiple tungsten lamps burning every 
night from midnight to dawn. Rate $18 per lamp per year. 
Ornamental: 
None, 
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RIVER FALLS. 

(Population, 1,991.) 

MUNICIPAL PLANT. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Mkter Rates: 
Minimum bill: In places using less than the amount of $8.00 per 

annum, a meter rate will be charged of $1.00 per annum. If 

the bill is less than $9.00 but more than $8.00 the charge will 

be $9.00 for the year. 
Rate for current: One-half cent per lamp-hour of 55 watt-hours or 

9 cts. per ftw-hr. 
Flat Rates: 
Regular rate for unlimited use, 50 cts. per month for each 16 c. p. 

incandescent lamp or its equivalent where lamps of different 

power are used. 

Convmutation Rates. 



On yearly contracts in places of. business habitually closing after 
nine o'clock p. m. and not later than 12 o'clock p. m., 40 cts. 
per month for each 16 c. p. incandescent lamp or its equivalent 
where lamps of different power are used upon the express con- 
dition, that the bills are payable quarterly in advance and 
that no rebate is to be given for non-use of the current. 

In places of business habitually closing not later than nine o'clock 
^ p. m. on yearly contracts, bills payable quarterly in advance, 

$4.00 per annum for each 16 c. p. incandescent lamp or its 
equivalent where lamps of different power are used. No re- 
bate being allowed for non-use of electric current. 

Arc Lamps. 

For arc lamps of 1200 nominal c. p. $4.50 per month. For arc 
lamps of different power a proportionate rate will be charged. 
All arc lamps to be shut off not later than 12 p. m. 

Privilege, 

In places of business permission is granted to use one 16 c. p. 
lamp all night if so placed to allow a convenient inspection of 
the interior of the room where used. 

In places of business if meters are used, a rebate will be allowed 
from 9 p. m. until 6 a. m. on one 16 c. p. lamp consuming 55 
watts. This rebate, however, is to be canceled if the lamp 
is not left burning each night or a smaller lamp installed In- 
stead. 

For reconnecting the service after lines have been cut for default 
of payment or any other abuse of service by the consumer, a 
charge of $1.00 will be made. 

Commercial Power. 

Meter Rates: 

4 cts. per kw-hr. 
Flat Rates: 

$30.00 per annum per h. p. rating of motor. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 
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treet liiglitin^. 

General : 
11 — 5 ampere, d. c. series magnetite arc lamps burning all night 

every night. 
10 — 5 ampere," d. c. series magnetite arc lamps burning on a 

moonlight midnight schedule. 
29 — 5 ampere, d. c. series carbon arc lamps burning on a moon- 
light midnight schedule. No charge made for street lighting. 
Ornamental : 
None. 

ROBERTS. 

(Population, 375.) 

BURKHARDT MILUNG & ELECTRIC POWER CO. 

lethod of generation, hydraulic. 
)aily operating period, continuous. 

>mmercial liighting. 

Minimum charge per month $1.00 gross, $0.80 net. 
Current 12 1/^ cts. per kw-hr. subject to the following discounts if 
bill is paid by the first of the month: 

Bills up to 40 kw-hr 20% 

40 to 60 kw-hr 25% 

60 to 100 kw-hr 30% 

100 to 150 kw-hr 35% 

150 and over 40% 

Cooking Rate. 

Minimum charge per month, 75 cts. 

Current, 3 cts. per kw-hr. with a discount of 10% if bill is paid 
10 days from date. 

CkHnmercial Power. 

Minimum charge per month, $1.35 for the first h. p. and $1.00 for 

each additional h. p. 
Current 5 cts. per kw-hr. subject to the following discounts: 

50 kw-hr. per month per h. p 20% 

75 " " •* ** " 30% 

100 " * '* 40% 

150 " " " '* " 50% 

Where service has been discontinued a charge of $1.00 is made for 

reconnection. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Rural Skrvice 

Current 10 cts. per kw-hr. 

Discounts if bills are paid by the 10th of the month: 

Monthly bills up to 40 kw-hr 20% 

" 40 to 60 " 25%. 

" 60 to 100 " 30% 

•* 100 to 150 " 35% 

" 150 kw-hr.or over 40% 

Minimum charge of $3.13 per month for electric lights and ap- 
pliances, including one one horse-power motor, and $1.25 per 
month for each additional horse power. 20% discount if 
paid before the 10th of the month. 
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RAtE FOB Motors Used fob Silo Filijcbs 

30 cts. per h. p. per day. 

All motors of 15 h. p. and larger to be three phase. 
Customers required to build their own lines to company's power 
line and furnish all apparatus except meters. 

Street Lighting. 

General": 
.11 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning on 
an all-night moonlight schedule. Rate $18 per lamp per 
year. 
Ornamental: 
None. 

ROCHESTER. 

(Population, 100.) 

MILWAUKEE LIGHT, HEAT & TRACTION OO. 

(For commercial rate schedule see M. L. H. & T. Co., Milwaukee, 
Part I.) 

.Street Lighting. 

General: 

20 — 60 c. p., 6.6 ampere, a. c. series tungsten lamps burning all 
night every night. Rate |30 per lamp per year. 
Ornam*ental : 

None. 

ROCHESTER, TOWN OF 

(Racine County.) 
MILWAUKEE LIGHT, HEAT & TRACTION CO. 

<For rate schedule see M. L. H. & T. Co., Milwaukee, Part III.) 

ROME. 

(Population, 150.) 

BARK RIVER ELECTRIC LIGHT & POWER COMPANY. 

Method of generation, hydraulic and gas. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Ra^es: 

Service charge of 25 cts. per month. 
First 10 kw-hr. per month 15 cts. per kw-hr. 
Next 10 " " " 12 " " 

All over 20 " " " 10 " " 

Discount if bills are paid within 10 days of reading of meter. 
5% of the first $10. 
10% of the next $5. 
15% of all in excess of $15. 
Flat Rates: 

50 cts. per month per 60 watt lamp. 

90 cts. per month per 2 — 60 watt lamps. 

Commercial Power. 

Minimum charge per month of $1.00 for the first h. p. or fraction 
thereof, and 50 cts. per h. p. for each additional h. p. or frac- 
tion thereof, nominal rated capacity. 

First 100 kw-hr. per month 7 cts. per kw-hr. 

Next 100 " " " 6 " " 

<« 100 " " " ^ ** ** ** 

t* ^00 ** " " 4 ** ** ** 

All over 600 " " " 3 " 
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Discount of 5% if bills are paid before the 10th of the month. 
Charge for disconnecting and reconnecting service after first in- 
stallation, $1.00. 
Meters are oi^ned by utility. 

A charge for material between curb line and meter is made for con- 
necting consumer's premises with lines. 

treet lil^litlii^. 

Generai^ : 

$20 per year for 100 watt gas filled tungsten lamps burning every 
niglit until midnight. 
Obnaicentax. : 
None. 

BOSHOLT. 

(Population, 383.) 
ROSHOIiT EliECTRIO LIGHT COMPANY. 

tfethod of generation, water power and steam. 

I>aLily operating period, sunset to 11 p. m., Saturday to 12 midnight; 
5 a. m. to daylight. 

Commercial liightiiig. 

Current 10 cts. per kw-hr. 
Meters are owned by the utility. 
'No charge is made for connecting consumer's premises with lines. 

Street liigliting. 

I 12 — 60 watt, 110 volt d. c. multiple tungsten lamps burning on a 
dusk to 11 p. m. moonlight, 5 a. m. to daylight schedule. 
Rate $18 per lamp per year. 
Ornamental: 
None. 

BOTHSGHILD. 

(Population, .) 

WISCONSIN VAIiliEY EIiECTRIC COMPANY. 

(For commercial rate schedule see Wausau.) 

street Ughting. 
None. 

BUSK. 

(Population, 100.) 

WISCONSIN-MINNESOTA LIGHT & POWER COMPANY. 

Method of generation, hydraulic and transmission. 
Daily operating period, continuous. 

^nnnercial Lighting. 

(See Alma Center for lighting schedule.) 

Conunercial Power. 

First 50 hours' use of maximum demand, 6 cts. per kw-hr.; excess 
3 cts. per kw-hr. 

Maximum demand is rated capacity of motors. 

Minimum monthly bill: 

Installation of one h. p. or less $1.00. 

Installation of over one h. p. $0.75 per h. p. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lightbig. 
None. 

25--B. R. 



200 " 250 20% 

250 and over 25% 
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ST. OBOIX FALLS. 

(Population, 569.) 

ST. CROIX FAIiLS WISCONSIN IMPROVEMENT CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial liightiiig. 

Minimum monthly charge, $1.00. 
Current 11.1 cts. per kw-hr. 

Discount 10% if hills are paid within 10 days from their date. 
Free lamp renewals. 

Company has right to require deposit of double monthly hill t 
secure performance of contract. 

Commercial Power. 

Minimum charge, $1.00 per h. p. 

7% cts. per kw-hr. for the first 52 hours' use per month of maximun 

demand. 
2 cts. per kw-hr. for excess. 

Discount on monthly bills from $50 to $100 5% 

" - " 100 " 150 10% 

150 " 200 15% 

re 

In addition to the above a discount of 10% is allowed if bills are 

paid on or before 10 days after their date. 

i 

2300 Volt Alternating Cukrent Power Rate Advantaoeous for Labge 

Power Users. 

Demand Charge: 

Per kw. of first 500 kw. per year -. $18.00 

Per kw. above 500 kw. per year 15.00 

Energy Charge: 

Per kw-hr. of first 100,000 per month 7 cts 

Per kw-hr. above 100,000 per month 5 cts. 

Prompt payment discount, 5%. 

Demand Charge is an annual charge payable in monthly Installments 
whether or not any energy is used. The monthly demand charge 
will be based on the consumer's measured monthly maximum 
demand, which shall be determined as the maximum rate at 
which energy is used in any period of thirty consecutive minutes 
during such month, but the consumer shall have the privilei^e 
of varying the requirements monthly, and charges shall be based 
accordingly, provided, however, that the bills shall at no time 
be based upon a demand of less than 50% of the highest demanfl 
previously registered throughout the contract period. 

Minimum, Demand Charge shall be computed on a maximum demand 
which in no month shall be less than 75 kw. (100 h. p.) 

Voltage: Current is measured and delivered to the consumer at ap- 
proximately 2,300 volts. If any other pressure is desired the 
necessary transformers for raising or lowering the voltage shall 
be furnished by the consumer. 

Metering: A recording watt-meter and a demand meter will be in- 
stalled on the premises of each consumer and all bills will be 
based on the records of these instruments. 

Term: This schedule of low power rates is based on the sate ot 
alternating current in large quantities for power purposes on ft 
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long term contract (ten years), and is advantageous for large 
users with high load factors. 
Above rates apply to all consumers located on the established 
wholesale alternating current circuits of the company. 

Special Contract with Trap Rock Company. 

Up to 20 per cent load factor 1.609 cts. per kw-hr. 

From 20 per cent to 30 per cent load factor 1.475 " " " 

" 30 " 40 " ....1.341 " " 

'* 40 " 50 " ....1.207 ' 

•* 50 " 60 " ....1.100 " " 

For load factor 60 per cent or over 1.000 " 

The "Maximum Demand" shall be determined as the maximum rate 
at which energy is used for any period of fifteen consecutive 
minutes. The term "load factor" as used herein shall be con- 
strued, as applied to the rates, to mean the ratio the actual num- 
ber of kw-hr. used in any one month bears to the maximum kw-hr. 
which maximum is obtained by multiplying the total number of 
hours in that particular month by the highest kw. demand re- 
corded by the demand meters in said month. 
Minimum monthly charge of $200.00 for a maximum demand of 75 
kw. or less and in addition thereto $1.34 for each kw. or fraction 
thereof of demand' in excess of the first 75 kw. The minimum 
charge shall be computed on a maximum demand which, in any 
one year, shall not be considered less than 50% of the highest 
demand recorded in the previous twelve months. 

City Pumping. 

Special contract with the village of St. Croix Falls for pumping 

water, at the rate of 5 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street liighttn^. 
General : 

4 — 5.5 ampere a. c. series carbon arc lamps burning all night 
every night. Rate |72 per lamp per year. 
101 — 32 c. p., 6.6 ampere a. c. series tungsten lamps burning all 
night every night. Rate $17.50 per lamp per year. 
Ornamental: 
None. 

ST. FRANCIS. 

(Population, 800.) 

MILWAUKEE MGHT, HEAT & TRACTION CO. 

(For commercial rate schedule, see M. L. H. & T. Co., Milwaukee, 
Part I.) 

Street Lighting. 

None. 

ST. MABTINS. 

(Population, 175.) 

MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For commercial rate schedule, see M. L. H. & T. Co., Milwaukee, 
Part I.) 

Street Lighting, 
None, 
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ST. NAZIANZ. 

(Population, .) 

08L0 POWER & LIGHT COMPANY. 

(For commercial rate schedule see Valders.) 

Street liightin^. . 

Genebal: 

9 — 100 watt, 115 volt a. c. multiple tungsten lamps. System in- 
stalled by business men and they pay for service at the 
i:egular lighting rate. Period of operation controlled by 
business men. 
Ornamental: 
None. "^ 

SALEM. 

(Population, 325.) 

CARET ELECTRICAL & MILLING CO. 

(For commercial rate schedule, see Wilmot.) 
Street Lin^ting. 
None. 

SAUK CITY. 

(Population, 867.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lightiiig. 

Minimum charge per month $0.50. \ 

First 20 kw-hr. per month 10 cts. net or 11 cts. gross per kw-hr / 
Next 30 " " " 9 " " 10 " " " " . 

All over 100 " " " 7 " "8 " " 

The difference between the net and gross rates constitutes a dis 
count if bill is paid before the 15th of the month. 



I 



Cooking Rate. 

First 20 kw-hr. per month 6 cts. per kw-hr. ; 

Next 30 " " " 5 " " 
All over 50 " " " 4 " " 
Minimum charge per month $1.00. 

Commercial Power. 

Service charge 25 cts. per h. p. per month. 
First 50 kw-hr. per month 6 cts. per kw-hr. 
Next 150 " " " 5 " " 

tt QAO " ** ** 4. " " " 

All over 500 " " " 3 " " 
A charge of 50 cts. is made for reconnecting the same consumer upon 

the same premises within one year. 
Meters are owned by the utility. 
No charge is made for connecting consum'er's premises with lines. 

Street Lighting. 

Gbnebal: 

10 — 600 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, burn- 
ing from dusk to midnight, about 1825 hours per year. 
79 — 80 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burning from dusk to midnight, about 1825 hours per year. 
Total charge for above street lighting $1,200 per year. 
Ornamental : 
None. 
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SCANDINAVIA. 

(Population, 355.) 

W. A. PROCTOR ELECTRIC LIGHT & POWER COMPANY. 

Method of generation, water power. 

Daily operating period, dusk to 12 p. m. and in winter from 5 a. m. to 
daylight. 

Commercial Liighting. 

Current 10 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made, for connecting consumer's premises with lines. 

Street Lightiii^. 
General : 
No data. 

SCHLEISINOEBVILLE. 

(Population, 538.) 

MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Liigbting. 

First 50 kw-hr. per month 11 cts. gross and 10 cts. net. 
Next 50 " " ■ " 10 " *• 9 " " 

All over 100 " " " 9 " "8 " " 

Minimum annual charge |12.00. 

Commercial Power. 

First 143 kw-hr. per month 8 cts. gross and 7 cts net. 

Next 143 ' 71/4 " " 6V4. " " 

All over 286 " " " 6 " "5 " " 

Minimum monthly charge of |1.50. 
Discount allowed up to tne 15th of the month. 
Meters disconnected if bills are not paid by the 15th of the month. 
Charge of $2.00 made for reconnection. 
Meters are owned by the utility. 

A charge of $2.00 is made for connecting consumer's premises with 
lines. 

m 

Street Lighting. 
General : 
22 — 100 watt, 220 volt a. c. multiple tungsten lamps burning on a 
moonlight midnight schedule. Rate $18.18 per lamp per 
year. 
Ornamental: 
None. 

SCHOFIELD. 

(Population, 889.) 
WISCONSIN VALLEY ELECTRIC COMPANY. 

(For commercial rate schedule see Wausau.) 

Street Lighting. 

General: 
23—100 c. p., 6.6 ampere, a. c, series, gas filled tungsten lamps, 
burning upon an all-night every-night schedule. Rate $28.80 
per lamp per year. 
Ornamental : 
None. 
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SEYMOUR. 

(Population, 1,109.) 
SEYMOUR EliEGTRIC GO. 

Method of generation, steam. 

Daily operating period, dusk to midnight, 5 a. m. to daylight. 

Commercial Iii^ting. 

Meter Rates: 

From 1 to 5 kw-hr 16 cts. per kw-hr. 

From 5 to 20 " 15 " " 

From 20 to 50 " ...125/^ " " 

From 50 to 100 " 10 " " 

From 100 to 200 " 8 " " 

All peak load not exceeding 1 hour. .16 " " " 

Meter rent, 25 cts. per month. 
Flat Rates: 
16 c. p. incandescent, 50 cts. per month. 

Commercial arcs, |48 per year for interior lighting, dusk to mid- 
night. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Liightini;. 

Generajl: 
16 — 500 watt, 115 volt a. c, multiple gas filled tungsten lamps burn- 
ing all night every night. Rate $65 per lamp per year. 
1 — 100 watt, 115 volt a. c. multiple gas filled tungsten lamps burn- 
ing all night every night. Rate $25 per lamp per year. 
21 — 60 watt, 115 volt a. c. multiple tungsten lamps burning all 
night every night. Rate $22 per lamp per year. 
Ornamental : 
None. 

SHAEON. 

(Population, 879.) 

SOUTHERN WISCONSIN ELECTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

PART I 

Commercial Lighting. 

Primary — 15 cts. net, 16 cts. gross per kw-hr. for the first 30 hours 
use per month of active load. 

Secondary — 13 cts. net, 14 cts. gross per kw-hr. for the next 60 hours' 
use per month of active load. 

Excess — 7 cts. net, 8 cts. gross per kw-hr. for all in excess of 90 
hours* use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs in whicb 
meals and rooms are furnished. In this class 60 per cent of the 
first 500 watts connected, and 33% per cent of all in excess of 
500 watts connected shall be deemed active if the connected load 
is equivalent to 50 watts or more per opening. If the connected 
load is equivalent to less than 50 watts per opening, 60 per cent 
of the first 500 watts connected, 33% per cent of the next IBOC 
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watts connected, and 20 per cent of all in excess of 2,000 watts 
connected shall be deemed active. 

Class B shall include banks, offices, stores, shops, saloons, billiard 
and pool halls, depots, theaters, lodge rooms, and clubs not in- 
cludable in Class A. In this class 70 per cent of the first 2.5 kw. 
connected and 55 per cent of all in excess of 2.5 kw. connected 
shall be deemed active. 

Class C shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class, 55 per cent 
of the total connected load shall be deemed active. For all light- 
ing installations exceeding 5 kw. connected load, the active load 
shall, at the consumers' option, be determined by maximum de- 
mand meters. The connected load shall be represented by the 
total wattage of lamps connected. 

Minimum Charge: 

Under 1 kw. connected load |0.60 per month 

From 1 to 2 kw. connected load 80 per month 

From 2 to 5 kw. connected load 1.25 per month 

Over 5 kw. connected load 2.25 per month 

* 

Flat Rate Service 

For window lighting, sign lighting and other lighting on company's 
patrol service or controlled by time switch set by the company: 

1^ cts. per month per watt connected less 10 per cent discount if 
bills are paid within 10 days after date of billing. 

Commercial Power. 

Primary — 7j4 cts. net, 8% cts. gross per kw-hr. for the first 15 hours' 
I use per month of active load. 

Secondary — 5% cts. net, 6j^ cts. gross per kw-hr. for the next 30 

hours' use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kw-hr for all in excess of 45 hours' 
use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active. 
75 " " " next 20 " " " " " 

60 " " " next 30 " " " " " " 

50 " " " over 60 " " " " " 

Minimum Charge: 75 cts. per month for the first h. p. connected and 
25 cts per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or if primary motors 
are used, installation to be 50 h. p. or above; regular power 
rate with 4 cts. per kw-hr. maximum price guarantee. 

<^king 9ikd Heating. 

Primary — 10 cts. net, 10 1/^ cts. gross per kw-hr. for the first 10 kw-hr. 

used per month. 
Secondary — 2% cts. net, 3 cts. gross per kw-hr. for all over 10 kw-hr. 
used per month. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
^irUmum Charge: |24.00 per year up to and including 6 kw. of ag- 
gregate connected load. 
$4.00 per year for each additional kw. of aggregate connected 
load. 
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SEYMOUR. 

(Population, 1,109.) 
SEYMOUR EliBCTRIC CO. 

Method of generation, steam. 

Daily operating period, dusk to midnight, 5 a. m. to daylight. 

Commercial Iii^ting. 

Meter Rates: 

From 1 to 5 kw-hr 16 cts. per kw-hr. 

From 5 to 20 " 15 " " 

From 20 to 50 " 12i<^ " " 

From 50 to 100 " 10 " " 

From 100 to 200 " 8 " " 

All peak load not exceeding 1 hour. .16 " " " 

Meter rent, 25 cts. per month. 
Flat Rates: 
16 c. p. incandescent, 50 cts. per month. 

Commercial arcs, |48 per year for interior lighting, dusk • to mid- 
night. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General : 
16 — 500 watt, 115 volt a. c. multiple gas filled tungsten lamps burn- 
ing all night every night. Rate |65 per lamp per year. 
1 — 100 watt, 115 volt a. c. multiple gas filled tungsten lamps burn- 
ing all night every night. Rate $25 per lamp per year. 
21 — 60 watt, 115 volt a. c. multiple tungsten lamps burning all 
night every night. Rate |22 per lamp per year. 
Ornamental: 
None. 

SHARON. 

(Population, 879.) 

SOUTHERN WISCONSIN ELEX^TRIO CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

PART I 

Commercial Lighting. 

Primary — 15 cts. net, 16 cts. gross per kw-hr. for the first 30 hours' 
use per month of active load. 

Secondary — 13 cts. net, 14 cts. gross per kw-hr. for the next 60 hours' 
use per month of active load. 

Excess — 7 cts. net, 8 cts. gross per kw-hr. for all in excess of 90 
hours' use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs in whlcl) 
meals and rooms are furnished. In this class 60 per cent of the 
first 500 watts connected, and 33% per cent of all in excess of 
500 watts connected shall be deemed active if the connected load 
is equivalent to 50 watts or more per opening. If the connected 
load is equivalent to less than 50 watts per opening, 60 per cent 
of the first 500 watts connected, 33% per cent of the next 150C 



ELECTRIC RATES.] — 391 — [SHABOX 

watts connected, and 20 per cent of all in excess of 2,000 watts 
connected shall be deemed active. 

Class B shall include banks, offices, stores, shops, saloons, billiard 
and pool halls, depots, theaters, lodge rooms, and clubs not in- 
cludable in Class A. In this class 70 per cent of the first 2.5 kw. 
connected and 55 per cent of all in excess of 2.5 kw. connected 
shall be deemed active. 

Class C shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class, 55 per cent 
of the total connected load shall be deemed active. For all light- 
ing installations exceeding 5 kw. connected load, the active load 
shall, at the consumers' option, be determined by maximum de- 
mand meters. The connected load shall be represented by the 
total wattage of lamps connected. 

Minimum Charge: 

Under 1 kw. connected load |0.60 per month 

From 1 to 2 kw. connected load 80 per month 

From 2 to 5 kw. connected load 1.25 per month 

Over 5 kw. connected load 2.25 per month 

Flat Rate Service 

For window lighting, sign lighting and other lighting on company's 
patrol service or controlled by time switch set by the company: 

iy2 cts. per month per watt connected less 10 per cent discount if 
bills are paid within 10 days after date of billing. 

Commercial Power. 

Primary — Ij^ cts. net, 8% cts. gross per kw-hr. for the first 15 hours' 
I use per month of active load. 

' Secondary — 5^ cts. net, 6^ cts. gross per kw-hr. for the next 30 
hours' use per month of active load. 
Excess — ^3 cts. net, 4 cts. gross per kw-hr for all in excess of 45 hours' 
use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active. 
75 " " " next 20 " " " " " " 

60 " " " next 30 " " " " " " 

50 " " " over 60 " " " " " " 

Minimum Charge: 75 cts. per month for the first h. p. connected and 
25 cts per month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or if primary motors 
are used, installation to be 50 h. p. or above; regular power 
rate with 4 cts. per kw-hr. maximum price guarantee. 

Cooking and Heating. 

Primary — 10 cts. net, 10 j^ cts. gross per kw-hr. for the first 10 kw-hr. 

used per month. 
Secondary — 2% cts. net, 3 cts. gross per kw-hr. for all over 10 kw-hr. 
used per month. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Minimum Charge: $24.00 per year up to and including 6 kw. of ag- 
gregate connected load. 
14.00 per year for each additional kw. of aggregate connected 
load. 
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City Pnmping. 

For off-peak service regular rate with 4 cts. kw-hr. maximum priw 

guarantee. 

Wholesale L^ght and Power. 

Primary Charge — %2A0 per month per kw. of maximum demand up 

to and including 50 kw. 
12.00 per month per kw. of maximum demand over 50 kw. 
Secondary Charge— 5 cts. per kw-hr. for the first 1,000 kw-hr. used 
per month. 
3 cts. per kw-hr. for the next 4,000 kw-hr. used per month. 
1.1 " " " " " " 25,000 " " " " 

0.9 " " " " " " 30,000 " " " *' 

The company shall have the right at any time to require the cus- 
tomer to make a reasonable deposit in advance to secure the 
prompt payment of bills, such deposit if requested by the cus- 
tomer to bear interest as provided in receipt issued by the 
company. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

PART II 

Rates for all year service outside village limits. (See Part II of 
Delavan schedule.) 

PART III 

Rates for summer service. (See Part III of Delavan schedule.) 

Street Lighting. 

General: 

40 — 60 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, burn- 
ing every night from dusk to midnight. Rate |16 per lamp 
per year. 
Ornamental: 
None. 

SHAWANO. 

(Population, 2,923.) 
MUNICIPAIi PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per year $12. 

First 50 kw-hr. per month 10 cts. per kw-hr. 
All over 50 " " '* 8 " " 

Discount of 5% if bill is paid by the 10th of the month. 

Commercial Power. 

Minimum annual charge: 
Motors up to 5 h. p. $9 per h. p. 
Motors over 5 h. p. |6 per h. p. 

First 50 kw-hr. per month 7 cts per kw-hr. 

Next 50 *' " " 6 " " " 

«* 5Q ** *< tt r (( «< it 

'* 50 •« <* *t ^ it It 

All over 200 " " '* 3 

No charge is made for connecting consumer's premises with Unea. 



tt ti it 
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street Lii^^tiiis. 

22 — 6.6 ampere, a. c. series carbon arc lamps burning on an all 
niglit moonlight schedule. Rate $60 per lamp per year. 

32 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps 
burning on an all-night moonlight schedule. Rate |60 per 
lamp per year. 
8 — 400 c. p., 15 ampere a. c. series gas filled tungsten lamps burn- 
ing on an all-night moonlight schedule. Rate $60 per lamp 
per year. 

ORNAMENTAr,: 

None. 

SHEBOYGAN. 

(Population, 26.398.) 

SKEIBOYGAN RABLWAY & ELECTRIC COMPANY. 

Method of generation, steam. 
Daily operating period, continuous. 

Coniniercial liighting. 

Reoui*ar Rate — All current consumed billed at 15 cts. per kw-hr. 
with the following discounts to apply when bills are paid within 
the specified discount period. 

Bills amounting to $2.00 or less 20% discount. 

" 2.00 to $5.00 25% 

" 5.00 to 10.00.... 33%% 

" 10.00 or more 40% 

\ Minimum net charfi:e $1.00 per month for each meter connected. 

' Ec?ONOMY Rate (Opticnal) — The economy rate is based on a demand 
charpre nlrs a charge for energy consumed. 
Demand Charge — 10 cts. per month for each 50 watts for the first 
500 watts connected. 5 cts. per month for each 50 watts of the 
connected load over 500 watts. Installations carrying demand 
charges greater than $2.50 per month on the above basis of com- 
Dutation will be entitled, at their option, to demand charge 
based on maximum demand requirements as shown by suitable 
meter readings during 15 continuous minutes, at $1.00 per month 
for each kw. of the maximum demand, as shown by the meter 
readings. 
The following shall be deemed inactive and not counted when fig- 
uring demand charge. 

(a) The first 600 watts of each ordinary household device for heat- 
ing or power. 

(b) Lamps in attic, basement, bathroom, closets, porch, vestibule, 
back hall, pilot, exit, portable and desk fixtures and electric 
signs. 

The demand charge will be eliminated on installations where the 
month 1v cop sumption is equivalent to 120 hours* use of the maxi- 
mum demand. 
Energy Charge: 
First 1500 kw-hr. at 6 cts. per kw-hr. 
Next 1500 " " 5 " " 

" 2000 " "4 " " " 
Over 5000 " " 3 " 
Bills sublect to .S per cent discount if paid within the specified dis- 
count period. 
Minimum net charge $1.00 per month for each meter connected. 
This service furnished only under contract for one year. 
Maximum Charge — The total combined charge for demand and energy 
shall not exceed 12 cts. net per kw-hr. providing this rate does 
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not bring the net amount below the minimum charge of fl.OO 
per month. 
Sign Lighting — Current for sign or decorative lighting will be fur- 
nished at the flat rate of one cent per month for each watt con- 
nected, lamps to bum only between the hours from 6:00 p. in. 
until 11 : 00 p. m., billed with 5 per cent added if not paid within 
the specified discount period. 
Installations under this rate do not receive free lamp renewals 

from the company. 
Control switches must be accessible to employes of the company 
for turning on and off, Installations where employes of the 
company cannot turn the lights on or off, must be controlled 
by reliable time clock switches, set for the above hours of 
operation. ^ 

Minimum net charge |1.00 per month for each installation con- 
nected. 
Plat Rates for Lighting — ^Regitlab (unlimited) — Customers may 
purchase alternating current for lighting by means of an excess 
indicator which will allow the use of 75 watts, and for which a 
net charge of $1.00 a month will be made. 
This service is furnished only under contract for 1 year. BilJs 
will be subject to 5% additional charge if not paid within the 
specified discount pertod. 
Installations under this rate do not receive free lamp renewals from 
the company. 

Commercial Power. 

Regulab (Unlimited) — 

First 10 kw-hr. of the maximum demand .... 10 cts. per kw-hr. 

Balance of first 5000 kw-hr 3 

Next 5000 kw-hr 2 " " 

Next 5000 kw-hr 1% " 

All over 15000 kw-hr l' " " 

5 per cent discount allowed if bills are paid within the specified 

discount period. 
The maximum demand of each installation will be determined by 
measurements with suitable instruments of the maximum de- 
mand through any continuous 15 minutes of active, normal 
operation. 

Minimum charge $12.00 per year per kw., or fraction thereof of the 

maximum demand. 

Limited — Power installations where the use of power is eliminated 

during the following hours of peak load, will be billed at 5 cts. 

for the first 10 kw-hr. of the maximum demand. Balance as 

quoted above. 

Hours during which service 
Month shall not be used. 

October 5:30 p. m. to 7:00 p. m. 

November 5:00 p. m. to 7:00 p. m. 

December 4:30 p. m. to 7:00 p. m. 

January 4:40 p. m. to. 7:00 p. m. 

February 5:20 p. m. to 7:00 p. m. 

March 6:00 p. m. to 7:00 p. m. 

Minimum charge $6.00 per year per kw. or fraction of kw. ot 
the maximum demand. 
Power & Lights-— Installations, with not less than 15 kw. maximum 
demand, requiring current for both power and lighting may se- 
cure the entire service through one power meter at power rates, 
providing the lighting requirements do not exceed 20 per cent of 
the entire requirements. 
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600 Volt Direct Current Power. 

Sheboygan — The rates for direct current power service in the city of 
Sheboygan will, in all cases, be the same as the rates in effect 
for alternating current power service. No new customers will 
be accepted. 

Rural — The company will furnish 600 volt direct-current power out- 
side the city of Sheboygan at a net rate of Z cts. per kw-hr.; the 
minimum charge to be 50 cts. per month per h. p. of the con- 
nected load. 

Sebvice — This service is given without guarantee as to continuity 
or uniformity and all service lines from the company's feeders 
must be - installed by the customer. This service will be fur- 
nished under yearly contracts only, except that where special 
power requirements are made, a service charge based upon the 
cost of making the connections and disconnections will be added. 

Applications — The company requires applications for electric serv- 
ice to be properly filled out and signed before connection is made. 

Bills — Bills are payable monthly with 5 per cent added if not paid 
within the specified discount period. 

Rates for X-Ray Machines. 

Power will be furnished for the operation of X-Ray machines at 
a flat charge of 30 cts. per month per kw. of the maximum 
transformer demand. Terms, net cash. No discount. 
Applications for service must be accompanied, if required by the 
company, with an amount of money equal to the estimated 
amount of bills, for two months. This amount will be held, 
at the option of the company, while the applicant retains con- 
nection with the lines of the company, and will be returned 
plus interest at 5 per cent per annum, whenever the applicant 
discontinues the service or establishes satisfactory credit. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Rural Iiigtiting and Power Rates. 

Lighting — The company will furnish high tension current for light- 
ing to persons living adjacent to the high tension line at the 
same rates and terms as given in the city of Sheboygan. 
To install this service the company will charge for the service 
lines and will in addition require the applicant to pay for 
suitable transformers and protective devices as may be re- 
quired. 
Power — The company will furnish high tension alternating current 
for power at the same rates and terms as apply for power in the 
city of Sheboygan. To install this service the company will re- 
quire the applicant to pay all charges for service lines, trans- 
formers and protective devices required. 
Wholesale — The company will furnish high tension current (whole- 
sale) for lighting and power use, to municipalities or private 
companies or corporations, for resale, at the regular power rates 
which apply in the city of Sheboygan. The applicant will fur- 
nish and install, subject to supervision of the company, all serv- 
ice lines, transformers and devices for safety or regulation, and 
the meter will be installed at the point where the service lines 
tap the high tension line. 

NOTE: — The above rates for lighting and power outside the city of 
Sheboygan cannot apply in municipalities, except to the muni- 
cipality, and cannot apply in such territory as may be covered 
by contract with companies or corporations buying current at 
wholesale for resale. 
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Street JAgMtag, 

General: li 

254 — 600 c. p., -7.5 and 20 ampere, a. c. series gas filled tungsten i 
lamps burning all night every night. Rate $68 per lamp • 
per year. - ] 

Ornamental: J 

112 posts, 12 posts to block in pairs; 1 — 400 c. p. gas filled tung- 
sten lamp on each post; 93 lamps burn from dusk to 11:30 
and 12 p. m., rate 137.50 per lamp per year; 19 lamps burn 
all night every night, rate $55 per lamp per year. System 
installed by abutting property owners. City pays for serv- 
- ice. Rates include cost of maintenance. 



SHEBOYGAN FALLS. 

(Population, 1,630.) 
MUNICIPAIi PliANT. 



I 



Method of generation, steam. 

Daily operating period, continuous. ! 

Commercial Lighting. 

Current, 15 cts. per kw-hr. 

Discount as follows if paid by the 10th of the month: 

Less than $5.00 10% 

$5.00 and less than $7.50 15% 

$7.50 and less than $10.00 20% 

$10.00 and less than $12.50 25% 

$12.50 and less than $40.00 333^% 

$40.00 and less than $60.00 40% 

$60.00 and over 50% 

Commercial Power. 

Minimum charge per month $1.00. 

10 cts. for the first 10 kw-hr. per h. p. of connected load. 
6 cts. per kw-hr. for balance. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

29 — 6.6 ampere, d. c. series carbon arc lamps burning every nigbt 
from dusk to 1 a. m. Rate $45 per lamp per year. 
Ornamental: 

None. 

SHELL LAKE. 

(Population, 902.) 
MUNICIPAIi PLANT. 

MethoPi of generation, steam. 

Daily operating period, dusk to daylight; Wednesday 7 a. m. to U 
a. m. 

Commercial Ughting. 

Current, 10 cts. per kw-hr. If 500 kw-hr. or more are used per 
year, the rate is 8 cts. per kw-hr. 
Meters are owned by the consumers. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General : 

3—500 watt and 28—60 watt, 110 volt, a. c. multiple tungsten 
lamps burning 2190 hours per year. No charge. 
Ornamental: 

None. 
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SHULLSBUBG. 

(Population, 1,063.) 
INTERSTATE LIGHT & POWER COMPANY. 

(For rate schedule see Platteville.) 

Street Liig^hting. 

66—40* c. p., 4 ampere, a. c. series, gas filled tungsten lamps, burn- 
ing upon an all-night moonlight schedule. Rate $28 per 
lamp per year. 
Ornamental: 

None. 

SILVEB LAKE. 

(Population, 350.) 
CAREY EliBCTRICAL & MIIiliING COMPANY. 

(For commercial rate schedule see Wilmot.) 

Street liigliting. 
None. 

SOLDIEBS OBOVE. 

(Population, 667.) 

SOLDIERS GROVE ELECTRIC CO. 

Method of generation, hydraulic and steam. 

Daily operating period, dusk to 11 p. m. and 5:30 a. m. to daylight. 

Commercial Lighting. 

Residences : 

1 — 25 watt lamp, $0.50 per month. 

2—25 watt lamps, 0.80 " " 

3—25 watt lamps, 1.00 • " 

Each additional 25 watt lamp, $0.30 per month. 
Business Places: 

1 — 25 watt lamp, $0.50 per month. 

2—25 watt lamps, 0.85 " 

3—25 watt lamps, 1.05 " 

Each additional 25 watt lamp, $0 35 per month. 

To any consumer using 20 or more 25 watt lamps the rate is 
$0.25 per lamp per month. All lamps are furnished free. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
50—60 watt, 110 volt, d. c. multiple tungsten lamps burning 
every night until midnight. Rate $12 per lamp per year. 
Ornamental: 
None. 

SOMEBSET. 

(Population, 275.) 

APPLE RIVER POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

For store and residence lighting 11 cts. per kw-hr., with a discount 
of 1 ct. per kw-hr., provided all bills are paid on or before 
the 10th of the month following that in which current was con- 
sumed. 
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At the option of the company, the company may demand at any 
time from the consumer a deposit to secure the payment of 
bills. If bill is not paid by the 15th of the month the com- 
pany may, at its option, discontinue service without further 
notice. 

Ck>minerci«l Powor. 

Power will be furnished by the company along its secondary lines 
for single phase motors not to exceed 7% h. p., 220 volts, or 
three phase, 60 cycle, alternating current for motors above 1 
h. p. Power to be furnished at the following rates, which are 
based on the hours' use per day of the connected load per 
month of 26 days, and, if it is found that the load will be of 
such character that it will average more than ten hours per 
day, for each month, special rates will be filed. 

Rates are as follows: 

1 hr. service per day per month of 26 days, $2.25 per h. p. 

2 " " " " 2.75- 
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4.40 

4.65 

5.25 

" 5.60 

From the above rates per h. p. hour, the consumer will be allowed 
to deduct a discount of 10% provided all bills are paid on or 
before the 10th of the month following that in which the cur- 
rent was consumed. 
When the current used and registered by the meter or meters at 
the above rates is less in value th$in the following amounts, 
minimum bills will be rendered for said amounts in considera- 
tion of the customer's use of the company's machinery, which 
must be held in reserve by the company to meet the customer's 
demands: 

$3.00 per month net for 1 h. p. 
$2.00 per month net per h. p. of connected load of 2 and less 

than 5 h. p. 
$1.50 per month net per h. p. of connected load of 5 and less 

than 10 h. p. 
$1.00 per month net per h. p. of connected load of 10 and over. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

9 — 60 watt, 112 volt, a. c. multiple tungsten lamps burning all 
night every night Rate $26 per lamp per year. 
Ornamental: 

None. 

SOMMEBS, TOWN OF 

(Kenosha County.) 
WISCONSIN GAS & ELECTRIC CO. 

(See rural rate schedule for Town of Geneva.) 

Street JAghting. 
None. 
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. SOMMBBS, TOWN OF 

(Kenosha County.) 
MIIiWAUKEE LIGHT, HKAT & TRACTION CO. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Part III.) 

SOUTH MILWAUKEE. 

(Population, 6,092.) 

MTLWAUKEE LIGHT, HEAT & TRACTION CO. 

(For commercial rate schedule see M. L. H. & T. Co., Milwaukee. 
Part I.) 

Street Ldsbttng. 

80 — 4 ampere d. c. series magnetite arc lamps burning all night 
every night. Rate $75 per lamp per year. 
Obnamxintal; 
None. 

SOUTH WAYNE. 

(Population, 475.) 

MUNICIPAL PLANT. 

Method of. generation, gasoline. 

Daily operating period, dusk to 10:30 p. m. except Saturday nights 
to 11 p. m. 

*Oaiiiinercial liighttng. 

Meteb Rates: 

Current, 10 cts. per kw-hr. 
Flat Rates: 

One lanap, any size, 75 cts. per month. 

1 — 8 c. p. and 1 — 16 c. p. $1.00 per month. 

1 " 2 " 1.20 

1 " 3 " 1.30 

1 " . 4 " 1.40 

2 " 1 " 1.00 

3 " 1 " 1.15 

1 " 1 32 c. p 1.00 

1 " 2 " 1.40 

1 "1 " 1.00 

1 "2 " 1.40 

2 "2 " 1.60 

2 " 2 " 1.50 

4 " 2 *' 1.50 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 
27 — 60 watt, 220 volt, d. c. multiple tungsten lamps, burning from 
dusk until 10:30 every night except Saturday night, when 
lamps burn until 11 p. m. No charge. 
Obnamental: 
None. 



* Matter of rates pending before the Oommlstlon. 
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SPARTA. 

(Population, 3,973.) 
O. I. NEWTON'S SONS COMPANY. 

Method of generation, Bteam and hydraulic. 

Daily operating period, continuous. ] 

Crmmercial lighting. 

Minimum bill, 75 cts. per month. 

Primary: 12 cts. net, or 13 cts. gross, for the first 30 hours' use 
per month of the active connected load. 

Secondary: 7 cts. net, or 8 cts. gross, for the next 60 hours' upe 
per month of the active connected load. 

Excess: 3 cts. net, or 4 cts. gross, for all over 90 hours* use per 
month of the active connected load. 
The active load shall in each case be a fixed percentage of tbe 
total connected load of lamps installed on the premises, ex- 
cluding appliances. 

Class A shall consist of residences, dwellings, flats, and private 
rooming houses, 60 per cent of the first 500 watts and 33% per 
cent of all over 500 watts connected for these consumers shall 
be deemed active. 

Class B shall consist of all consumers not enumerated in classes A 
and C. In this class 70 per cent of the first 2.5 kw. and 55 per 
cent of all additional connected load shall be- deemed active. 

Class C shall consist of public and parochial schools, churcbes, 
hotels, hospitals, public buildings, garages, barns and stables, 
warehouses, laundries, blacksmith shops, and small industrial 
establishments. In this class 55 per cent of i^e connected load 
shall be deemed active. 

Commercial Power. 

Minimum bill $1.00 per month for the first 2 h. p. or fraction 
thereof, and 50 cts. per month for each additional h. p. of 
nominal rated capacity. 
Primary: 8 cts. net or 9 cts. gross, for the first 15 hours' use per 

month of the active connected load. 
Secondary: 5 cts. net or 6 cts. gross for the next 30 hours' use per 

month of active connected load. 
Excess: 2.5 cts. net, or 3.5 cts. gross for all over 45 hours' use per 

month of active connected load. 
The active load shall be determined as follows: 

First 10 h. p 90 per cent 

Next 20 h. p 75 per cent 

Next 30 h. p 60 per cent 

All over 60 h. p 50 per cent 

Except, however, if the active load so determined exceeds the 
possible load, the totc^ possible load in h. p. shall be deemed 
to be the active load. 
Railway Signal Service. 

3 cts. per kw-hr. for all energy used. 
Discount: 
The difference between the gross and net rates shall constitute a 
discount for nayr-ent of bills on or before the 10th day of 
the month following the month in which service was rend- 
ered. 
Coropr»ny i^ay require a deposit to secure payment of bills. 
In default of payment of bill within 15 days after presentation, 
current may be stopped and the meter removed, and if w* 
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moved for nonpayment of bill a charge of |1.00 will be made 

for resetting meter. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street liig^hting. 

Genebai.: 
83 — 4 ampere, a. c. series magnetite arc lamps burning all night 
every night. Rate $61.92 per lamp per year. 

Ornamental: 
77 posts, 60 feet apart in pairs; 25 posts with 5 — 25 watt tung- 
sten lamps on each post, and 52 posts with 3 — 25 watt 
tungsten lamps on each post; top lamp on each post burns 
all night every night and side lights bum until 11 p. m. 
Rate $23 per lamp per year. System installed by city and 
abutting property owners. City pays for service. Utility 
bears cost of maintenance. 

SPOONEK. 

(Population, 1,453.) 

MUNICIPAIi PLANT. 

Method of generation, hydraulic. 

Daily operating period, all night but irregular during the day. 

Crmmercial Ldghting. 

Metek Rates : 

Up to 100 kw-hr 8 cts. per kw-hr. 

100 to 200 " 7 " 

200 and over " 6 " 

Flat Rates: 

1—16 c. p. lamp 50 cts. per month. 

2 — 16 " 80 " 

3—16 " $1.00 " 

Meters are owned by the consumers. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 

4 — 5 ampere, 110 volt, a. c. multiple carbon arc lamps, burning 
upon an all-night every-night schedule. Rate $50 per lamp 
per year. 
63 — 100 watt, 110 volt, a. c, multiple tungsten lamps, burning 
upon 9n all-night every-night schedule. Rate $10 per lamp 
per year. ; .J 

Ornamental: 
None. 

SPRING GREEN. 

(Population, 730.) 
MUNICIPAL PLANT. 

Method of generation, steam. 

^ally operating period, dusk to midnight. 

Commercial Lighting. 

Minimum monthly bill, 75 cts. 
Current, 11 cts. per kw-hr. 
Meter rent, 25 cts. per month. 

26— E. R. 



SPRmO GREEN.] —402— tWlS. R. R. COMM. 

' A penalty of 15% is added if bills are not paid by the 15tli of 

the month, and 20% if not paid by the 30th. 
Some meters are owned by the consumers and some by the utility. 
No charge Is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
41 — 60 c. p., 6.6 ampere, a. c. series, gas-filled tungsten lamps, 
burning on a moonlight midnight schedule. Rate ^19 per 
lamp per year. 
8 — 100 c. p., 6.6 ampere, a. c. series, gas-filled tungsten lamps, 
burning on a moonlight midnight schedule. Rate $19 per 
lamp per year. 
Ornamental: 
None. 

8PBIN0 VALLEY. 

(Population, 972.) 

WISOONSIN-MIXNESOTA LIGHT & POWER CO. 

Method of generation, hydraulic and transmission. 
Daily operating period, continuous. 

Commercial Lighting. 

(For lighting rates see schedule for Alma Center.) 

Commercial Power. 

For less than 20 h. p. 6 cts. per kw-hr. for the first 30 hours' 
use of the maximum demand, and 3 cts. per kw-hr. for the 
balance. 
For 20 h. p. and over, 75 cts. per h. p. of maximum demand and 

2 cts. per kw-hr. 
By the term maximum demand is understood to be the rated 

. capacity of the motors connected times 746 watts. 
The minimum power bill will be 75 cts. per h. p. per month as 
above determined where more than 1 h. p. is installed. On 
installation of 1 h. p. or less the minimum bill will be |1.00 
per month. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Genebal : 

30 — 100 c. p., 4 ampere a. c. series tungsten lamps burning every 

night until midnight. Rate |20 per lamp per year. 
8 — 400 c. p., 4 ampere a. c. series tungsten lamps burning every 
night all night. Rate $60 per lamp per year. 
Ornamental: 
None. 

STANLEY. 

(Population, 2,675.) 
NORTH WESTERN LUMBER CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Meteb Rates: 
Minimum monthly bill, |1.00. 

10 cts. per kw-hr. for the first 30 kw-hr. use of connected load per 
month. 
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8i/^ cts. per kw-hr. for each additional kw-hr. up to and including; 

90 kw-br. use of connected .load per month. 
7 cts. for each kw-hr. in excess of 90 kw-hr. use of connected load 

per month. 
Flat Rates: 
50 cts. per month per each 16 c. p. lamp or its equivalent. 
The minimum rate per consumer per month shall be |1.00 for both 

meter and flat rate customers. 

Co^mmerclal Power. 

Meter Rates: 
Electric power to be used between hours of 7:00 a. m. and 6:00 p. m. 
A ready-to-serve charge of 75 cts. per month for each h. p. or 

fraction thereof, based on the rated capacity of motor, is made 

for all power Installations with one exception: In case a 

motor is installed on a lighting system, the customer pays the 

regular lighting rate, but no readiness-to-serve charge. 
Current Charges for Power: 
In addition to the readness-to-serve charge, the meter charge is as 

follows: 
5 cts. per kw-hr. for the first 200 kw-hr. used each month. 
4% cts. per kw-hr. for each additional kw-hr. used each month 

up to and including 400 kw-hr. 
4 cts. per kw-hr. for each additional kw-hr. used each month more 

than 400 kw-hr. 
Flat Rates: 
At its option, company may install motors of 3 h. p. or less at the 

following flat rate charges: 
For motors rated 1 h. p. or less, |3.25 per month. 
For motors rated at more than 1 h. p. and at not more than 2 h. p., 

$4.50 per month. 
For motors rated at more than 2 h. p. and at not more than 3 h. p., 

$6.00 per month. 
Company reserves the right to change any installation from a 

flat rate basis to a meter and readiness-to-serve charge basis. 
At the option of the consumer, motors may be installed on any 

lighting installation which is on a meter, the consumer paying 

the regular lighting meter rate for the current consumed by 

such motor, but not paying a readiness-to-serv^ charge. 
Special Contract With the City. 
Company furnishes under a two year contract with the city of 

Stanley, all power necessary to drive the city water works 

pump for the sum of $960 per year. 
All customers to furnish their own motors and to pay for all 

wiring inside of the buildings. 
Company furnishes wiring to the buildings, also transformer^ and 

meters, the transformers and meters to remain property of 

the company. 

Street Lighting. 

General: 

29 — 7.5 ampere a. c. series carbon arc lamps burning all night 
every night. Rate $80 per lamp per year. 
Ornamental: 

None. 

STANTON. 

(Population, 125.) 

NEW RIGHMOXD power CO. 

(For commercial rate schedule see Deer Park.) 

Street Lighting. 
None. 
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STAS PSAIBIE. 

(Population, 253.) 

NEW RICHMOND POWER CO. 

Method of generation, transmission.. 
Daily operating period, continuous. 

(For commercial rate schedule see Deer Park.) 

Street Lighting. 
General: 

29 — 60 watt, 110 volt, a. c. multiple tungsten lamps, burning all 
night every night. Rate $6 per lamp per year. Village fur- 
nishes lamps and cares for system. 
Ornamental: 
None. 

STEVENS POINT. 

(Population, 8,692.) 

STEVENS POINT LIGHTING OO. 

Method of generation, hydraulic with steam auxiliary. 
Daily operating period, continuous. 

Commercial liigbting. 

Meter Rates: 
Minimum monthly charge, 50 cts. 

First 100 kw-hr. 13% cts. per kw-hr. 

Next 100 " 12 " " 

" ' 100 " 11 " " 

All over 300 " 10 " " 

Commercial Power. 

Minimum monthly charge, |1.00 per h. p. per month. $3.00 maxi- 
mum. 4 cts. per kw-hr., between above rates. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

94 — 7.5 ampere a. c. series carbon arc lamps burning on an all- 
night moonlight schedule. Rate $78 per lamp per year. 
Ornamental: 

None. 

STOUOHTON. 

(Population, 4,761.) 
MUNICIPAL PLANT. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum bill, 75 cts. per month, irrespective of whether meter is 

owned by plant or consumer. 
Current 10 cts. per kw-hr. for the first 30 hours' use per month of 

active load; 6 cts. per kw-hr. for all over 30 hours' use per 

month of active load.- 
Active load for churches and residences to be considered as 50^^ 

of the full connected load ; for all other classes of service 100%. 

Discount 5% if paid on or before the 10th of the month. 
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All devices, the nature of which would be what is known as off- 
peak: business, such as flatirons, heating devices, vacuum 
cleaners and washing machines, are not to be counted in de- 
termining consumer's active load, but shall be on the basis 
of rates heretofore established for lighting. 
Cooking and Heating Rate. 

Residences having a cooking or heating load greater than 2000 
watts (beside toasters and flatirons) will have a rate of 10 cts. 
per kw-hr. for the first 30 hours* use of active load: 6 cts. per 
kw-lir. for the second 30 hours', and an excess rate of 3 cts. 
per kw-hr. 
Any consumer desiring that current for heating be registered on 
a separate meter, may have this current at 3 cts. per kw-hr.; 
with the usual minimum of 75 cts. per month, 
i Rate for lighting an Orphans* and Old Peoples' Home, located ap- 
I proximately one and a quarter miles from present distributing 

system: 
Rates to be regular except that the two institutions together are 
to guarantee (by contract) a minimum income to the utility 
of $400.00 per annum. 

Commercial Power. 

Minimum monthly bill $1.00 per h. p. connected. 
Current 7 cts. per kw-hr. for the first 30 hours' use per month of 
active load. 3 cts. per kw-hr. for all over 30 hours' use per 
month of active load up to 2000 kw-hr.; 2% cts for all over 
2000 kw-hr. per month. On yearly contract basis the primary 
rate Is 6 cts. per kw-hr. 
I Full connected load to be considered active. 

Contract Rate for Off-Peak Service. 
Service to be discontinued during the hours of the day hereinafter 
specified in each of the following months: 
During October between the hours of 5:40 p. m. to 9:30 D. m. 
November " " " " 5:00 p. m. to 9:30 o. m. 
December " " " " 4:30 p. m. to 9:30 p. m. 
January " " *' " 4:40 p. m. to 9:30 p. m. 
February " " " " 5:20 p. m. to 9:30 p. m. 
March " " " " 6:00 p. m. to 9:30 p. m. 

Shall be at the rate of 6 cts. per kw-hr for the first 30 hours' use 
per month of active load and 3 cts. per kw-hr. for all over 
30 hours' use per month of active load, up to 2,000 kw-hr. All 
over 2000 kw-hr. 2l^ cts. per kw-hr. That full connected load 
shall be considered active. The minimum charge shall be 50 
cts. per month per h. p. connected. The above rates shall be 
on yearly contract basis only. 
Short Time Rate: 

Short time motor users shall pay as their minimum bill the regu- 
lar minimum for the h. p. connected, plus a charge for the 
extra amount of labor involved for connecting; and where 
unusual amounts of material are needed, a small rental on the 
material will be added. 

No meters will be removed for a shorter period than 3 months 
unless a service charge of $1.00 is paid for reconnecting. 

All bills for electric service shall be due on the first of every 
month. A discount of 5% will be allowed if paid on or be- 
fore the 10th of the month and if not paid on or before the 
10th of the month next following, the current will be shut off 
and when so shut off shall not be turned on again until arrears 
have been paid together with a penalty of |1.00. Exception 
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to this rule will be made when consumers are absent from the 
city. 

A deposit sufficient to cover 2 months' estimated bill may be re- 
quired If the utility deems it necessary to protect its inter- 
ests. Interest at the rate of 5% will be paid on such de- 
posits. 

If for any reason the meter is not read, a charge of 75 cts. is made. 
same will be adjusted when meter is read. 

Welders will be furnished power at the usual contract rates; but 
due to the fact that special machinery must be run to supply 
this load the company. has the right to discontinue service in 
case this power is necessary to supply lighting load. 

In the case of buildings in which a maximum demand meter is in- 
stalled the maximum 15 minutes demand will be assumed as 
the active load. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises vsrith lines. 

Street Lighting. 
General: 
71 — 300 and 400 watt, 105 volt a. c. multiple gas filled tungsten 
lamps burning on an all-night moonlight schedule. Rate 
$66 per lamp per year. 
17 — 100 watt, 105 volt a. c. multiple gas filled tungsten lamps burn- 
ing on an all-night moonlight schedule. Rate $26.40 per 
lamp per year. 
Orn A menial: 
None. 

STRATFORD. 

(Population, 763.) 
R. CONNOR COMPANY. 

Method of generation, steam. 

Daily operating period, dusk to daylight, dark days 24 hours. 

Commercial Lighting. 

Meter Rates: 

15 cts. per kw-hr. 
Flat Rates: 

50 cts. per 16 c. p. lamp per month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

6 — 5 ampere, d. c, series, carbon arc lamps, burning on a dusk to 

daylight schedule. Rate $75.00 per lamp per "year. 
Ornamental: 
None. 

STURGEON BAT. 

(Population, 4,262.) 

MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 

Minimum monthly bill, 75 cts. 
Current, 9 cts. per kw-hr. 
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Flat Rates: 
75 cts. per 32 c. p. lamp per month. 

Renewals in all cases, Inside wiring, lamps, and meters shall be 
owned by the consumer. 

Commercia-l Power. 

Minimum charge per month 75 cts. 
Current 5 cts. per kw-hr. 

A penalty of 25 cts. is added to all lighting and power bills not 
paid on or before the 15th of each month. If the bills, to- 
gether with the penalty of 25 cts. are not paid on the 16th of 
the month, service is discontinued. 
A charge of 50 cts. is made for connecting consumer's premises with 
lines. 

Street liighting. 

General : 

2 — 6.6 ampere, a. c.^ series carbon arc lamps, burning on a moon- 
light all-night schedule. Rate $85 per lamp per year. 
80 — 80 c. p., 6.6 ampere, a. c, series tungsten lamps, burning on a 
moonlight all-night schedule. Rate 121.25 per lamp per year. 
304 — 40 watt, 110 volt, a. c„ multiple tungsten lamps, burning on 
an all-night every-night schedule. Rate $4.50 per lamp per 
year. 
Ornamental: 
None. 

SULLIVAN. 

(Population, 625.) 
BARK RIVER ELECTRIC JAGH^T & POWER CO. 

(For commercial rate schedule see Rome.) 

Street Liiichtin^. 

General : 
$20 per year for 100 watt gas filled tungsten lamps burning every 
night until midnight. 

Ornamental: 
None. 

SXJMMIT, TOWN OP 

(Waukesha County.) 

MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee Part II and 
Part III.) 

SUN PRAIRIE. 

(Population, 1,119.) 

MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, continuous. 

Commercial Ligbtiiig. 

For all lighting service furnished residences and businesses, (here- 
inafter specifically referred to as Classes A, B and C) including 
such incidental use of appliances for heating and power used on 
lighting circuits and passing through the same meter, and meas- 
ured by a meter or meters owned and installed by the utility, a 
charge of 
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Primary Rate 14 cts. net or 15 cts. gross per kw-hr. current used 
equivalent to or less than the first thirty hours' use per month 
of the active connected load. 

Secondary Rate 11 cts. net or 12 cts. gross per kw-hr. for additional 
current used equivalent to or less than the next sixty hours' 
use per month of the active connected load. 

Excess Rate 8 cts. net or 9 ct*?. gross per kw-hr. for all additional 
current us3d in excess of the above ninety hours* use per month 
of the active connected load. 

The active connected load shall in each case be a fixed percentage 
of the total connected load of the lamps installed on the con- 
sumers' premises, excluding appliances. 

Class A includes residences, flats and private rooming houses. 
Where the total connected load is equal to or less than 500 
watts nominal rated capacity, 60 per cent of such total connected 
load shall be deemed active; where the installation exceeds 500 
watts nominal rated capacity, 33% per cent of such part of the 
total connected load which is over and above 500 watts shall 
be deemed active. 

('lass B includes stores, saloons, offices, banks, restaurants, lodges 
and halls, theaters, and all others not herein specifically pro- 
vided for. In this class 70 per cent of the connected load shall 
be deemed active. 

Class C includes churches, schools, hotels, industrial establishments, 
public buildings, barns and garages, and blacksmith shops. In 
this class 55 per cent of the connected load shall be deemed 
active. 

Minimum Bill. — The minimum bill shall be 50 cts. per month. 
Where the utility is unable to read the meter after reasonable 
effort, the fact should be plainly indicated upon the monthly 
bill, the minimum charge of 50 cts. shall be assessed, and the 
difference adjusted with the consumer when the meter is again 
read. 

Discount. — The utility shall bill all consumers at the g:ross rate 
and the difference between the gross and net rates above 
specified, or one cent per kw-hr., shall constitute a discount for 
payment on or before the 15th of the month. 

Reconnection of meters. — For the reconnection of a meter for the 
same consumer upon the same premises, a charge of $1.00 is 
deemed reasonable. 

Commercial Power. 

For current used for power purposes and measured by meters 
owned and installed by the utility the rate is: 
Primary Rate: 

8 cts. net or 9 cts. gross per kw-hr. for the first 15 hours' use per 
month Of the connected load. 
Secondary Rate: 

6 cts. net or 7 cts. gross per kw-hr. for the next 30 hours' use per 
month of the connected load. 
Excess Rate: 

4 cts. net or 5 cts. gross per kw-hr. for all over 45 hours* use per 
month of the connected load. 

The connected load is determined by multiplying the nominal 
horse-power rating by 0.746. 

The minimum monthly bill is $1.00 per month for the first h. P. or 
fraction thereof, and 50 cts. for each additional h. p. of con- 
nected load. 

The provisions for discount and reconnection of meters, as ststed 
under the schedule for commercial lighting, shall also apply 
to power. 
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Short Time Users (light and power) — The rate for short time users, 
such as the canning factory, shall be 14 cts. net or 15 cts. eross 
per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

; Street lAghtkng. 
General : 
42 — 100 watt, 220 volt, d. c, multiple tungsten lamps, burning on 
moonlight midnight schedule. Rate |16 per lamp per year. 
18 — 250 watt, 220 volt, d. c, multiple tungsten lamps, burning on a 
moonlight midnight schedule. Rate |28 per lamp per pear. 
Ornamental: 
None. 

SUPEBIOB. 

(Population, 40,384.) 

NORTHERN POWER COMPANY. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Power. 

STANDARD SCHEDULE. 

The customer agrees to take the power herein contracted for and to 
pay monthly to the company therefor, on or before the fif- 
teenth day of the month following that for which charge is 
made, in accordance with the following schedule of rates. 
440 Volt Unrestricted Power. 

When the customer's load factor is: 

10% or less ^0.0375 per kw-hr. 

Over 10% and not more than 15% 0333 

Over 15% " * 20% 0246 
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Over 20% " " " " 30% 02 

Over 30% " " " " 40% 015 

Over 40% " " " " 50% 0135 

Over 50% " " " " 60% 0113 

Over 60% " " " " 75% 01 
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Over 75% 0082 

Minimum Payment: The payment to be made by the customer in 
any month shall be not less than an amount equal to 75 cts. per 

h. p. of the maximum amount of h. p., or any increase 

thereof, but in no case shall the amount of power to be used as 
the basis of this payment be less than the greater use of power 
by the customer hereunder, at any time within one year prior 
thereto. 
13,000 Volt Unrestricted Power. 

When the customer's load factor is: 

10% or less $0.03 per kw-hr. 

Over 10% and not more than 15% 025 " " 

Over 15% " " " - 20% 0185 



Over 20% " " •• " 30% 015 

Over 30% " " - " 40%.... .012 

Over 40% " " " - 50% 0105 

Over 50% " " " " 60% 0088 

Over 60% " " " " 75% 0074 

Over 75% 006 
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Minimum Payment: The payment to be made by the customer in 
any month shall be not less than an amount equal to 50 cts. per 

h. p. of the maximum amount of h. p., or any increase 

thereof, but in no case shall the amount of power to be used as 
the basis of this payment be less than the greater use of power 
by the customer hereunder at any time within one year prior 
thereto. 
Load Factor is the result, expressed^ as a percentage, obtained by 
dividing the total number of kilowatt-hours used during the 
month by the product of the total number of hours in the month 
and the greater amount obtained by either of the two following 
measurements: 
Greatest number of kw., used instantaneously in the month, less 

60%, or 
Greatest average number of kw. used for any five consecutive 

minutes in the month. 
When the amount of the monthly charge is greater than the amount 
that would be produced by increasing the number of kw-hr. 
used during the month to the lowest number that would make 
the next lower rate apply, then the monthly charge shall be 
reduced to the amount that would be so produced. 
Discount will be allowed in accordance with the following table, on 
each monthly charge based on above schedule of rates, amount- 
ing to 1250.00 and over. On intermediate amounts the next 
smaller rate shall apply. When the net amount is greater than 
that produced by increasing the gross amount of the monthly 
charge sufficiently to make the next higher rate of discount ap- 
ply, then the net amount shall be reduced to the amount that 
would be so produced. 

Table of Discounts. 



Monthly 
charge 



$250 
400 
560 
700 



Rate 

of 
disc. 



1% 

3% 
4% 



Monthly 
charge 



$850 
1000 
1150 
1300 



Rate 

of 

disc. 



5% 

e% 

7% 
8% 



Monthly 
charge 



$1450 

leoo 

1750 
1900 



Rate 

of 

disc. 



9% 
10% 
11% 
12% 



Monthly 
charge 



$2100 

2ao» 

2600 
2800 



Bate 

of 

disc 



13% 
14% 
15% 

ie% 



Monthly 
charge 



$8200 
3750 
4S0O 

5500 ft 
over 



Bate 
of 

disc. 



17% 
18% 
19% 
S0% 



Service is furnished to the Duluth Street Railway Company, and to 
the Superior Water, Light and Power Company under special 
contracts. 



ALTERNATE SCHEDULE 

The customer hereby agrees to pay to the company for the electric 
power reserved and delivered under the terms of this contract 
on or before the 10th day of each month following that for which 
the charge is. made, and the amount of each monthly charge shall 
be determined by the company in accordance with rates tor 
reservation and power as follows: 
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40 Volt Unrestricted Power. 
Charge for Reservation: 

The customer shall pay to the company for reservation of machin- 
ery, apparatus and lines $1.35 per month for each kw. of the 
minimum rating of the customer's load, and whenever the 
rating of the customer's load, as determined by the provisions 
hereof, is in excess of the minimum rating, the customer shall 
also pay to the company $1.35 per month for each kw. of such 
excess, based upon the rating of the customer's load for the 
month for which charge is made. 
Charge for Power: 

The customer shall also pay to the company for the electric power 
actually used each month, as recorded by the kw-hr. meters 
installed by the company, $0,015 per kw-hr. for all power used 
up to 70 kw-hr. for each kw. of the rating of the customer's 
load for the month for which charge is made, as determined 
by the provisions hereof, and $0.0075 per kw-hr. for all addi- 
tional power used. 

13,000 Volt Unrestricted Power. 
Charge for Reservation: 
The customer shall pay to the company for reservation of ma- 
chinery, apparatus and lines $1.10 per month for each kw. of 
the minimum rating of the customer's load, and whenever the 
rating of the customer's load, as determined by the provisions 
hereof, is in excess of the minimum rating, the customer shall 
also pay to the company $1.10 per month for each kw. of such 
excess, based upon the rating of the customer's load for the 
month for which charge is made. 
Charge for Power: 
The customer shall also pay to the company for the electric power 
actually used each month, as recorded by the kw-hr. meters 
installed by the company, $0,011 per kw-hr. for all power used 
up to 70 kw-hr. for each kw. of the rating of the customer's 
load for the month for which charge is made, as determined 
by the provisions hereof, and $0,005 per kw-hr. for all addi- 
tional power used. 
Disccunt: 
On all bills paid on or before the tenth day of the month following 
the month for which change is made, a discount of $0.10 per 
kw. win be allowed on the "Charge for Reservation." 
Rating : 

The rating of the customer's load for all purposes of this contract 
shall be the maximum rate at which power is used at any time 
during the period for which the rating is determined, as 
measured by maximum demand meters, or, at the option of 
the company, on the basis of the highest result obtained from 
any of the following measurements : 
The maximum instantaneous peak less 60 per cent discount. 
The maximum one-minute peak, less 50 per cent discount. 
The maximum three-minute peak, less 33% per cent discount. 
The maximum five-minute peak, less no discount. 
Discounts on intermediate peaks shall be interpolated by propor- 
tion. 
Peaks due to short circuit and accidents to machinery shall not be 
counted. 



SUPERIOR.] 



412 



[WIS. R. R. C01V1M. 



SUPEBIOB. 

(Population, 40,384.) 

SUPERIOR WATER, LIGHT & POWER CO. 

Method of generation, electric. 
Daily operating period, continuous. 

RESIDENCE LIGHTING RATE. 

For all electric energy furnished residences, dwellings, flats and pri- 
vate boarding houses for lighting. This service may include 
energy for other uses than lighting, where appliances of not 
over 600 watts capacity each, are employed, whose aggregate 
demand does not require special wiring or enlarged meter or 
transformer capacity. 
Rate. 

10^ cts. per kw-hr for all or part of first 6 kw-hr. used per month 
in house having 3 rooms or less, plus 2 kw-hr. for each addi- 
tional room. 
8% cts. per kw-hr. for all or part of next 6 kw-hr. used per montli 
in house having 3 rooms or less, plus 3 kw-hr. for each additional 
room. 

6 cts. per kw-hr. for all energy used in excess of 12 kw-hr. per moDti 
in house having 3 rooms or less, plus 5 kw-hr. for each additional 
room. 

In applying the above rate, the count of rooms is to be made on the 
so-called Real Estate Agents' rental basis (which excludes bath- 
rooms, hallways and unfinished attics and basements) except that 
rooms having an area of more than 300 sq. ft. will count as 2 
rooms. When two or more rooms exceed 300 sq. ft. each, only 
one extra room will be counted for each 300 sq. ft. of ex;cess area. 

The following is a tabulation of above rates: 





Number of Booms 


Add lor 

ea. addL 

room 




1-3 

6 
6 

12 

.50 


4 5 


6 17 8 

1 


9 

18 

24 

42 

.90 


10 

20 

27 

47 

1.00 


11 

22 
30 

1.10 


I?, 

24 

S3 

57 

1.20 


13 


Kw-hr. @ 10% cts., let 


8 

9 

17 

.50 


10 

12 

22 

.50 


j 

12 14 
15 18 
27 .'^ 


16 

21 

37 

.80 


26 

36 

62 

1.30 


2 


** @ 8% ctfi. . next 


3 


" O 6 cts. , all over 


5 


Bfhiimuni monthly bill 


.60 


.70 


.10 



Discounts — Prompt Payment. 1 ct. per kw-hr. when paid on or be- 
fore 10 a. m. on 16th and ]/^ ct. per kw-hr. when paid later than 
this, but not later than 10 a. m. on the 26th of month following 
that for which bill is rendered. 
When the 15th or 16th falls on a Sunday or holiday, discounts al- 
lowed until 10 a. m. on the 17th and until 10 a. m. on the 27th, 
when the 25th or 26th falls on a Sunday or holiday. 
Minimum Charge — 1 to 5-room house or flat 50 cts. plus 10 cts. for 

each additional room. 
Tebm of Contract. This agreement shall continue in force until 
three days after notice in writing of desire to discontinue serv- 
ice has been delivered at the office of the' company. 
Note. — ^A term contract may be required when special investment is 
required in order to furnish service. 
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COMMERCIAL LIGHTING RATE. 

For all electric energy furnished to premises as listed below under 
Classes "A," "B," and "C." This service may Include energy 
for other uses than lighting when motors or other appliances 
of not over 750 watts capacity, each, and not over 1500 watts 
aggregate capacity are used. 
Rate. 
10 1/^ cts. per kw-hr. for all or part of first 3 kw-hr. used per month 
per 100 watts of active load. 
8M» cts. per kw-hr. for all, or part, of next 6 kw-hr. used per 

monttL per 100 watts of active load. 
6 cts. per kw-hr. for all current used in excess of 9 kw-hr. per 
montli per 100 watts of active load. 
Flat Rate Option, Customers located within the limits of the com- 
pany's patrol service may secure service at a flat monthly charge 
figured on basis of above rates for window, sign and outside 
decorative lighting, the company turning lights on at dusk and 
off at 10 p. m., 11 p. m., midnight or daybreak, as may be agreed. 
Discounts — Prompt Payment. 1 ct. per kw-hr. when paid on or be- 
fore 10 a. m. on 16th, and ^ ct. per kw-hr. when paid later than 
this, but not later than 10 a. m. on the 26th of month following 
that for which bill is rendered. 
When the 15th or 16th falls on a Sunday or holiday, discounts are 
allowed until 10 a. m. on the 17th and until 10 a. m. on the 
27th when the 25th or 26th falls on a Sunday or holiday. 
Note — On bills owec^ by the United States of America, the state 
of Wisconsin, the county of Douglass and the city of Superior 
an additional 30 days' time is allowed without forfeiture of dis- 
count. 
Minimum Charge. Net, 50 cts. per month for 500 watts, or less, of 
connected load, plus 5 cts. for each additional 50 watts con- 
nected. 
Term of Contract. 
A — Metered Service. Subject to termination by consumer on 3 days* 
written notice, delivered at the office of the company. Note — ^A 
term contract may be required when special investment is re- 
quired in order to furnish service. 
B — Flat Rate Service. One year and such further time as the cus- 
tomer shall continue to use the service and until 3 days after 
receipt of written notice at the office of the company of inten- 
tion to discontinue. 
Determination of Active Connected Load. Active connected load 
shall, ill every case, be a percentage of total connected load, 
consisting of lamps, appliances, etc., installed upon consumer's 
premises and shall be fixed as follows: 
Class "A" V/indou>, Sign, Basement-salesroom, and Outside Decorative 
Lighting, 

Sixty-six and two-thirds (66%) per cent, of the total connected 
load shall be deemed active. 
Class "B" Stores, Offices, etc. (See full list helow.) 
When the total connected load is equal to or less than 2^ kw., 70% 
of such total connected load shall be deemed active. When 
the installation exceeds 2^ kw., 55% of such connected load 
over and above 2l^ kw. shall be deemed active; provided that 
lamps used exclusively In space devoted to the storing of 
goods shall be treated as 20% active and shall not be included 
in the 2i^ JsiWr specified ftbove. Class "B" shall consist of: 
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wholesale and retail merchandise establishments, offices, etc., 
as per the following list, and all other consumers not other- 
wise specifically provided for in Classes "A" and "C". 



Art stores 

Bakeries 

Banks 

Barber shops 

Book stores 

China and crockery stores 

Cigar stores 

Coffee and tea stores 

Commission stores 

Candy stores and ice cream 

parlors 
Drug stores 
Drygoods stores 
Dressmaking parlors 
Electrical supply stores 
Flower stores and greenhouses 
Furniture stores 
Fuel stores and offices 
Grocery stores 
Hairdressing parlors 
Hardware stores 
Harness stores 
Hay, grain and feed stores 
Jewelry stores 
Meat markets 
Massage parlors 
Millinery stores 
Milk depots 
Offices (business and professional) 



Paint and wallpaper shops 

Photograph galleries 

Piano and music stores 

Picture stores 

Plumbing shops 

Pool and billiard halls 

Saloons and cardrooms 

Shoe stores and repair shops 

Stationery stores 

Studios 

Tailor shops (including dyers, 
cleaners and clothes press- 
ing shops) 

Undertakers 

Upholsterers 

Wine and liquor stores 

Shooting galleries 

Corridors and halls in office and 
apartment building upon sep- 
arate meter 

Dance and public halls, includ- 
ing lodge and society rooms, 
restaurants and lunch wagons 

Depots and public places for the 
conduct of railroad, street 
railroad, express and tele- 
phone business (excluding 
freight warehouses) 



Class "C" Public Buildings, Churches, Hotels, Factories. 
55% of the total connected load shall be deemed active. 
Class "C" shall consist of: 
Public buildings (federal, state and county) 
Churches and missions. 
Hotels and clubs. 

Theaters, including stereopticons and moving picture machines. 
Factories closing not later than 6 p. m. (including small indus- 
trial establishments such as machine shops, carpenter shops, 
blacksmith shops, tin shops and cigar factories). 
Schools, private and parochial. 
Grain elevators and warehouses. 
Freight and storage warehouses. 
Stables and garages (private, boarding and livery). 
Minimum Connected Load. 

In classes "A," "B" and "C," the minimum connected load to be 
used in figuring active load shall be 200 watts. 
Quantity Discounts, — Applying to Commercial Lighting Rate: 
1st 250 kw-hr. per mo. Disc. None. 



2nd 250 
3rd 250 
4th 250 
5th 250 
6th 250 
7th 250 
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$0,005 per kw-hr. 
.01 
.015 
.02 
.025 
.03 
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All additional consumption .015 
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The Average Discounts are as follows: 

Monthly Consumption of 500 kw-hr. avg. disc. 10.0025 per kw-hr. 

" " " 750 " " " .005 

" 1000 " " " .0075 

u 1250 " « " .01 

" 1500 " " " .0125 

" 1750 " and over .015 



« 
« 



FLAT RATE LIGHTING. 

Applying to Installations of not over 200 watts. 
Rate: 

For each 50 watts connected: 

Burning from dusk until 10 p. m $0.80 

" ' " 12 p. m 1.00 

all night 1.65 

Discount — Prompt Payment. 20% when paid on or before 10 a. m. 
on 16th of month; 10% when paid later than this, but not later 
than 10 a. m. on the 26th of the month following that for which 
bill is rendered. When 15th or 16th or 25th or 26th, falls on a 
Sunday or holiday, discounts allowed until 10 a. m. on 17th or 
27th. 
Term of Contract. 1 year, and such further term as consumer shall 
continue to use the service and until 3 days after delivery to 
company's office of written notice to discontinue service. 
The company reserves the right to set a meter on all installations. 

« 

FIXED CHARGE LIGHTING RATE WITH CURRENT LIMITING 

DEVICE. 

Rate: 
Per watt of demand as fixed by limiter: 

April to Sept., both inclusive, 1 ct. per month 
Oct. to March, " " 1.4 " " 

Wattage contracted for may range from a minimum of 80 to a 
maximum of 160, by steps of 20 watts (80, 100, 120, 140 and 
-160 watts.) 
Discount for Prompt Payment. 2 cts. per watt when paid on or be- 
fore 10 a. m. on 16th of month; 1 ct. per watt when paid later 
than this but not later than 10 a. m. on the 26th of month fol- 
lowing that for which bill is rendered. 
Term of Contract. On^ year, which term shall automatically renew 
itself for like period, except upon contrary notice of either party 
to the other, in writing, 30 days prior to the expiration of such 
original term or any renewal thereof. 
Terms and Conditions — Special: 
Sec. 1— The consumer's connected load must equal 12^4 watts per 
socket and shall not exceed wattage contracted for; provided, 
however, that when two or more lamps are controlled by a 
change-over switch, so that only one lamp can be burned at a 
time, only one of such lamps (the larger or largest, if they differ 
in size) shall be counted in figuring the connected load. Empty 
live sockets will be counted at 20 watts each. 
Sec. 2 — No current shall be used for any purpose other than light- 
ing, and lamps shall not be burned except during the usual 
lighting hours. 
Sec. 3 — No lamps shall be used except Mazda lamps of the following 
sizes, purchased from the company: 10, 15, 20, 25, and 40 watts. 
(Total connected load not to be increased beyond original total.) 
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Sec. 4 — The current limiter used in connection with this rate remain 
the property of the company, and the consumer agrees not t 
remove, unfasten, disconnect, or in any way tamper with saii 
limiter or the connections thereto, or permit anyone else to d 
so, and to be responsible for any damage thereto. 

ELECTRIC COOKING, HEATING AND BATTERY CHARGING RATE 

When separately metered, moving picture machines, stereopticons 
photographers' arcs and rectifiers will be supplied under thii 
rate. 
Rate: 

6 cts. per kw-hr. for the first 50 kw-hr. used per month. 
5 cts. per kw-hr. for excess over 50 kw-hr. monthly. 
Discount for Provipt Payment. 1 ct. per kw-hr. when paid on or 
before 10 a. m. on 16th of month; ^ ct. per kw-hr. when paid 
> later than this, but not later than 10 a. m. on the 26th of the 
month following that for which bill is rendered. When 15th 
or 16th, or 25th or 26th fall on a Sunday or holiday, discounts 
allowed until 10 a, m. on the 17th or 27th. 
Minimum Charge. Net, $1.00 per month per kw. connected load. 
Term of Contract. This agreement shall remain in force until three 
days after notice in writing of desire to discontinue has been 
mailed to or delivered at the company's office. 
Note. — ^A term contract may be required when special investment 
is required in order to furnish service. 

WHOLESALE LIGHTING RATE. 

Rate: I 

Meter rate with quantity discounts: I 

First 500 kw-hr. per month at 10^ cts. | 

Next 500 " " " " 8% " , 

Next 1000 " " " " 6 " ' 

Excess consumption over 2000 kw-hr. at 4 cts. I 

Discount for Prompt Payment. 1 ct. per kw-hr. when paid on or be- | 
for 10 a. m. on 16th of month ; i^ ct. per kw-hr. when paid later 
than this, but not later than 10 a. m. on 26th of month following 
that for which bill is rendered. When 15th or 16th, or 25th or i 
26th falls on a Sunday or holiday, discounts allowe'd until 10 
a. m. on 17th or 27th. 
Minimum Charge. Net, $1,620 per year, payable in monthly install- i 
ments of $135 but entitling customer to the use of current at , 
any time during the year. i 

Term of Contract. Five years, with right of cancellation on 6 months' 

written notice at any time after expiration of first year. ' 

Untransformed Current: | 

When current is supplied at 2200 volts the above rates, including j 

minimum charge, are subject to a further discount of 10% of 

the net bill after deducting prompt payment discount. 

RATES FOR POWER AND ALLIED SERVICE 

For all electric energy furnished for driving motors, including In- 
cidental lighting, when the demand arising from such lighting 
shall not exceed 20% of the total simultaneous demand for 
lighting and power. 
Rate 1. Applying to regular commercial service on installations of 
over 4 h. p.: 
Fixed Charge, $2.50 per month per h, p. of maximum flemand. 
Energy (^MTff^t 2 cts. per kw-hr. * * 
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Hate 2. Applying to regular commercial service on installations of 
over 4 h. p.: 
Fixed Charge, $1.25 per month per h. p. of maximum demand. 
Energy Charge, 3.75 cts. per kw-hr. 
Rate 3. Applying a regular commercial service on installations of 
over 3 h. p.: 
10 cts. per kw-hr. for all or part of first 25 kw-hr. used per month 

per h. p. of maximum demand. 
3.75 cts. per kw-hr. for all current used in excess of 25 kw-hr. per 

month per h. p. of maximum demand. 
Minimum charge, 15 cts. per month per h. p. of maximum demand. 
Note. — Power consumers have the option of taking either of ahove 
rates, but cannot change from one to the other except at the 
expiration of each year of service. 
Discount — Prompt Payment. 20% for payment not later than 10 
a. m. on the 16th, and 10% for payment not later than 10 a. m. 
on the 26th of month following that for which servico was ren- 
dered. 
Term of Contract. One year and such further time as the consumer 
shall continue to use the service and until 3 days after receipt of 
written notice at the oflSce of the company of intention to discon- 
tinue. 

SMALL MOTOR POWER RATE. 
Applying to Regular Commercial Service Installations of 4 H. P. or less. 
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Discount — Prompt Payment. 20% for payment not later than 10 
a. m. on the 16th, and 10% for payment not later than 10 a. m. 
on the 26th of month following that for which service was rend- 
ered. 
Term of Contract. This agreement shall remain in force until 3 days 
after receipt of notice, in writing, at the office of the company, 
of intention to discontinue service. 

OFF-PEAK POWER RATE. 
"Rxte: 
$0.03125 per kw-hr. 

Consumer agrees not to use power during following hours: 

Oct. 1st to 15th 5:00 to 10 p. m. 

Oct. 16th to Nov. 15th 4:45 to 10 p. m. 

Nov. 16th to Dec. 10th 4:30 to 10 p. m. 

Dec. 11th to Jan. 1st 4:15 to 10 p. m. 

Jan. 2nd to Feb. 1st 4:30 to 10 p. m. 

Feb. 2nd to March 1st 5:00 to 10 p. m. 

27— E. R. 
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Saturdays during above period, same as aboTe, except that 10:30 
is substituted for 10 o'clock, Saturdays March 1 to Oct. 5:30 
to 10:30 p. m. 
Consumer to install and operate one or more recording ampere 
meters, through which all current used under this rate shall 
pass and charts from which are to be delivered to the com- 
pany at end of each month. 
Discount Prompt Payment. 20% for payment not later than 10 a. m. 
on the 16th and 10% for payment not later than 10 a. m. on 
the 26th of month following that for which service was rendered. 
Minimum Bill. Net, |12.00 per year per h. p. of meters Installed, 
payable in monthly installments of $1.00 per h. p. but entitling 
consumer to the use of current at any time during the year. 
Term of Contract. 1 year and such further period as consumer shall 
continue to use the service. 

DIRECT CURRENT POWER RATE, 500 VOLT. 

Applying to installations of 100 horse power or over, and including in- 

cidental lighting. 

Rate : 

Fixed charge, $100 per month, net. 

Energy charge, 1% cts. per kw-hr., net. 
Term of Contract. 5 years. 

MUNICIPAL BRIDGE, VIADUCT AND PARK LIGHTING. 

In addition to the above, the city is furnished series tungsten lamps 
as follows, burning on street lighting circuits. 

Third street passenger viaduct 7 — 60 c. p. 

East 4th street bridge 8 — 80 c. p. 

and multiple tungsten lamps during the summer season in Billings 
park and the approach thereto. 

The above are furnished under special contracts, the price depend- 
ing less on the amount of current supplied than on tlie extent 
of the special investment made in each case; hence no price 
can be quoted per lamp. 

MUNICIPAL BUILDINGS— LIGHTING RATE. 

4 cts. per kw-hr., net. 

This rate applies to all interior lighting for the city of Superior 
including city hall, fire halls, schools and library. 

Street Lighting. 

General : 

515 — 250 c. p., 6.6 and 7.5 ampere a. c. series gas filled tungsten 
lamps burning all night, every night. Rate $38 per lamp 
per year. 
27 — 600 c. p., 6.6 and 7.5 ampere a. c. series gas filled tungsten 
lamps burning all night every night. Rate $72 per lamp 
per year. 
Ornamental: 

162 posts, 16 posts to block in pairs; 144 posts with 2 — 60 watt 
I and 1 — 40 watt tungsten lamps each. 18 posts with 2 — W 

watt and 1 — 40 watt tungsten lamps each. All lamps burn 
from dusk to midnight and 43 — 40 watt lamps burn until 
daylight. Rate $22.50 per post per year for 144 posts and 
$38.40 per post per year for 18 posts. System Installed 
by abutting property owners. Rate includes maintenance. 
City pays for service. 
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SUSSEX. 

(Population, 300.) 
WISCONSIN GAS & BIiECTRIC CO. 

(See rate schedule for Menoraonee Falls.) 

Street Lighting. 
None. 

TEMFLETON. 

(Population, .) 

WISCONSIN GAS & ELECTRIC CO. 

(See rate schedule for Menomonee Falls.) 

Street Lifchting. 
None. 

THERESA. 

(Population, 345.) 
THERESA lilGHT AND POWER CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $1.00. 

10 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Sti«eet Lighting. 
Gexeral : 
16 — 100 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning from dusk until midnight. Rate $19.75 per lamp 
per year. 
12 — 25 watt, 110 volt, a. c, multiple tungsten lamps, burning 
from dusk until midnight. Rate $5.54 per lamp per year. 
Ornamental. 
None. 

THIENSVILLE. 

(Population, 725.) 
THIENSVILLE LIGHT & POWER CO. 

Method of generation, water power. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $1.00. 
First 20 kw-hr. 14 cts. gross or 13 cts. net per kw-hr. 
Next 30 " 121/^ " " " 113^ " " " 
All over 50 " 11 " " " 10 " " " " 
Difference between the gross and net rates constitutes a discount 
if bill is paid oh or before the 10th of the month following 
that for which service was rendered. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 
5—240 watt, 110 volt d. c. multiple tungsten lamps burning every 
, night from dusk to 12:30 a. m. Rate $48 per lamp per 

year. 
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3 — 200 watt, 110 volt d. c. multiple gas filled tungsten lamps 
burning every night from dusk to 12:30 a. m. Rate ^48 
per lamp per year. 
Ornamental: 

None. 

THORP. 

(Population, 741.) 
MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to 12 p. m. and 5 a. m. to daylight. 

Commercial Lighting. 

Meter Rates: 

10 cts. per kw-hr. 
Flat Rates: 

Arc lamps, $2.50 per month, dusk to midnight. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

Data incomplete. 

TILDEN. 

(Population, .) 

TILDEN ELECTRIC LIGHT AND POWER CO. 

Method of generation, . 

Daily operating period, . 



Commercial Lighting. 

Meter Rates: 

Minimum charge per month $1.00. 

Primary Rate: 13 cts. per kw-hr. for the first 30 hours* use per 

month of the active load. 
Secondary Rate: 8 cts. per kw-hr. for the next 60 hours' use per 

month of the active load. 
Excess Rate: 5 cts. per kw-hr. for all current used in excess of 
90 hours' use per month of the active load. 
Flat Rates: 

Flat charge of $37.50 per month made to the Creamery Co. for 
power and lights. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

None. 

TOMAH. 

(Population, 3,419.) 

TOMAH ELECTRIC & TELEPHONE CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 

Minimum monthly bill, $1.00. 
Current, 15 cts. per kw-hr. 
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Subject to following discounts if paid on or before last discount 
day as stamped upon the notices rendered monthly. 

On bills from $1.11 up to $3.00 10% discount 

3.00 " 5.00 20% 

5.00 " 10.00 30% 

" 10.00 " 20.00 40% 

" ''over 20.00 50% 

Electric light meters will be installed in contemplation of twelve 
full month's service at tbe regular rates, and in case the sub- 
. scriber requires the removal of a meter within that time, he 
will be required to pay the cost of installing and removing 
said meter and of connecting and disconnecting his service 
line from the primary circuit, or pay the established mini- 
mum charge for the remainder of the twelve month period. 

Oommercial Power. 

S cts. per kw-hr., subject to discounts for quantity consumed as fol- 
lows: 

From 100 to 200 kw-hr 5% disQpunt. 

200 to 300 " 10 

300 to 400 " 15 

400 to 500 '• 20 

500 to 600 " 25 

600 to 700 " 30 

700 to 800 " 35 

800 to 900 " 40 

900 to 1000 " 45 

1000 and over 50 

Minimum monthly bill. For each motor of 2 h. p. and less (nom- 
inal rated capacity) a minimum charge of $2.00 per month 
shall be paid; and for each motor of over 2 h. p. a minimum 
of $1.00 per month shall be paid for each h. p. or fraction 
thereof, of the nominal rated capacity of the motor. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

57 — 6.6 ampere, a. c, series, magnetite arc lamps, burning on an 
all-night every-night schedule. Rate $54 per lamp per year. 
1 — 60 watt, 110 volt, a. c. multiple carbon lamp, burning upon 
an every-night all-night schedule. Rate $12 per lamp per 
year. 
Ornamental : 
None. 

TOMAHAWK. 

(Population, 2,907.) 
ELECTRIC, WATER & TEL.EPHONE CO. 

Method of generation, current purchased. 

Daily operating period, 23 hrs. every day, Sundays 20 hrs. 

Commercial UghUng & Power. 

Current for incandescent lamps, enclosed arc lamps, motors, etc., 
12 cts. per kw-hr., subject to discounts for quantity consumed 
as follows: 

to 50 kw-hr 10% 

50 to 75 " 15% 

75 to 100 " 20% 
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100 to 250 ~ 30% 

250 to 500 " 40% 

500 to 750 " 50% 

750 to 1,000 " 60% 

1,000 to 1,500 " 70%~ 

Minimtmi charges will be made as follows to cover expenses of in- 
specting and maintaining meters, transformers and service con- 
nections. 

10 incandescent lamps $1.25 per month. 

20 " " 1.75 " 

30 " " 2.25 " " 

40 " " 2.75 " " i 

50 " " 3.50 " " I 

100 " " 5.90 " 



1 



150 " " 7.50 

200 " " : 8.50 



<( 
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300 " " 9.60 

400 " " 10.75 



« 



600 " " 12.00 " 

Commercial Power. 

1st Class. 
Minimum Charge per month, |1.00 for first h. p. and 50 cts. for 

each additional h. p. 
First 30 hours' use of 75% of maximum demand |0.10 per Icw-hr. 
Maximum demand shall be rated h. p. of motors. 
All over 30 hours' use $0.02 per kw-hr. 
2nd Class. 
This class of power to be used on off-peak load only. 
Off-peak load shall be from 7:30 a. m. to 5:30 p. m. in April, May, 
June, July, August and Sept. and from 8:00 a. m. to 4:00 
p. m. in October, Nov., Dec, Jan., Feb. and March. 
Minimum Charge per month |1.00 for the first h. p. and %OA0 for 

each additional h. p. 
First 50 hours' use of 75% of maximum demand 5 cts. per kw-hr. 
Maximum demand shall be the rated h.^p. of motors. 
All over 50 hours' use 2 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

23—300 and 400 watt, 110 volt, a. c. multiple, gas filled tungsten 
lamps burning on an all-night every-night schedule. 
Metered at 3.6 cts. per kw-hr. Company furnishes free 
lamp renewals. 
3—100 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 
burning on an all-night every-night schedule. Metered at 
3.6 cts. per kw-hr. Company furnishes free lamp renewals. 

Ornamental : 

20' posts, 8 posts to block in pairs; 1 — 60 watt, 110 volt, a. c. mul- 
tiple tungsten lamp, and 4 — 40 watt, 110 volt, a. c. myltipie 
tungsten lamps on each post; 60 watt lamps burn all night, 
and 40 watt lamps burn until 11 p. m. Metered at 3.6 cts. 
per kw-hr. System installed by abutting property owners. 
City pays for service. System maintained by utility. 
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TREMPEALEAU. 

(Population, 535.) 

MUNICIPAL PLANT. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $1.00. 

11 cts. per kw-hr. with a discount of 1 ct. per kw-hr. if bills are 

paid on or before the 10th of the month following that in 

^wtiich current is used. 

Commercial Power. 

MiniTnttm Charge per month $1.00 for 2 h. p. or less, and 50 cts. 

for each additional h. p. 
9 cts. per kw-hr. with a discount of 1 ct. per kw-hr. if bills are 
paid on or before the 10th of the month following that in 
ivhich current is used. 
Meters are owned by the utility. 

A charge of $3.00 is made for connecting consumer's premises with 
lines. 

Street Lighting. 

Data incomplete. 

TWIN BLUFFS. 

(Population, 150.) 
TWIN BLUFFS MILL, POWER & LIGHT CO. 

Method of generation, hydraulic. 

Daily operating period, dusk to daylight. 

Commercial Lighting. 

Minimum charge per month $1.00. 

Service charge 25 cts. per month. 

Current 12 1/^ cts. per kw-hr. 
Meters are owned by the utility. ' 

A charge for the material and labor is made for connecting con- 
sumer's premises with lines. 

Street Lighting. 

None. 

TWO RIVERS. 

(Population, 4,850.) 
MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, continuous. 

Commercial Lighting. 

Minimum annual rental $9.00, to be paid monthly at 75 cts. 
Current, 9 cts. per kw-hr. 

Commercial Power. 

Demand Charge 50 cts. per connected h. p. per month. 
Energy Charge: 

First 30 hours* use of connected load 4 cts. per kw-hr. 

All in excess of 30 hours' use of connected load 3 cts. per kw-hr. 

No consumer to be furnished with more thaii 50 h. p. 

Power furnished only between the hours of 7 a. m. and 6 p. m. 
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Whenever light connections are disconnected for non-payment of 
bills, no* connections will be made until all bills have been 
paid with $2.00 added for making new connections. 

Meters will be furnished by the city at an annual rental per year 
of one-fourth of the cost of meter, to be paid each year In 
advance. After four annual rentals have been paid, the meter 
to become the property of the party paying the rentals. All 
repairs to be paid for by the party using the meter. 

An allowance of 50% of amount paid will be allowed on all meters 
returned to the city on which four annual payments have noi 
been paid. 
Meters are owned by consumers. 
No charge is made for connecting consumers' premises w^ith lines. 

Street Lighting. 

General: 

4 — 6.6 ampere a. c. series carbon arc lamps burning every night 

until midnight. Rate |45 per lamp per year. 
81 — 250 c. p., 6.6 ampere a. c. series gas filled tungsten lamps 
burning every night until midnight. Rate $45 per lamp 
per year. 
5 — 600 c. p., 20 ampere a. c. series gas filled tungsten lamps 
burning every night until midnight. Rate $45 per lamp 
per year. 
Ornamental: ^ 

8 posts all in one block; 1 — 200 watt tungsten lamp on each post. 
Current paid for at 9 cts. per kw-hr. System installed by 
city and city pays for service. 

TWO SIVEBS. 

(Population, 4,850.) 
WISCONSIN PTJBLIC SERVICE CO. 

Method of generation, transmission. 
Daily operating period, continuous. 

Coiinmercial Power. 

Installations from 40 to 200 h. p. No discounts. 

Less than 50 hrs.* monthly use of max. demand.. 3.0 cts. per kw-hr, 

50 to 100 " " " " " " . . 2.5 " 

100 to 200 " " " " " " ..2.0 " 

200 to 300 " " " " " " ..1.5 " 

300 to 400 " " " " " " ..1.3 " 

400 to 500 " " " " " '* ..1.2 " 

500 and above" " " " " " ..1.1 " 

Installations of 200 h. p. or over. No discounts. 

Less than 50 hr. monthly use of max. demand.. 3.0 cts. per kw-hr, 

50 to 100 " " " " " " . . 2.0 " " 

100 to 200 " " " " " " ..1.5 

200 to 300 " " " " " " ..1.3 

300 to 400 " " *• " " " ..1.2 

400 to 500 " " " " " " ..1.1 

500 and above" " " " " " ..1.0 

Street Lighting. 

None. 

UNION GROVE. 

(Population, 616.) 

UNION GROVE ELECTRIC COMPANY. 

Method of generation, oil engines and storage batteries. 
Daily operating period, continuous. 
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Commercial liighting. 

Minimum charge per month $1.00. 

Current 15 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street T^shting. 
General: 

39 — 150 watt, 220 volt d. c. multiple tungsten lamps burning on a 
moonlight dusk to 11 p. m. schedule. Rate $30 per lamp per 
year. 
Ornamental : 
None. 

VALDERS. 

(Population, 375.) 

OSLO POWER & LIGHT CO. 

Method of generation, hydraulic. 
Daily operating period. 

Commercial Ldgbttng. 

Meter Rates: 

Minimum monthly bill, $1.25. 

100 kw-hr. or less, 12 cts. per kw-hr. 

101 kw-hr. to 200, 10 cts. per kw-hr. 
Over 200 kw-hr., 8 cts. per kw-hr. 

Commercial Power. 

250 kw-hr. or less, 8 cts. per kw-hr. 

251 to 600 kw-hr.. 6 cts. per kw-hr. 
601 to 1000 kw-hr.. 5 cts. per kw-hr. 

1001 kw-hr. or over, 4 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Tjighting. 
General: 

12 — 60 watt, 115 volt a. c. multiple tungsten lamps. System in- 
stalled by business men and they pay for service at regular 
lighting rate. Period of operation controlled by business 
men. 
Ornamental : 
None. 

VERNON, TOWN OF 

(Waukesha County.) 
MILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L. H. & T. Co., Milwaukee, Part III.) 

VIOLA. 

(Population, 671.) 

VIOLA LIGHT & POWER COMPANY. 

Method of generation, hydraulic. 

Daily operating period 5:00 a. m. to 12:00 midnight. 

Commercial Lighting. 

Minimum bill 75 cts. per month. 
Energy : 
13 cts. gross or 12 cts. net per kw-hr. for the first 20 kw-hr. con- 
sumed per month. 
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10 cts. gross or 9 cts. net per kw-hr. for the next 30 kw-lir con- 
sumed per month. 
7 cts. gross or 6 cts. net per kw-hr. for all over 50 kw-hr. con- 
sumed per month. 

Oommercial Power. 

Minimum bill 75 cts. per month for the first h. p. or fraction thereof, •' 

and 50 cts. for each additional h. p. 
Energy: 

7 cts. gross or 6 cts. net for first 100 kw-hr. per month. 

6 " "5 " " " next 200 " 

3 " "2 " " " all over 500 kw-hr. per month 

Discount, 
The company will bill all consumers at the gross rate and the 
difference between the gross and the net rate or one cent per 
kw-hr. shall constitute a discount for payment on or before 
the 15th of the month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General : 

55 — 60 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps^ 
burning on a moonlight midnight schedule. Rate $20 per 
lamp per year. 
Ornamental : 
None. 

VntOQUA. 

(Population. 2,059.) 

VIROQUA B7LEGTRIC MGHT COMPANY. 

Method of generation, steam and producer gas. 

Daily operating period, dusk to dawn and two forenoons each week. 

Commercial liigbtlns^. 

Minimum bill $1.00 per month. 
First 50 kw-hr. per month 15 cts. per kw-hr. 
Next 50 " " " 12i/» " " 

All over 100 " " " 10 " " 

Vernon County Insane Asylum, 10 cts. per kw-hr., minimum 

monthly bill $20. 
Vernon County Poor Farm, 10 cts. per kw-hr., minimum monthJj" 
bill $5.00. 

Commercial Power. 

Off-peak Service: 

Minimum bill $1.00 per h. p. per month. 
First 100 kw-hr. per month 10 cts. per kw-hr. 
Next 400 " " " 8 " " 

Next 500 " " " 6 " " 

Excess " " " 4 " " 

It is understood by off-peak service that current should not be 
used for power from 4:30 p. m. to 10 p. m. during the months 
of October to March inclusive and from 6 p. m. to 10 p. m- 
during April to September, inclusive. 
On-peak Service: 

On-peak service rate to be 1 ct. in advance of above in each case. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with line* 
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Street Liigliting. 

Genebal: 
124 — 60 c. p., 6.6 ampere a. c. series gas filled tungsten lamps 

burning all night every night. Rate 126.10 per lamp per 

year. 
Obnamentai. : 
22 posts, 6 to 9 posts to block, staggered; 1 — 400 c. p., 15 ampere 

gas filled tungsten lamp on each post; 10 lamps burn all 

night every night, rate $100 per lamp per year; 12 lamps 

burn every night until 11:30, rate $50 per lamp per year. 

System installed by city. City pays for service. Utility 

bears cost of maintenance. 

WABENO. 

(Population, 700.) 

WABENO LIGHTING COMPANY. 

Method of generation, steam. 

Daily operating period, dusk to dawn. 

Commercial liighting. 

Minimum charge per month $1.00. 

First 25 kw-hr. per month 12^ cts. per kw-hr. 
Next 25 *' " " 11 " '" 

Next 50 " '* " 10 " " 

Next 100 " " " 9 " " 

All over 200 " " " 8 " " 

Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street liighting. 
General: 
12 — 400 c. p., 6.6 ampere, a. c. series tungsten lamps, burning on a 
moonlight midnight schedule. Rate $50 per lamp per year. 
Ornamental: 
None. 

WALWORTH. 

(Population, 755.) 
SOUTHERN WISCONSIN EliEOTRIO CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

Part I 

Gommercial Lighting. 

STANDARD RATE. 

Primary — 15 cts. net, 16 cts. gross per kw-hr. for the first 30 hours' 

use per month of active load. 
Secondary — 13 cts. net, 14 cts. gross per kw-hr. for the next 60 hours* 

use per month of active load. 
Excess — 7 <Jts. net, 8 cts. gross per kw-hr. for all in excess of 90 
hours' use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 
Class A shall Include residences, dwellings, flats, rooming houses, 
hotels .sanitariums, hospitals, Y. M. C. A., and clubs in which 
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meals and rooms are furnished. In this class 60 per cent: of 
the first 500 watts connected, and 33% per cent of all in excess 
of 500 watts connected shall be deemed active if the connected 
load is equivalent to 50 watts or more per opening. If ttie 
connected load is equivalent to less than 50 watts per opening, 
60 per cent of the first 500 watts connected, 33% per cent ot 
the next 1500 watts connected, and 20 per cent of all in excess 
of 2,000 watts connected shall be deemed active. 

Class B shall include banks, ofilces, stores, shops, saloons, biUia.r4l 
and pool halls, depots, theaters, lodge rooms, and clubs n^ot 
includable in Class A. In this class 70 per cent of the first 2.5 
kw. connected and 55 per cent of all in excess of 2.5 kw. con- 
nected shall be deemed active. 

Class C shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class, 55 per cent of 
the total connected load shall be deemed active. For all light- 
ing installations exceeding 5 kw. connected load, the active 
load shall, at the consumers' option, be determined by maxi- 
mum demand meters. The connected load shall be represented 
by the total wattage of lamps connected. 

Minimum Charge: 

Under 1 kw. connected load $0.60 per month 
From 1 to 2 " " " .80 " 

From 2 to 5 " " " 1.25 " 

Over 5 " " " 2.25 " 

OPTIONAL RATE. 

Optional with Standard Rate to all consumers on optional rate 
July 1st, 1916, electing to remain on same. 
Commercial Lighting — 12 cts. per kw-hr. 
Residential Lighting — 14 cts. per kw-hr. 
Flat Rate Service: 
For window lighting, sign lighting and other lighting on company's 
patrol service or controlled by time switch set by the company: 
I14 cts. per month per watt connected less 10 per cent discount it 
bills are paid within 10 days after date of billing. 

Commercial Power. 

STANDARD RATE. 

Primary — 7l^ cts. net, SV2 cts. gross per kw-hr. for the first 15 

hours' use per month of active load. 
Secondary — 5% cts. net, 6% cts. gross per kw-hr. for the next 30 

hours* use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kw-hr. for all in excess of 45 
hours' use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active 
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50 *' " " 60 " and over " 

Minimum Charge: 75 cts. per month for the first horse power con- 
nected and 25 cts. per month for each additional horse power 
connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or if primary motors 
are used, installation to be 50 h. p. or above; regular power 
rate with 4 cts. per kw-hr. maximum price guarantee. 
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OPTIONAL RATE. 

Optional with standard rate to all consumers on optional rate 
July 1st, 1916, electing to remain on same. 
6 cts. per kw-hr. for the first 100 kw-hr. per month 
5 " " " next 400 " 

4 " •• for all over 500 

Cooking a.iid Hexiting. 

Primary — 10 cts. net, 10 V^ cts. gross per kw-hr. for the first 10 kw-hr. 

used per month. 
Secondary — 2i/, cts. net, 3 cts. gross per kw-hr. for all over 10 kw-hr. 
used per month. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Minimum Charge: $24.00 per year up to and including 6 kw. of ag- 
gregate connected load. 
$4.00 per year for each additional kw. of aggregate connected 
load. 

Wholesale Ijight and Power. 

Primary Charge — $2.40 per month per kw. of maximum demand up 
to and including 50 kw. $2.00 per month per kw. of maximum 
demand over 50 kw. 
Secondary Charge — 5 cts. per kw-hr. for the first 1,000 kw-hr. used 
per month. 

3 cts. per kw-hr. for the next 4,000 kw-hr. used per month 
1.1 *• " " next 25,000 

0.9 •' " for all over 30.000 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 
The company shall have the right at any time to require the cus- 
tomer to make a reasonable deposit in advance to secure the 
payment of bills, such deposit if requested by the customer, to 
bear interest as provided in receipt issued by the company. 

Part n 

Rates for all year service outside village limits. See Part II of 
Delavan schedule. 

Part III 

Rates for summer service. See Part III of Delavan schedule. 

Street Lighting. 

General: 
112 — 80 c. p., 6.6 ampere, a. c, series, gas filled tungsten lamps, 
burning every night from dusk to midnight. Rate $10.44 
per lamp per year. 
Ornamental: 
None. 

WARBENS. 

(Population, 250.) 

^ GEO. WARREN CO. 

Method of generation, kerosene. 

^aily operating period, sunset to 11 p. m.; 5:30 a. m. to sunrise. 

Oommercial Lighting. 

Flat Rate of 20 cts. per 40 watt lamp per month. If only a few 

lamps are used the rate is 1 ct. per. watt per month. 
No charge is made for connecting consumer's premises with lines. 
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Street Lighting. 

General: 
6 — 60 watt, 220 volt d. c. multiple tungsten lamps burning from 
dusk to 11 p. m. Service furnished by company partly as 
a protection to its property. Commercial lighting rates 
apply. 
Obnamental: 
None. 

WASHBURN. 

(Population, 3,830.) 

WASHBURN ELECTRIC LJGHT & POWER CO. 

Method of generation, current purchased. 
Daily operating period, continuous. 

Commercial Lighting. 

Meteb Rates: 

Minimum monthly charge, $1.00. 

Residences, hotels and offices, 10 cts. per kw-hr. no discount. 

Stores, saloons, billiard rooms, etc. 
1st 2 hrs. use per day of total installation, 10 cts. per kw-hr. 
2nd 2 '* " " " " " 8 " " 

Balance 6 " 

Commercial Power. 

Minimum monthly charge |1.00 for the first h. p. and $0.50 for 
each additional h. p. 
First 10 kw-hr. per month per h. p. 8 cts. per kw-hr. 
Next 20 " " " 6 " 

All over 30 " " " 3 " 

Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
28 — 100 c. p. and 8 — 200 c. p., 6.ff ampere a. c. series gas filled 
tungsten lamps burning on a moonlight midnight schedule. 
Service paid for at commercial lighting rate. 
Ornamental : 
System in course of installation. 

WATERFORD. 

(Population, 581.) . 
MILWAUKEE LIGHT, HEAT & TRACTION CO. 

fFor commercial rate schedule see M. L. H. & T. Co., Milwaukee, 
Part I.) 

Street Lighting. 

General: 
38 — 60 c. p., 6.6 ampere a. c. series tungsten lamps burning all 
night every night. Rate 125.80 per lamp per year. 
6 — 200 c. p., 6.6 ampere a. c. series tungsten lamps burning all 
night every night. Rate $51.60 per lamp per year. 
Or'tamental : 
None. 

WATERFORD, TOWN OP 

(Racine County.) 
MILWAUKEE LIGHT, HEAT & TRACTI<»r CO. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Part III.) 
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WATERLOO. 

(Population, 1,220.) 
MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, continuous except Sunday when plant closes 
from 2 p. m. to 5 p. m. 

Commercial Ldghtiiig. 

For all lighting service furnished residences and businesses (here- 
inafter specifically referred to as Classes A, B, and C) includ- 
ing the incidental use of appliances for heating and power 
used on lighting circuits and passing through the same meter, 
a charge of 
Primary rate: 12 cts. net, or 13 cts. gross, per kw-hr. for the first 

30 hours' use per month of the active load. 
Secondary rate: 10 cts. net, or 11 cts. gross, per kw-hr. for the next 

60 hours' use per month of the active load. 
Excess rate: 8 cts. net, or 9 cts. gross, per kw-hr. for all over 90 

hours' use per month of the active load. 
The active load shall in each case be a fixed percentage of the total 
conuected load of the lamps installed on the consumers' prem- 
ises, excluding appliances. 
Class A includes residences, dwellings, flats, and private rooming 
houses. Where the total connected load is equal to or less than 
500 watts nominal rated capacity, 60 per cent of such total 
connected load shall be deemed active; where the installation 
exceeds 500 watts nominal rated capacity, 33%% of such a part 
of the total connected load over and above 500 watts shall be 
deemed active. 
Class B includes banks, offices, stores, barber shops, saloons, hall& 
and lodges, theaters, moving picture houses, restaurants, and 
all other consumers not herein otherwise specifically provided 
for. In this class 70 per cent of the connected load shall be 
deemed active. 
Class C includes schools, churches, public buildings, hotels, small 
industrial establishments, blacksmith shops, stables, garages, 
bowling alleys and parks. In this class, 55% of the connected 
load shall be deemed active. 
Minimum till 75 cts. per month. Where the utility is unable to 
read a meter after reasonable effort, the fact will be plainly in- 
dicated upon the monthly bill, the minimum charge assessed, 
and differences adjusted with the consumer when the meter 
is again read. 

Cooking Rate. 

Minimum charge per month $2.00. 
Current 3 cts. per kw-hr. 

Commercial Power. 

For current used for power purposes, the rate shall be: 
Demand charge: 50 cts. per month for the first h. p. or fraction 
thereof, and 50 cts. for each additional h. p. of connected load. 
Energy charge: 

First 50 kw-hr. per mo. 7 cts. net or 8 cts. gross per kw-hr. 
Next 100 " " 6 « « 7 

350 " " 5 " " 6 

1,000 " " 3.5 " " 4.5 

3,500 " " 3 " " 4 

5,000 " " 2.5 " " 3.5 

Over 10,000 " '* 2 " " 3 
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Lvmiting rates. — The maximum rate for power shall, bowever, not 
exceed 10 cts. per kw-hr., nor shall the minimum monthly bill 
be less than 11.00 for the first h. p. or fraction thereof and 25 
cts. for each additional h. p. of connected load. 
Emergency Service: 
The rate for emergency service shall be the same as the regular 
power rate except that the limiting rates shall not apply. 
Seasonal Service: 
The rate for service furnished only during a part of each year shall 

be 12 cts. net, or 13 cts. gross, per kw-hr. 
Discount for Prompt Payment: 

The utility will bill all consumers at the gross rate, and the 
difference between the gross and net rates above specified, 
or 1 ct. per kw-hr., shall constitute a discount for payment 
on or before the 15th of the month. 
In case bills are not paid by the end of the month the delinquent 
customers will be required to make a deposit of not less than 
12.50 to insure the payment of any subsequent bill. 
Reconnection of Meters: 

For the reconnection of a meter for the same consumer upon the 
same premises a charge of $1.00 will be made. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises vrith lines. 

Street Lightini;. 

General: 

91 — 150 watt, 110 volt a. c. multiple tungsten lamps burning on 
an all-night moonlight schedule. Rate $24.00 per lamp per 
year. 
6 — 250 watt, 100 volt a. c. multiple tungsten lamps burning on 
an all-night moonlight schedule. Rate $36 per lamp per 
year. 
5 — 400 watt, 110 volt a. c. multiple tungsten lamps burning on 
an all-night moonlight schedule. Rate $49.80 per lamp per 
year. 
80 — 15 watt, 110 volt a. c. multiple tungsten lamps burning 42(r 
hours per year. Rate $60 per year for the arch containing 
these lamps. 
Ornamental : 
None. 

WATERTOWN. 

(Population, 8,829.) 
WISCONSIN GAS & EliECTRIC COMPANY. 

Method of generation, hydraulic and current purchased. 
Daily operating period, continuous. 

I. STANDARD RATE. 

The customers signing the company's standard form of contract, 
providing for service for one year or more, the charge for elec- 
tric service shall be computed on the following basis: 
Detnand Charge: 

$42 per year for each kw. of demand of the first 10 kw-hr. 

30 " " " " " next 50 

24 '* " " «« " " ]^4() " 

18 " " " " in excess of 200 

Payable in equal monthly installments, plus an energy charge as 
follows : 
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Energy Charge: 

4 cts. per kw-hr. for first 1,000 kw-hr, consumption during mo, 

3 " " " next 3,000 ** 

2 •* " " " 6,000 

1^ " " " " 40,000 " 

1.3 " " " all in excess of 50,000 kw-hr. 

1. The foregoing rate shall apply to all customers utilizing com- 

pany's electric service for lighting and receiving free renewals 
of company's standard lamps. 

2. The foregoing rate less i/o ct. per kw-hr. shall apply to all cus- 

tomers utilizing company's service and not receiving free re- 
newals of company's standard lamps. 
(A) Electric Lighting: 

1. This service will include: 

(a) Electric energy furnished for lamps and ether appliances 
utilized for illumination purposes, except as hereinafter 
specifically exempted. 

(b) Motors and appliances other than lighting equipment where 
provided with a starting apparatus designed to* limit the 
initial or starting current to a value not exceeding 214 times 

the full load current, alternating current motors of \i h. p. 
when wound for 110 volts and of % h. p. when wound for 220 
volts, the aggregate rated capacity of such appliances not to 
exceed 2 kw., will be included in this class when used in con- 
nection with lighting equipment and when the connected load 
of such motors and appliances does not exceed the aggregate 
rated capactity of lighting equipment. 

2. Should the conditions of use of customer's demand be obviously 

such that he would never earn a lower rate under the Standard 
than under the Increment Rate Schedule, the Increment Rate 
Schedule set forth in Section II hereof shall apply. (Contract 
Form Nn. 759 — Wa.) The Increment Lighting Schedule is op> 
tional with the Standard Rate. 

3. In the application of the Standard Rate one integrating watt 

meter only shall be provided for the measurement of energy, 
unless accuracy of measurement requires the installation of more 
than one meter. Where demand meters are installed^ only one 
set of meters shall be used, and the arithmetical sum of their 
readings shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 kw. 

or less shall purchase service providing for free lamp renewals. 

(b) In exclusive lighting Installations of more than 2 kw. con- 
nected, it is optional with the customer whether he shall take 
the rate providing for free lamp renewals. 

(c) In exclusive lighting installations of more than 2 kw. con- 
nected and where customer desires to contract for service with- 
out free lamp renewals, the energy charge shall be V2 ct. per 
kw-hr. less than that provided above and Contract Form No. 
1938 — Wa. shall be endorsed "Without Renewals of Lamps." 

5. The maximum rate of charge for energy for lighting service is set 

forth in Section II. 

6. The following table shows the various contract forms under which 

commercial electric lighting service is sold, and the application 
I of such forms in the various classes of service: 

28— E. R. 
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Form No. Title Application 

769 — ^Wa. Contract for Electric (a) Lighting under Increment 

Service Schedule with free renewals of 

company's standard lamits. 
759— Wa. (b) "Short Time" ligrhting serv- 

ice. 
759 — Wa. (c) Not to be used for power 

service. 
1938 — Wa. Contract for Commer- (a) Commercial ligrliting under 

cial electric service. standard rate witb renewals of 

company's standard lamps. 
1938— Wa. (b) Commercial ligrliting serv- 

ice over 2 kw. under stand- 
ard rate, without renewals 
of company's standard lamps 
when endorsed "Without Re- 
newals of lamps." 
<B) Power: 

1. This service will include: 

(a) Electric energy utilized for motive and heating purposes and 
for miscellaneous lighting service required and utilized inci- 
dent to the purposes for which the power is used, providing 
the demand arising from such miscellaneous and incidental 
lighting service shall not be in excess of 20% of the total 
simultaneous demand for lighting and power service. 

(b) Stereopticons, moving picture machines, photographers' arc 
lamps and rectifiers shall be classed as power equipment 

(In office and apartment buildings, miscellaneous lighting serv- 
ice is defined to consist exclusively of hall, corridor, and lava- 
tory lighting and the illumination of the mechanical equip- 
ment of the building.) 

2. In the practical application of the standard rate, it is found that 

customers divide themselves generally into two classes — one in 
which the demand and hours use is so small that they receive 
no advantage under the standard rate, and the other class in 
which the standard rate nssults in a lower unit cost than the 
increment schedule. In the case of unlimited, or on-peak serv- 
ice, all contracts for demands of 222 kw. or less and requiring 
an average use of the demand of about 240 hours per month 
should be written under the increment rate schedule. (Con- 
tract form No. 1945 — Wa.) Contracts for demands in excess of 
222 kw. and 240 hours use per month should be written under 
the Standard Rate. (Contract form No. 1968 — Wa.) 

3. Where service for lighting or other application requiring single- 

phase current is desired by customer, to be supplied through 
meter measuring energy as polyphase power service, the un- 
balancing of the phases of the polyphase service arising from 
the use of the service for lighting or other purposes shall not 
exceed 10% of the demand in kw. contracted for or measured. 
The power factor of such unbalanced single-phase load shall not 
be less than 75%. Should customer's demand for single-pbase 
service exceed the above, the same shall be divided as nearly as 
practicable to obtain a balanced condition of the polyphase 
service. Customer may contract for single-phase requirements 
in excess of 10% of the polyphase demand as a separate single- 
phase service. Where miscellaneous lighting service is supplied 
through the same meter as "power" service (B), customer shall 
be required to supply apparatus for rendering available 120 volts 
for lighting service, if such be required. 
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4. Optional or Increment Rate for Power Service: 

To customers contracting on company's standard form to use serv" 
ice specified as power for periods of one year or more and 
"Who actually so use such service, the charge for electric power 
service shall be computed at the following rates: 

First 200 kw-hr, during any month 6 cts. per kw-hr. 

Next 200 " " " " 5 *' 

" 1400 " " " " 3 " " " 

All energ^r in excess of 2000 kw-hr. during any month 2 cts. per kw-hr. 

(a) The foregoing optional rate for power does not include re- 
nei^als of any incandescent lamps. 

(b) The foregofng rate is subject to the minimum monthly pay- 
ments specified in Section II, (B), 3. 

5. The following table shows the various contract forms under which 

power service is sold, and the application of such forms to the 
various classes of service. 

Form Title Application 

1945 — "Wa. Contract for Electric Power and miscellaneous light 

Power service, yearly where demand and energy con- 
increment rate. sumption are small or less 

than about 222 kw. at 240 hrs. 
per month use of demand. 
1946 — ^Wa. Contract for Electric Power «nd miscellaneous light. 

Power service — Short 
time increment rate. 
1968 — ^W^a. Electric Power Agree- Power and miscellaneous light 

ment. unn r Standard Rate. 

(C) Combined Lighting and Power Service: 

This service will include electric energy specified as "Lighting" 
(A), and electric energy specified as "Power" (B), where such 
combination service is supplied through the same meter. 

(D) Limited or Off-peak Service: 

The foregoing^ rates for "Lighting" service (see **A"), "Power" 
service (see "B"), and "Combined lighting and power service" 
(see C), less one-half of the demand charge, shall apply to 
customers contracting to utilize and utilizing the service only 
at times during the calendar day other than during the hours 
of the month, specified as follows: 

Hours during which service 
Month shall not be used. 

October 5 : SO p. m. to 7r. 00 p. m. 

November 5 : 00 p. m. to 7 : 00 p. m. 

December 4:30 p. m. to 7:00 p. m. 

January 4 : 40 p. m. to 7 : 00 p. m. 

February 5 : 20 p. m. to 7 : 00 p. m. 

March 6:00 p. m. to 7:00 p. m. 

In case customer desires to use service during the specified "off- 
peak" hours and upon giving the company one hour's notice of 
such intent, he shall be permitted to use service on any day of 
the week except Saturday and Sunday, and for each day power 
is so used customer shall pay: 
For each kw. of demand of the first 10 kw. 10.17 

" " next 50 " .12 
" " next 140 " .10 
" excess .07 
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The demand so paid for shall be that as measured if it exceeds the 
off-peak demand contracted for or otherwise paid for during the 
current month. 

1. Customers shall install and maintain in operating^ condition an 

automatic time switch of the type approved by the company. 

2. Service under the off-peak schedule for demands of less than 10 

kw. will not be solicited or recommended, but will be sold on 
application. The saving to the customer is small and the com- 
plication introduced greater than that warranted by the saving 
in cost of service. 

3. In many cases, customers signing Limited Service contracts will 

require some service for lighting during the hours that service 
is not available under this schedule. In such cases contract shall 
include a small demand under the Unlimited Service schedule, 
and all energy supplied under both schedules shall be measured 
by one meter. In computing the demand charge and the appli- 
cation of the four steps of the demand charge hereto, the de- 
mand charge for the Unlimited Service shall first be computed 
and the charge for the Limited Service shall be continuous 
thereafter.' For example, if the customer contracts to purchase 
10 kw. of Unlimited Service and 50 kw. of Limited Service, 
the monthly demand charge is computed as follows: 

10 kw. at $3.50 $35.00 

50 kw. at 1.25 62.50 

4. Limited or Off-peak service shall be sold only on annual con- 

tracts. On-peak service to supplement off-peak service during 
the off-peak hours shall not be sold at the short time or incre- 
ment rate. 

5. The following table shows the various contract forms under which 

power service is sold, and the application of such forms to the 
various classes of service: 

Form No. Title Application 

1964 — Wa. Limited electric power (a) Off-peak power service. 

agreement. 

1974— Wa. Combined unlimited and (a) Combined "on" and "off' | 

limited electric power peak power and miscellanfr 

agreen^jent. ous lighting. 

2377— Wa. Combined unlimited and (a) Combined "on" and "off' 

limited commercial and peak commercial lighting and 

electric light and power miscellaneous power, 
service. 

(E) Ten-Seven Service: 
The foregoing rates for "Power" service "B" less three-fourths of 

the dem.and charge shall apply to all customers contracting to 
utilize and utilizing company's service only during the hours 
10:00 p. m. to the following 7:00 a. m. Customer shall instaU 
and maintain in operating condition an automatic time switch 
of the type approved by the company. 
1. Contract form No. 1971 — Wa. shall be used for "Ten-seven" power 
service. 

(F) Unlimitw) Break-down Service: 
The foregoing? rates for "Lighting and power" service (C) under 

unlimfted rervice, shall apply for break-down or emergency serv- 
ice connections. Since for such service the actual demand is 
unknown, customers shall contract for any demand, and shall 
be limited to the demand as contracted for by an automatic cir- 
cuit breaker, installed and maintained by the customer smd 
approved and controlled by the company. It shall be set to 
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open when the demand exceeds 125% of the kilovoltampere de- 
mand contracted for. 

1. Contract form No. 1969— Wa. shall be used for "Unlimited Break- 
down Service." 
Limited Bri2ak-Down Service: 

The foregoing rates for "Lighting and power" service (C) under 
Limited or Off-peak Service, shall be furnished for break-down 
or emergency service connections. Since for such service the 
actual demand is unknown, customers shall contract for any 
demand, and shall bo limited to the demand as contracted for by 
an automatic circuit breaker, installed and maintained by the 
customer and approved and controlled by the company. It shall 
be set to open when the demand exceeds 125% of the kilovolt- 
ampere demand contracted for. 

I. Contract form No. 1970 — Wa. shall be used for "Limited Break- 

down Service." 
(H) Limited Summer Power Service: 
To customers signing the company's form of agreement providing for 
limited service during the months of May, June, July and August 
the following rates shall apply: 

For each kw. of the first 10 kw $1.75 

For each kw. of the next 50 kw 1.25 

For each kw. in excess of 60 kw 1.00 

In addition to said demand charge, customer shall pay at the end 
of each month for all energy used, at the rates set forth in 
the following schedule: 
4^ cts. per kw-hr. for first 100 kw-hr. consumption during 

month; 
^y2 cts. per kw-hr for next 900 kw-hr. consumption during 

month; 
214 cts. per kw-hr. for next 3,000 kw-hr. consumption during 

month; 
1% cts. per kw-hr. for next 6,000 kw-hr. consumption during 

month; 
1 ct. per kw-hr. for all energy in excess of 10,000 kw-hr. con- 
sumption during month. 

II. MAXIMUM RATE FOR LIGHTING SERVICE AND MINIMUM 

PAYMENTS 

A. Maximum Rate fob Lighting Service. 

1. The maximum rate of charge for commercial electric lighting 
service (Section 1, "A") during any month shall not exceed: 

First 100 kw-hr. during any month 12 cts. per. kw-hr. 

Next 100 " " " " 10 " " 

Next 100 " " " " 8 " " 

Next 300 " " " " 6 " " " 

All over 600 " " " " 4 " " " 

2. The foregoing rates are subject to prompt payment discount and 

include free renewals of company's standard carbon filament 
lamps and renewal allowances on tungsten or other special 
lamps. 

3. Customers may purchase service without lamp renewals, in 

which case these rates per kw-hr. shall be reduced % ct. 

4. The foregoing limitation of the maximum rate of charge for 

commercial electric lighting service applies only to exclusively 
commercial lighting customers and shall not apply to any 
customer purchasing service for combined lighting and power, 
break.down serivce, or combined unlimited and limited service. 
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B. Minimum Monthly Payments. 

1. The minimum monthly payment to be made by any customer^ 

except customers purchasing exclusively electric lighting serv- 
ice, or power service at the optional or increment power rate, 
shall be the monthly installment of the annual demand charge. 

2. A minimum monthly bill shall be charged of 50 cts. net to 

customers having connected loads of 300 watts or less and 
$1.00 to customers having connected loads in excess of 300 
watts, to cover such expenses occasioned by the individual 
customer as billing, inspecting and maintaining meter and 
service connections, etc. In addition to such minimum bill a 
charge of $1.50 shall be made for each arc lamp installed. 

3. A minimum yearly charge shall be paid by customers purchasing 

power service under the increment rate for power of $18.00 for 
an installation of 2 h. p. or less nominal rated capacity, plu& 
a yearly charge of $9.00 for each additional h. p. or fraction 
thereof nominal rated capacity. The yearly minimum charge 
shall be payable in 12 equal monthly installments, unless the 
sum of the monthly bills rendered by the company to customer, 
including current month's bill, during the then expired month 
of customer's contract period has equaled or exceeded the cor- 
responding accumulated monthly installments of the yearly 
minimum charge. The customer shall not be required to pay 
monthly installment of the yearly minimum charge when the 
accumulated bills rendered to customer by company for service 
for twelve months ended with the current month equal or ex- 
ceed the yearly minimum charge. 

4. A minimum yearly bill for any power customer ]:aving an in- 

stallation of 2 h. p. or less and purchasing service either under 
the standard or under the optional or increment rate shall be 
charged of $18.00. 

III. MEASUREMENT OP DEMAND 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecutire 
minutes during the contract year, subject to the methods of deter- 
mining demand hereinafter specified. 

A. Lighting Service. 

1. For lighting installations of 2 kw. or less, the demand shall be 

assessed as 100% of the first 300 watts, plus 66%% of the con- 
nected load in addition to the first 300 watts. 

2. Where the demand is assessed all standard sockets not contain- 

ing lamps shall either be removed or sealed by the company* 
or counted at 50 watts each. Larger sockets and receptacles 
shall be rated at 100 watts each. 

3. For installations of over 2 kw. the demand shall be measured 

by permanently installed demand meters, or by monthly read- 
ings taken during the normal peak demand of the service. 
Such readings may be ascertained at the option of the com- 
pany by counting revolutions of the watt meter disc, or by 
printing quarterly hourly readings of the watt meter, or by a 
graphic recording watt meter, or by the so-called Wright de- 
mand meter. 

B. Power Service. 

1. The maximiTm demand upon which the monthly charge for 

power service (see B) is based shall not be less than 75% of 
the highest demand ascertained during the period of twelve 
months ended with the current month. 

2. For power installations of 2 kw. connected or less, the demand 

shall be assessed as 75% of the connected load, as indicated 
by the manufacturer's rating. 
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C. Tbmporabt Assessment of Demand. 

In installations in excess of 2 kw. connected, where customer Is 
connected for service during a month which the maximum 
measured demand shall be less than the probable demand ob- 
taining during November, December, January or February, the 
demand will be assessed in accordance with the following rules, 
and such assessed demand will be corrected as soon as the ac- 
tual demand for the year has been measured, and the differ- 
ence in the demand rate billed upon the assessed or estimated 
demand, and the demand rate based upon the actual or meas- 
ured demand shall be credited to the customer or paid by the 
customer as the case may be. 

1. In OUiss *'J' customers (Lighting Service) the assessed demand 

shall be determined as follows: 
100% of the first 300 watts connected; 
66%% of the next 1700 watts connected; 
55% of all in excess of the first 2,000 watts connected. 
Class "1" customers shall include all lighting customers ex- 
cept those designated as Class "2*\ 

2. In Class *'2'* customers (Lighting Service) the assessed demand 

shall be determined as follows: 
100% of the first 300 watts connected; 
66%% of the next 1700 watts connected; 
40% of all in excess of the first 2,000 watts connected. 
Class "2" customers shall consist of federal and county build* 
ings, churches and missions, hotels and clubs, factories 
(including small industrial establishments such as ma- 
chine shops, carpenter shops, blacksmith shops, tin shops 
and cigar factories closing not later than 6 p. m.) private 
and parochial schools, grain and tobacco elevators and 
warehouses, freight and storage warehouses, stables and 
garages, both private, boarding and livery, and furniture 
stores occupying two or more floors above street level. 

3. In ClcLSS "3" (Power Service) the assessed demand shall be 

determined as a percentage of the total connected load as in- 
dicated by the manufacturer's rating: 
Where installations are under 10 h. p. 75%; 

" " " over 10 h. p. and less than 

50 h. p. 65%; 

50 h. p. 55% 

4. If customer's connected load is permanently decreased, the de- 

mand charge shall be reduced accordingly. Where customers 
connected load is 2 kw. or less, the demand shall be reassessed. 
If customer's load is in excess of 2 kw. the demand is deter- 
mined by measurement and the time at which the change in 
connected load occurs will influence the basis upon which the 
new demand charge will be determined. If the customer's 
connected load is reduced prior to December 15, of the cus- 
tomer's contract year, the demand may be remeasured and the 
new demand so ascertained be taken as the basis of the de- 
mand charge for the remaining portion of the customer' con- 
tract year. If the customer's installation be reduced subse- 
ouent to December 15 of the customer's contract year, then 
the new demand charge shall be determined upon the basis of 
the temporary assessed demand as provided in the preceding 
oaragraohs, and such assessed demand will continue to be the 
basis upon which the customer shall be billed for service until 
a new demand shall be ascertained by measurement during the 
months of November, December, January and February follow- 
ing. 
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IV. RESIDENCE) LIGHTING SERVICE 

To customers contracting for residence electric service with free re- 
newals of company's standard lamps for periods of one year or 
more, the following rate shall apply: 

(A) Primary. charge of 12 cts. per kw-hr. for: 

1. The first 4 kw-hr. consumed per month for each of the first 

four active rooms; 

2. The first 2% kw-hr. consumed per month for each of the ac- 

tive rooms in excess of the first four. 
All rooms, except the following, shall be computed as active: 
Three rooms (which are primarily or may be used as bed- 
rooms, including therein finished attic or garret room) 
basements, bathrooms, garrets, closets and back porch. 

(B) Secondary charge of 5 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate in (a) 
up to a total of 7 kw-hr. consumed pier month per active room. 

(C) Tertiary charge of 2 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate (a) and 
the secondary rate (b) or for all energy consumed in excess of 
7 kw-hr. per active room per month. 

1. The quantity of energy paid for at the primary rate (a) is not 

included in the energy computed at the secondary rate (b) or 
at the tertiary rate (c). 

2. In determining the number of active rooms, all rooms whether 

containing lights or not shall be counted, except the follow- 
ing: three rooms (which are primarily or may be used as bed- 
rooms, including therein finished attic or garret rooms), bath- 
rooms, basements, garrets, closets and back porch. 

3. A room used as a childrens nursery or work room and contain- 

ing a couch sometimes used as sleeping quarters is not classed 
as a bedroom. 

4. Halls and hallways used and furnished as reception and living 

rooms and having an area In excess of 120 square feet are 
classed as active rooms. 

5. A pjirt o^ p roc i not cut off by rartitlon and door, which is 

generally known as an alcove, shall not be counted as an addi- 
tional active room unless it is frrnished and used for a dis- 
tinctly different purpose or its area exceeds 33V; 9J of the total 
area of the room and alcove. 

6. Front, side and back porches with or without lights are not 

classed as active. Back porches are specifically -excepted In 
rate schedules, as, in many cases, they are enclosed and used 
as a summer kitchen, or dining room, and as such might be 
taken as a room. 

7. Where service for a barn or garage is supplied through the 

samp mpter as that through which service for the residence Is 
supplied, all active rooms in garage or barn are added to those 
of the house and the rate applied. 

8. Where separate meters are supplied, a garage or bam shall he 

treated as a separate residence. 

9. All classes of domestic heating and power consuming devices 

may be supplied through the meter by which the lighting serv- 
ice is measured, in which case this rate shall apply. 
Battery charging outfits, refrigerating outfits, nonportable air 
compressors or vacuum cleaners, or similar apparatus not 
in use between the hours of 4:30 p. m. and 8:30 p. m., may 
be supplied through the residence meter. 
Motors or other power consuming devices, when connected to 
residence service meter, must conform to the following rules: 
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All such motors and devices must be equipped with starting: 
and regulating apparatus to limit automatically the ini- 
tial current in starting to an amount not exceeding 2% 
times the full load current as determined by manufac- 
turer's rating. Motors or other devices having a rated 
capacity greater than % kw. shall be wound for 240 volta 
and customer shall arrange building wiring and meter 
loops for three-wire service and meter. 

10. Elevators and wireless telegraph apparatus using service in- 

termittently shall not be supplied at residence rates or from 
residence service connection. Such apparatus must be sup* 
plied from power mains, and where a special extension of power 
service is required, customer shall pay the cost of the neces- 
sary extension in accordance with the rules of the company 
governing such extension of service. Customer shall contract 
for service for such apparatus at the company's regular power 
rates. 

11. In apartment houses, each apartment shall be classed as a 
separate residence. The public portions of the building, such 
as hallways, elevators, and enclosures, public dining rooms 
and kitchens, pantries, etc., connected therewith shall be 
treated separately. Service for such portions of the building 
may be purchased either under the residence rates (IV) or the 
standard commercial lighting rates (I-A) at the option of the 
purchaser. If service is furnished at the residence rate (IV), 
the energy charge to be paid for monthly at the primary rate 
•shall be computed upon the basis of one active room per floor 

(exclusive of base^ient), multiplied by the number of main 
entrances to the building, plus the rooms used as kitchens, 
building storerooms, pantries, dining rooms and offices. The 
active rooms in janitor's quarters, if supplied through the 
same meter as public portions of the building, shall be added. 
Janitor's quarters metered separately shall be treated as & 
separate residence. 

12. The residence scbodule shall not be applied to any apart- 

ment house wherein the landlord or agent is billed for the 
entire service consumed in the building and rebills the service 
to the occupants of the apartments. In such cases the in- 
crement lighting rate (II) shall be used. 

13. The residence schedule shall not be applied to customers 
whose practice it is to have service cut off during the sum- 
mer TPrnths. It shfll be anplled to only those who sign 
contracts providing for service by the year and who pay at 
least the minimum monthly payment provided for in the con- 
tract. When company is unable to read meters for any month 
or months, the quantity of energy to be paid for monthly at 
the primary rate shall be increased pro rata. 

14. Customers occupying a portion of a business building as a resi> 
^ dence may combine residence service with commercial light- 
ing service through one meter. In no case, however, shall 
the residence rate be combined with the commercial lighting 
rate and residence rates cannot be applied to such combination 
service. 

' ^- Minimum Payments. 

To customers executing company's standard form of residence 
lighting contract at foregoing rates and using the service for 
periods of one year or more, the minimum charge shall be 
50 cts. per month net. 
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£. The following shows the Tarious contriict forms uader which resi- 
dence service is sold and the application of each form: 

Form No, 

1956-Wa. Contract for Resi- Residence service for periods ot 
dence Lighting one year or more, Standard Rate. 
Service. 

2399-Wa. Short Time Resi- Short time residence electric 
dence Electric lighting service. 
Lighting Serv- 
ice. 

V. PLAT RATE DISPLAY LIGHTING 

Company will sell service for Plat Rate Display Lighting controlled by 
company on yearly contracts, on the following basis of monthly 
payments: 

Dusk to 11 p. m. Dusk to 12 p. m. 
1850 hrs. 2200 hrs. 

200 watts or less $1.93 $2.17 

800 watts 2.90 3.25 

400 watts 3.87 4.33 

500 watts 4.83 5.42 

600 watts 5.80 6.50 

700 watts 6.78 7.58 

800 watts 7.73 8.67 

900 watts 8.70 9.75 

1.0 kilowatts 9.67 10.83 

1.5 kilowatts 14.50 16.25 

2.0 kilowatts 19.33 21.67 

2.5 kilowatts 24.17 27.08 

3.0 kilowatts 29.00 32.50 

3.5 kilowatts 33.83 37.92 

4.0 kilowatts 38.67 43.33 

4.5 kilowatts 43.50 48.75 

5.0 kilowatts 48.33 54.17 

6.0 kilowatts 58.00 64.00 

7.0 kilowatts 66.87 73.00 

8.0 kilowatts 75.00 82.00 

9.0 kilowatts 83.13 91.00 

10.0 kilowatts 91.25 100.00 

1. The foregoing flat rates include renewals of carbon filament 
Tamps only and include no other maintenance. 

2. CoiPDanv will contract for flat rate display lighting burning 
(^iirlnp hours other than those specified above, but not less than 
1.100 ^nnrs per vear, and the monthly bill therefor shall be 
computed as 1/12 of the annual bill determined by the appli- 
cation of the Standard Rate. 

3. (a) Company will supply and install on yearly contracts re- 

newals of Mazda sign lamps for flat monthly eharfi:e of 4 cts. 
ner lamp installed. The foregoing applies to flat rate display 
lighting, or to the equivalent display lighting supplied on a 
meter basis, providing service Is used not to exceed 2,250 
hours per year. For such service as is used in excess of 2,250 
hours per year the renewals will be furnished at a propor- 
tionately increased monthly charge per lamp. The customer 
shall purchase from the company the first installation of such 
lamps and all increases thereof, at the company's regular 
prices, 
(b) In case customer wishes to supply Mazda sign lamps in lieu 
of the carbon lamps, the renewals of which are furnished 
without charge by the company, customer may do bo and 



ELECTRIC RATES I — 443 — [ WATER TOWN 

— - - ' — « 

receive a reduction in the rate for service of 75 cts. and 90 
cts. per month per kw. of capacity of Mazda lamps for 11 and 
12 o'clock burning respectively, 
ic) Company will supply p:ain Mazda, 5 watt, 12 to 13 volt sign 
lamps, and supply renewals thereof, at a charge equivalent 
to $12.00 per month per kw. of rated consumption of lamps 
Installed. This charge is to be added to the contract rates, 
after deducting the allowance for carbon lamps. 
Plain Mazda 2% watt, 12 to 13 volt sign lamps will be simil- 
arly supplied at a charge equivalent to $24.00 per month per 
kw. of rated consumption of lamps installed. 

4. Where flashers are installed on signs the demand and use of 

lamps on circuits controlled by the flasher shall be taken at 
75% of the rated consumption of such lamps. 

5. (a) The company will contract to inspect, clean and paint 
signs once a year, put all renewals in place, and maintain 
flasher, if any, for 1 ct. per month for each 10 watt carbon or 
5 watt Mazda lamp contained in sign. 

<b) On contracts providing for the renewals of Mazda sign 
lamps in accordance with paragraph 3 (a) hereof, company 
will contract to inspect, clean and paint signs once a year 
and maintain flasher, if any, for % ct. per month for each 
5 watt Mazda lamp and 1 ct. per month for each 2% watt 
Mazda lamp contained in sign. 

VI. DISCOUNT FOR PROMPT PAYMENT 

1. On bills paid at office of company or its authorized collection agen- 

cies within ten days of date of bill, a discount or 5% of the first 
$25 00 of all bills and a 1% on amounts in excess of $25 will be 
given. 

2. On bills for electric service supplied to the federal, county and city 

governments, paid at the office of the company, or its authorized 
collection agencies, within 60 days of 'date of bill, the prompt pay- 
ment discount provided for in the contract under which such serv- 
ice is sold will be allowed. 

VII. SHORT TIME RATES 

To customers obtaining service for periods of less than one year, the 
charge for electric service shall be computed according to the fol- 
lowing schedules, subject in every case to the condition that cus- 
tomer shall reimburse the company for the cost of installing and 
removing necessary lines, services and meters: 

A. COMMERC5IAL LIGHTING SERVICE. 

First 100 kw-hr. during any month 12 cts. per kw.-hr. 
Next 100 " " " " 10 " " •• 

Next 100 " " " " 8 " " « 

Next 300 " " " " 6 " " " 

All energy in excess of 600 kw-hr. during any month 4 cts. per 
kw-hr. 

1. The foregoing rate includes free renewals of company's standard 

Incandescent lamps and renewal allowances on tungsten or 
other special lamps. 

2. When free renewals of company's standard lamps or renewal al- 

lowances on tungsten or other special lamps are not obtained by 
customer, contract for service shall be endorsed "without lamp 
renewals," and the foregoing rate shall be reduced one-half 
cent per kw-hr. 

3. For reconnection of meter for the same customer upon the same 

premises a charge of $1.50 shall be made. 
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B. Residence Lighting Service. 

1. The rate per kw-hr. for short-time residence electric ligliting^ 

service, subject to the minimum monthly payment of 50 cts. 
during any month, shall not exceed 12 cts. 

2. The foregoing rate includes free renewals of company's standaxd 

incandescent lamps and renewal allowances on tungsten or 
other special lamps. 

3. For reconection of meter for the same customer upon tlie same 

premises a charge of $1.50 shall be made. 

C. Power Service. 

First 200 kw-hr. during any* month 6 cts. per kw-hr. 
Next 200 " " " " 5 " " 

Next 200 " '* " " 4 " " 

All energy in excess of 600 kw-hr. during any month 3 cts. per 
kw-hr. 

1. The foregoing rate is subject to the minimum monthly payment 

specified in Section II. 

2. For the reconnection of meter for same customer upon tlie same 

premises a charge of $1.50 shall be made. 

D. Application of Rates. 

1. All of the foregoing short-time rates are subject to the prompt 

payment discount set forth in Section VI hereof. 

2. The foregoing short-time rates shall apply to all customers 

using service during any period of less than one year. 

3. Customers purchasing regular service under any of ttie com- 

pany's regular rates, may purchase special, auxiliary, and 
temporary service at foregoing rates, subject to the following 
conditions: 

(a) Customers shall execute company's regular form of contract 
for short-time service. 

(b) Customers shall wire for such temporary, auxiliary or special 
service separately to company's service connection or point 
where company's regular service meters? are installed, and 
shall provide necessary meter loops for meters to register 
service contracted for at foregoing rates. 

(c) Customers shall pay company $1.50 to cover cost of installa* 
tion and removal of meter for registering short-term service. . 

(d) Lighting service purchased at foregoing rates for use in 
conjunction with service purchased under other schedules of 
rates shall be confined to such uses as are temporary or spe- 
cial in nature, such as holiday, window and outline lighting, 
special signs, celebrations, festivals, etc., where the ^wiring 
used in connection with such lighting is removed at the close 
of the special season or celebration or immediately after the 
discontinuance of the special service purchased under the 
foregoing rates. 

Lighting service at foregoing rates not falling within the above 
classification shall not be supplied in conjunction with other 
service supplied under contracts covering a term of one year 
or more. 

VIII. RENTAL OP METERS 

A. In case the customer desires integrating watt meters installed to 
measure the consumption of electrical energy by various floors, 
departments or tenants, company will install such meters upon 
yearly contracts and charge therefor the following: 
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Charge for Installation 

Annual rental charge 
Additional meters payable in }2 equal 
installed at same monthly installments 
One tiraeasflist or otherwise 

Size and type of meter mc.er meter, oaen as agreed upon 

Single Phase and 
X)ir6cti dii*r6ii^ * 

10 amp. and smaller $1.00 $0.50 $3.00 

15 amp. to 75 amp 1.50 .75 6.00 

100 amp. to 300 amp 3.00 1.00 12.00 

3 plia^e meters: 

5 amp. to 25 amp $1.50 $0.75 $6.00 

50 amp. to 150 amp 3.00 1.00 12.00 

The company will not obligate itself to supply the readings of the 
individual meters, nor assume any responsibility for their ac- 
curacy. 
B. Should customers desire any rented meters tested and report 
thereon made, the company will make such test and report and 
charge therefor the following: 

Charge for Testing and Report 

One Additional meters tested at same 

Size of meter meter time as first meter, each 

5 amp. to 25 amp $2.00 $1.00 

40 amp. to 150 amp 2.50 1.50 

IX. RULES CONCERNING CUSTOMERS' DEPOSITS 

Rules of this company concerning extension of credit to customers, 
which rules apply to customers located within the cities of Ra- 
cine, Kenosha, Watertown'and Burlington. 

1. Customers who have no established credit rating are required to 

furnish a financially responsible guarantor, or make a cash de- 
posit equal in amount to two months' estimated bills. Minimum 
deposits in all cases to be $5.00. 

2. Customers operating moving picture houses or securing similar 

service for other businesses may reduce the required deposit 
by entering into an agreement to pay weekly an estimated bill 
and by granting the company the orlvilege to disconnect service 
upon failure to pay such estimated weekly bill on demand; such 
customers, upon making such agreement, shall deposit an amount 
equal to one-half of their estimatef** monthly bill. 

^. Customers who shall have failed to make full payment to the com- 
pany of all previous service bills are required to pay all such 
bills before service will be furnished. 

^' Customers who shall have failed to make full payment to the com- 
pany of all previous service bills are aUso required to make the 
cash deposit specified in rule "1." 

5. Interest at the rate of 5% per annum will be paid on renewal or 
withdrawal of deposit. 

Meters are owned by utility. 

No charge is made for connecting consumer's premises with lines. 



X. WATER POWER SERVICE 

tA) To customers signing the company's Standard Form of contract 
providing for service for three years or more, the charge for water 
power shall be as follows: 
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Demand Charge. (Payable in equal monthly installments) 

$20.00 per year for each kw. of demand of the first 200 kw. 

$15.00 per year for each kw. of demand in excess of 200 kw. 

AH plus an energy charge as follows: 
Energy Charge. 

$0,007 per kw-hr. for all energy consumed during the month. 

(B) Pbompt Payment Discount. 

On bills paid at the office of company within ten days of date of bill 
a discount of 5 per cent of the first $25.00 of all bills, and 1 per 
cent of amounts In excess of $25.00 will be given. 

(C) Conditions op Deuveby: 

1. The company will deliver water power in form of three-phase al- 

ternating current, at a frequency of approximately 25 cycles, at 
a pressure of approximately 2300 volts, or other transmission 
voltage. 

2. Delivery will be made in quantities of not less than 100 kw. Cus- 

tomer is required to furnish transformers, switchboard and 

switching apparatus and lightning protection, of type to be ap- 
proved by the company. 

3. Water power service will only be supplied to customers whose 

load consists of power and miscellaneous lighting. 

4. The minimum annual demand charge shall be $2,000.00. 

5. The company limits the quantity of water power to be sold to 

1,000 kw. The company does not guarantee continuity of serv- 
ice, and represents only that the service herein provided tor is 
"unrefined," and subject to the vicissitudes of water power gen- 
eration, long distance transmission, and transformation. 

(D) Measurement of Demand. 

1. The demand of the customer using company's water power serv- 

ice shall be determined as the maximum rate at which energy is 
used for any continuous period of 15 consecutive minutes, and 
may be ascertained at the option of the company by counting 
revolutions of the wattmeter disc, by printing quarterly hourly 
readings of wattmeter, or by graphic recording wattmeter. 

2. The maximum demand charge during any month shall be not less 

than that computed on the basis of 75 per cent of the maximum 
demand during any previous m.onth of the contract period. 

Street Lighting. 

General: 

162 — 4 ampere d. c. series magnetite arc lamps burning all night 
every night. Rate $60 per lamp per year. 
18 — 80 c. p., 4 ampere d c. series tungsten lamps burning all night 
every night. Rate $30 per lamp per year. 
Ow^amental : 
None. 

WATERTOWN, TOWN OP 

(Jefferson County.) 
IVniiWAUKEE LIGHT, HEAT & TRACTION Co. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Part III) 

WATERTOWN, TOWN OP 

(Jefferson County.) 
WISCONSIN GAS & BliECTRIO COMPANY. 

(See rural rate schedule for Town of Geneva.) 

Street Lighting. 

None. 
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WAUKESHA. 

(Population, 8,740.) 

WAUILBSHA GAS & EUECTRIC CO. 
Metliod of generation, steam. 
Daily operating period, continuous. 

SCHEDULE "A." 

Cotnraercial Lighting. 

Tlie consumer shaii pay for electric service as registered by the com- 
pany's meter at the rate of: 
13 cts- per kw-hr. for the first 30 kw-hr. used per month per k'w^. 

of demand. 
10 cts. per kw-hr. for the next 60 kw.hr. used per month per kw. 
of demand. 
7 cts. per kw-hr. for all current used in excess of 90 kw-hr. per month 
per kw. of demand. 

Determination of Demand 
Class "A" Residences. 

For residences and domestic service the "demand" will be 60% of 
tbe connected load when the connected load is equal to or less 
tban 500 watts normal rated capacity. When the instillation 
exceeds this amount the "demand" shall be considered 60% of 
the first 500 watts plus 33%% of the total connected load over 
anc'i above 500 watts. Under this class the demand shall not be 
considered as less than 100 watts normal rated capacity. 

Unfilled sockets remaining connected to the line shall be rated at 
40 watts normal rated capacity per socket connected. 

Class "B" Commebclal. 

For retail and general commercial services the "demand" will be 
70% of the connected load when the total connected load is equal 
to or less than 2% kw., normal rated capacity. When the in- 
stallation exceeds 2^^ kw., normal rated capacity, the "demand" 
shall be considered 70% of the first 2% kw., plus 55% of the 
total connected load over and above 2% kw.; provided that 
lamps used exclusively in space devoted to storing of goods shall 
be placed at 20% active "demand" and shall not be included in 
the 2% kw. snecifieO above. 
Under this class the "demand" shall not be considered less than 300 
-watts normal rated capacity. Unfilled sockets remaining con- 
nected to the line shall be rated at 40 watts normal rated capacity 
per socket connected. 

Class "C" — Churches, Factories, Etc. 

For service under this class the demand will be 55% of the normal 
ratefi capacity of the total connected load. 

Under this class the "demand" shall not be considered less than 300^ 
watts normal rated capacity. Unfilled sockets remaining con- 
nected to the line shall be rated at 40 watts normal rated capa- 
city per socket connected. 

Ci^ss "D" — Municipal Building. 

For service under this class the demand will be 55% of the normal 

rated capacity of the total connected load. 
Under this class the demand shall not be considered less than 300 

watts normal rated capacity. Unfilled sockets remaining con- 
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nected to the line shall be rated at 40 watts normal rated capacity 
per socket connected. 

Minimum. 

Under schedule "A" a minimum charge of 75 cts. per month, per 
meter must be paic'l for service if current consumption to that 
amount is not registered by the meter. 

Discounts. 

A discount of one cent per kw-hr. will be allowed if payment is made 
on or before the 10th of the month. 

Classes of Service. 

<:ila88 "A" shall consist of residences, dwellings, flats, and private 
rooming houses. 

aiass "J?" shall consist of banks, ofllces, business and professional 
(including studies, dressmaking parlors, massage parlors, mil- 
linery and hair dressing establishments, and photograph galler- 
ies), wholesale and retail merchandise establishments, such as art 
stores, bakeries, barber shops (including shoe shining parlors and 
public baths), book stores, cigar stores, coffee and tea stores, 
commission stores, drug stores, confectionery stores, (Including 
ice cream parlors), crockery and china stores, dry goods stores, 
electrical supply houses, flower stores, (including greenhouses) 
furniture and house-furnishing stores, gents* furnishing stores, 
(including hat stores and haberdasheries), grocery stores, hard- 
ware stores, harness shops, hay, grain, feed and coal ofllces and 
stores, jewelry stores, meat markets , millinery stores, milk 
depots, paint and wall paper shops, piano and music stores, pic- 
ture stores, plumbing shops, springs, saloons, (including pool 
and billiard halls and adjoining card rooms), shoe stores and 
shoe repair shops, stationery stores, tailor shops (including 
dyers, cleaners and clothes pressing establishments), under- 
takers, upholsterers, wine and liquor stores, theaters, (including 
nickelodeons, shooting galleries, and similar amusement places) 
corridors and halls in office and apartment buildings upon separ- 
ate meter, dance and public halls, (including lodge and society 
rooms) restaurants (inducting eating places and lunch wagons), 
depots and public places for the conduct of railroads, street rail- 
way, express and telephone business (excluding freight ware- 
houses), and all other consumers not herein otherwise specifi- 
cally provided for. 

■Cla^s "(7' shall consist of federal, state and county buildings, 
churches and missions; hotels and clubs; factories (including 
srpall industrial establishments such as machine shops, carpenter 
shops, blacksmith shops, tin sloops and cigar factories), closing 
not later than G p. m., private and parochial schools; freigtit 
and storage warehouses, and stables and garages, both private, 
boarding and livery. 

Class "D" shall consist of all interior lighting for the city of Wau- 
kesha, including commercial alternating current for schools, po- 
lice and fire station, libraries, hospitals and other city buildings. 

SCHEDULE "B". 

Short-Term Contract. 

Service will be suppliecV for short-term contract under the same 
meter rates, monthly minimum charges and lamp renewal con- 
ditions as under Schedule **A" except that a charge of $5.00 will 
be made for service connection. This schedule applies for a con- 
tract term of not less than one month. 
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SCHEDULE "C". 

Flat Rate fob Sign and Display Lighting. 

Yearly Contract. 

Service will be supplied for store window lighting, sign lighting and 
out-door display lighting from dusk until ten o'clock p. m. for 
one cent per watt, demanded per month for energy plus 50 cts. 
per month for patrol service. 

The above schedule will apply only in the districts covered by the 
patrolmen of tie company and the wirihg must be so arranged 
that lights may be controlled by the company's patrolmen with- 
out entering the building. Lights are not to be turned on before 
dusk and will be turned off at the time specified in the con- 
sumer's contract. Wiring for such service must be in iron con- 
Ouit. 

When lighting is to be done outside the district covered by the com- 
pany's patrolmen a time switch satisfactory to the company must 
be installed and maintained by the consumer which will auto- 
matically light and extinguish lamps at the scheduled hours. 

No change of wattage of lamps installed will be allowed without 
the consent of the company so that change of rate can be made 
in accordance. 

For the purpose of applying this schedule the "demand" shall be 
•assumed as 100% normal rated capacity. The minimum "de- 
mand" under this schedule shall be 200 watts. 

SCHEDULE "D". 

Power Rates. 

Yearly Contract. 

A charge of 75 cts. per month per active h. p. installed shall be 
assessed as primary charge on all power Installations, deter- 
mination of active horse power shall be as specified in follow- 
ing schedule: 
Size of installation ^ Per cent active. 

Less than 10 h. p ^ 90 

10 h. p. to 19 h. p 70 

20 h. p. to 49 h. p 60 

50 h. p. to 99 h. p 55 

100 h. p. to 400 h. p 50 

Over 400 h. p 40 

The consumer shall pay for current under this schedule as regis- 
tered by the company's meter at the rate of 3% cts. per kw-hr. 
for the first 3000 kw-hr. used per month; 2.6 cts .per kw-hr. for 
the next 7000 kw-hr. used per month; and 2.3 cts. per kw-hr. for 
all in excess of 10,000 kw-hr. per month. 

Discounts. 

A discount of one cent per kw-hr. will be allowed tf payment is made 
on or before the 10th of the month. 

SCHEDULE "E". 

Temporary Service. 

When the company has available unsold capacity of lines, trans- 
formers and generating equipment, service will be supplied for 
light and power purposes on the rate above, applicable to the 
service used, with an additional charge to cover cost of supply- 
ing the discontinuance of service equipment. 
29— B. R. 
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SCHEDULE "F". 

Optional Commercial Lighting Rate. 

Yearly Contract 

The Commercial Lighting Rate shall be: 

(1) A Demand Charge of 10 cts. per month for each 50 -watts of 
connected capacity or its equivalent. 

Unfilled sockets remaining connected^ to the line shall be ratecl at 
40 watts normal rated capacity per socket connected. 

(2) Customer' 8 Charge of $1.50 per month plus a charge of 5 cts. 
per month per socket connected. 

(3) Current Charge under this schedule shall be 5 cts. per k^wr-lir. 
on all current consumed. 

Minimum. 

Under Schedule F the total of the Demand and Customer's charges 
shall be the minimum monthly bill and shall not be subject to 
discount. 

Discounts. 

A discount of one cent per kw-hr. will be allowed if payment is made 
on or before the 10th of the month. 

Changes in Installation. 

No increase in wattage of lamps installed will be allowed w^ithout 
the consent of the company so that change of rate can be made 
in accordance. 

Allowance for Industrial Devices. 

Meter lighting rates without Increase of demand will apply inhere 
consumer has industrial heating devices in use provided tbe de- 
mand of such inci(^ental devices does not exceed 100 per cent 
of actual lighting demand. If demand of such devices does ex- 
ceed 100 per cent of lighting demand, allowance will be made 
up to 100 per cent of such demand. 

A suitable deposit may be required to insure payment. Deposit to 
draw 5% interest. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 

118 — 600 c. p., 6.6 ampere, d. c, series gas filled tungsten lamps, 
burning on an all night every night schedule. Rate $50 
per lamp per year. 
92 — 80 c. p., 6.6 ampere, d. c. series gas filled tungsten lamps* 
burning on an all night every night schedule. Rate $23 per 
lamp per year. 
Orxamkntal: 
None. 

WAUKESHA, TOWN OF 

(Waukesha County.) 

MlIiWAUKEE JylGHT, HEAT & TRACTION CO. 

(For rate schedule see M. L., H. & T. Co., Milwaukee, Part II and 
Part III.) 
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WAUNAEEE. 

(Population, 550.) 

MUNICIPAL PLANT. 

Method of generation, purchased. 
Daily operating period, continuous. 

Commercial Ughtiiig. 

Minimum charge per month, 75 cts. 

First 10 kw-hr. per month, 12 cts. per kw-hr. 

Next 20 kw-hr. per month, 8 cts. per kw-hr. 

All over 30 kw-hr. per month 6 cts. per kw-hr. 

Penalty of 10% added on all bills not paid by the 10th of the month. 

Conunerc-al Power. 

(Regular lighting rates apply. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street lii^^hting. 

General: 

. 24 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten Uunps, 

burning every night until 11:30. Rate |18 per lamp per year. 

1 — 300 watt, 110 volt, a. c. multiple gas filled tungsten lamp, 

burning every night until 11:30. Rate $18 per lamp per year. 

Ornamental : 
16 posts, 8 posts to block, staggered; 1 — ^250 c. p., 6.6 ampere, gas 
filled tungsten lamp on each post; lamps bum every night 
until 11:30 p. m. Rate $18 per lamp per year. System in* 
stalled by village. Village bears cost of maintenance and paya 
for service. 

. WAUPACA. 

} (Population, 2,789.) 

WAUPACA KliECTRIC LIGHT A RAILWAY CO. 

Method of generation, hydraulic and steam. ~ 

Daily operating period, continiiciis. 

Commercial Lighting. 

A minimum charge of 75 cts. per month for current consumed. 

20 cts. per kw-hr. for patrons having other than annual contracts ^ 
and for irregular consumers, such as churches, lodges, black- 
smith shops, warehouses and manufacturing establishments; 
with a discount of 25% if paid' at the company's office on or 
before the 10th day of the month following that during which 
the service was rendered. 

For all other current consumers, meaning those wbo have yearly 
contracts for light only, 15 cts. per kw-hr., with privilege of 
the following special rate if bills are paid at the company*^ 
oflBce on or before the 10th day of the month following that 
during which the service was rendered: 

First 10 kw-hr. 12% cts. per kw-hr. 

Next 90 " 10 

Next 100 " 9 " " 

Next 200 " 8 " 

Next 300 " 7 



All over 700 " 6 



<i tt 
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Commercial Power. 

Contract for power for small, alternating current, high frequency, 
single-phase motors, served through separate meters, can be 
made hy special arrangements with the general manager. 

Park Lighting. 

42 cts. per month for each 20 c. p. incandescent lamp operated not 
less than four hours per night each and every night as per 
schedule furnished hy said Park Board. These lamps are to 
he operated not less than three consecutive months during the 
year. 
Meters are owned hy utility. 

A charge is made for material and time required for connecting con- 
sumer's premises with lines. 

Street Lighting. 
Gbne&al: 

30—400 c. p., 6.6 ampere, a. c. series gas Allied tungsten lamps, 
burning on an all-night every-night schedule. Rate $76.32 per 
lamp per year. 
Ornamental: 
None. 

WAUPUN. 

(Population, 3,362.) 

MUNICIPAL PLANT. 

Method of generation, steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum nionthly bill, 75 cts. 

Current. 15 cts. per kw-hr. with a discount of 5 cts. per kw-hr. if 

paid by 10th of the month. 
A further discount of 10% on bills in excess of $5.00, and 209^ 

on bills in excess of $10.00 is allowed if paid by 10th of month. 
A charge of $1.00 is made for re-connecting same consumer to same 

premises. 

Commercial Power. 

Day rate for power, or domestic use for cooking, heating, etc.: 
Minimum charge of $2.00 per month for 2 h. p. or less, nominal 
rated capacity of motors connected up, and 50 cts. for each 
additional h. p. 
Domestic use, cooking, heating etc., minimum charge $2.00 per 
month. 
For the first 100 kw-hr. 6 cts. per kw-hr. 
next 300 " 5 " " 
next 600 " 4 " ". " 
next 2000 " 3% " " 
For all over 3000 " 3 " " 
20% to be added to all bills not paid by the 10th of the month fol- 
lowing the meter reading. Users taking day current from the 
incandescent line, whether for power or for heating, cooking or 
other permitted use, to pay same rates as above,- provided a 
second meter be installed with the above minimum charge 
monthly, and no connection to be made therewith except tor 
use of day current. 
Meters are owned by utility. 

No charge Is made for connecting consumer's premises with lines if 
premises are within 150 feet from existing lines. Consumer 
pays cost of extension in excess of 150 feet. 
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Street Ijighting. 

General : 

19 — 110. volt, 7 ampere, a. c. multiple carbon arc lamps. Rate |60 

per lamp per year. 
23 — 500 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 

burning on an all-night moonlight schedule. Rate $60 per 

lamp per year. 
13 — 400 watt, 110 volt, a. c. multiple gas filled tungsten lamps, 

burning on an all-night moonlight schedule. Rate $60 per lamp 

per year. 
Obnamental: 
None. 

WAUSAU. 

(Population, 16,560.) 
WISCONSIN VALIiEY EliECTRIC CO. 

, Method of generation, hydraulic. 

; Daily orcrating period, continuous. 

i 

I Commercial liighting. 

The meter rate for electric lighting service is 10 cts. per kw-hr. 
The net minimum charge for any electric lighting service is 50 cts. 
per month. 
I Discounts on lighting bills for metered current each month are as 

follows: 
All bills over $20.00 and under $30.00, 10 per cent discount. 

30.00 " " 40.00, 15 " " " 

40.00 " " 50.00, 20 " " 

50.00 " " 60.00, 25 " ** 

60.00 " " 70.00, 30 " " 
70.00 " " 80.00, 35 " " 

80.00 " " 100.00, 40 " " 
" 100.00 " " 150.00, 45 " " 
" " '* 150.00 50 " " 

Optional Rat^. 
An optional monthly lighting rate applicable to business houses on 
yearly basis: 
10 cts. per kw. for first 30 hrs. use or less of connected load. 
6 cts. per kw. for next 60 hrs. use or less of connected load. 
3 cts. per kw. for all current usel in excess of 90 hrs. use. 
Constant Rates. 
On yearly contracts to business houses in city of Wausau on In- 
stallations not less than 100 watts burning not to exceed 12 
hours per day $1.25 per month per 100 watts connected. 
Single isolated lamps not warranting meter investments at op- 
tion of the company. 1% cts. per watt connected, 50 watts 
minimum. 
Outside sign lijghting if not metered, based on estimated consump- 
tion of current in accordance with above rates. 
A service charge of 25 cts. per month on all lighting bills made in 
addition to all other charges which charge is allowed as a dis- 
count on all bills paid on or before the 15th of the month fol- 
lowing. 
In all matters pertaining to service not specifically mentioned, the 
rules and regulations of the company shall be deemed appli- 
cable. 

Gonunerclal Power. 
Smamj Motor Power: The following charges shall apply on all 
small power service furnished either from tlie company's power 
lines or from their lighting service lines, which shall include 
battery charging: 
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A fixed charge of $1.00 per month for each connected Installation of 
<me h, p. or leas or equlTalent, nominal rated capacity. 
A fixed charge of 60 eta. per month for each additional h. p. or 
fraction thereof nominal rated capacity plus a meter charge 
of 3 cts. per kw-hr. for all cnfrent consumed, or an optional 
rate of the abote rnlhininm chirg^to^with a meter rate of 10 
cts. per kw-hr. 
// not metered: 

Power piano motom |l:6fi ettdi per month 

CeiMng fans 1.60 each p^ moAth 

Wholbsauc Poweb: Wholesale power is sold at the rate of 2 cto. 
per kw-hr. with the following minimum monthly charges and dis- 
counts with the exception of supplementary, standby or emer- 
gency senrice which is furnished to or receiyed from other power 
plants whichi latter service is furnished or receiyed on such 
reasonable terms and conditions as the exigencies may from 
time to time determine. All motor installations under 26 h. p. 
to guarantee a consumption of not less than 100 hours use per 
month of rated connected motor load. All installations 25 h. p. 
to 50 h. p. to guarantee a consumption of not less than 70 houn' 
use per month of rated connected motor load. All installations 
oyer 50 h. p. to guarantee a consumption of not less than iS 
hours' use per month of rated connected motor load. No in- 
stallation less than 15 h. p. subject to this rate. A discount ot 
37^ per cent on wholesale power rates allowed on all installa- 
tions of 75 h. p. or over, using not less than 168 hours' use per 
month of rated connected load. 

Customers to be given benefit of lowest rate or minimum applicable 
each month including the right to a minimum monthly rating 
on an increased connected motor load. 

Factory lighting furnished from power lines at power rates plus $2.00 
per month per 1,000 watts connected lighting k>ad, to any whole- 
sale power customer using not less than $1,200.00 power per an- 
num. Sudi lighting connected load not to exceed 5 per cent of 
connected motor load. 

A 25 ct. service charge per month for all power services made in ad- 
dition to all other charges which charge will be allowed as a 
discount on all bills paid on or before the 15th of the month fol- 
lowing* 

In all matters pertaining to service not specifically mentioned, the 
rules and regulations of the company shall be deemed applicable. 

Monthly minimums effective on the following motor installations: 

No. of kw hr. Minimum" 

Installation covered by min. bill monthly bill 

15 h. p 1119 kw-hr. |22.3^ 

16 •* 11 «?^ ?3 87 

17 " 1268.2 " 25.36 

18 " to 25 inclusive . . 1342.8 " 26.11 

26 " 1357.7 *• 27.15 

27 " 1409.9 " 28.20 

28 " 1461.1 *' 29.22 

29 " 1514.3 " 30.29 

30 " 1566.6 " 31.33 

31 " 1618.8 " 32.38 

32 " to 49 Inclusive 1671 " 33.42 

50 " 1678.5 " 33.57 

51 *' 1712 " 34.24 

52 " 1745.6 " 34.91 

53 " 1779.2 " 35.58 

54 " 1812.7 " 36.26 
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55 h. p 184^.3 kw-hr. |86.93 

56 " ^. 1879.9 •* 37.60 

ST - 1912.6 •* 38.25 

58 " 1947 •' 38.94 

59 " 19S0.6 - 39.61 

60 - ...2013.2 - 40,26 

61 " 2047.7 " 40.96 

62 " 2081.3 •' 40.63 

•3 •• 2114.9 •• 42.30 ! 

64, " 2148.4 *' 42.97 

68 " 2182 " 43J4 

€6 " 2215.6 •• 44.31 

67 - 2249.2^ '* 44.98 

68 " 2282.7 " 45.66 

69 •• 2316.3 " 46.33 

70 " 2349.9 •• 47.00 

71 " 2383^ " 47.70 

n •• 2417 '• 48.34 

73 •* •. 2460^ " 49.01 

7* " 2484.1 •• 49.68 

75 " 2517.7 " 50.36 

RAiigr FOR Electric Cooking and Heating on installations not ex- 
ceeding 5 kw. maximum demand: 
Minimum charge i>er month, $2.00. 
First iOO kw-hi*. 3 cts. per kw-hr. 
All over 100 kw-hr. 2 cts. per kw-hr. 
Ratks Afpucable to all Wood Veneeb Plants and B^x>ur Mills. 
75 cts. per month per active h. p. connected, plus, 
1 ct. for the first 20,000 kw-hr. used per month; 
% ct. for all in excess of 20,000 kw-hr. used per month. 
In determining the active h. p. the following percentages of the 
connected load shall apply: 
80% of the 1st 10 h. p. shall he considered active 
70% of the next 30 h. p. shall be considered active. 
40% of all above 40 h. p. shall be considered active. 
Planing and Saw Mills: 
For planing and saw mills using on contract not less than 300,000 
kw-hr. annually and operating during such hours as will avoid 
peak loads of central station. $10.00 per year per kw., of de- 
mand payable on equal monthly installments plus an energy 
charge of 1 ct. per kw-hr. for current consumed. 
Joint Emergency Service: 
This company exchanges power with the Marathon Paper Mills Co. 
of Rothschild, Wisconsin, and the Wausau Sulphate Fibre 
Company of Mosinee, Wisconsin, over a jointly owned and 
jointly maintained high tension transmission system for the 
purpose of assuring uninterrupted service to all three plants 
in case of emergency. The basis of exchange to be determined 
by the conditions as such emergencies arise. Such services to 
be received and given upon a reasonable basis as the exigen- 
cies may from time to time determine, without any obligations 
upon the part of any of these companies to furnish such power 
to the others. 
PuRLic Buildings: 
Current from the commercial lines of Wausau Street Railroad 
Company to .place of consumption of the city at the rate of 6 
cts. per kw-hr. The Wausau Street Railroad Company to fur- 
nish all necessary transformers and meters for all future ad- 
ditional installations. 



WATSAU. 1 — 4B6— [WIS. R. R. COMM. 

Current to operate the motors for yarious municipal uses, at tbe 
rate of 2 cts. per kw-hr. The Wausau Street Railroad Com- 
pany to furnish the necessary transformers and meters for all 
future additional installations. 
Marathon County Asylum Service: 
The Wausau Street Railroad Company furnishes power in com- 
hination with the light for Ihe Marathon County Asylum and 
Almshouse at the rate of 5 cts. per kw-hr., the county of Mar- 
. • athon owning the transformers and maintaining the installa- 
tion. 
The company has a special contract with the Cereal Mills Co. of 

Wausau. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 
General: 

121—400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon an all-night every-ni^ht schedule. 

46 — 250 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon an all-night every-night schedule. 

46 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon an all-night every-night schedule. 

24 — 80 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon an all-night every-night schedule. 

10 — 60 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning upon an all-night every-night schedule. 

Rate $6 per each 100 watts installed for above street lighting. 
Ornamental : 

194 posts, 6 to 8 posts to block, staggered and in pairs; 183 posts 
with 4 — 40 watt, 110 volt, a. c. multiple tungsten lamps and 
1 — 60 watt, 110 volt, a. c. multiple tungsten lamp on each post; 
40 watt lamps burn from dark until 10:00 p. m.. and 60 watt 
lamps burn all night, evei*y night; 11 posts with 5 — 60 c. p. 
6.6 ampere, a. c. series tungsten lamps, burning upon an all- 
night every-night schedule. Current for ornamental street 
lighting metered at 1.9 cts. per kw-hr. ' System paid for by 
property owners and city. Maintenance and cost of current 
paid for by city. " 

WAUTOBSA. 

(Population, 964.) 
XBSHKORO LIGHT AND POWER GO. 

Method of generation, hydraulic. 

Daily operating period, continuous. 

(For commercial rate schedule see Neshkoro.) 

Street Lighting. 
General: 
37 — 200 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning on a moonlightrmidnight schedule. Flat charge of 
$1,200 per year for all street lighting including ornamental. 
Ornamental: 

12 posts, 6 posts to block in pairs; 6 — 25 watt tungsten lamps on 

each post burning on a moonlight-midnight schedule. System 

installed by village and utility. Village maintains posts and 

[ utility maintains lamps. Village pays for service. See Oen^ 

eral above for rales. 
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WAUWATOSA. 

(Population, 3,346.) 
MUiWAUKEE lilGHT, HEAT & TRACTION CO. 

(For commercial rate schedule, see M. L. H. ft T. Co., Milwaukee, 
Part I.) 

Street lilghtins* 
Genebal: 

220 — 60 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 
burning all night, every night. Rate 118.46 per lamp per year. 

8 — 250 c. p., 6.6 ampere, a. e. series gas filled tungsten lamps, 
burning all night, every night Rate $26.89 per lamp per year. 
Obnamental: 

None. 

WAUWATOSA, TOWN OF 

(Milwaukee County.) 

MILWAUKEE lilGHT, HEAT & TRACTION CO. 

(For rate schedule, see M. L. H. & T. Co., Milwaukee, Part I and 
Part III.) 

WEST ALUS. 

(Population, 6,645.) 

MUiWAUKEE lilGHT, HEAT & TRACTION CO. 

(For commercial rate schedule, see M. L. H. ft T. Co., Milwaukee, 
Part I.) 

Street Lighting. 
Gknebal: 

172 — 4 ampere, d. c. series magnetite arc lan^ps, burning all night, 
every night. Rate $7^5 per lamp per year. 
Ornamental: 
None. 

WEST BEND. 

(Population, 2,462.) 

, WEST BEND HEATING & LIGHTING CO. 

Method of generation, hydraulic and steam. 
Daily operating period, continuous. 

Commercial Lighting. 

Minimum charge per month $1.00. 

Service charge 15 cts. per month. 
' First 40 kw-hr. per month 11 cts. per kw-hr. 

Next 100 kw-hr. per month 8 cts. per kw-hr. 

All over 140 kw-hr. per month 6 cts. per kw-hr. 
Cooking Rate: 

Minimum charge per month |1.00. 

Service charge $0.15 per month. 

Current 3 cts. per kw-hr. 

Commercial Power. 

First 300 kw-hr. per month 6 cts. per kw-hr. 

Next 300 " " "• 5 " " 

Next 400 " " " 4 

Next 1000 " " " 3 

Next 1000 " " " 2% 

Next 1000 " " " 2 

All over 4000 kw-hr. per month 1% cts. per kw-hr. 

Service charge 15 cts. per month. 
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Minimum charge per month: 
Motors up to 6 h. p. |L50 per h. p. 
Motors oyer 5 h. p. |1.00 per h. p. of nominal rated capacity. 

A penalty of 5% will.be added to all bills not paid within 10 days. 

A charge of 12.00 is made for reconnection where senrice Is used dur- 
ing only a part of the year. 

Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 

Street LigfatlBg. 

GhEKERAL: 

217 — 80 c. p., 6.6 ampere, a. e. series gas filled tungsten lamps* 
burning all night, erery night. Rate |15 per lamp per year. 
Ornamental: 
None. 

WESTBORO. 

(Population, 600.) 

WESTBORO IjVMBBR OO. 

Method of generation, steam. 
Daily operating Deriod, dusk to 10:45 p. m. 
Ck>nunercial lighting. 
Flat Rate: 

16 c. p. lamp per month ZZ% cts. 
No charge is made for connecting consumer's premises with lines. 
Street Lighting. 
None. 

WESTBY. 

(Population, 902.) 
MUNICIPAL PLANT. 

Method of generation, steam. 

Daily operating period, 7 a. m. to 11 p. m. 

Commercial Lighting. 

Meter Rates: 

Minimum monthly charge, 50 cts. 
Current, 10 cts. per kw-hr. for all purposes. 
Meter rent, 25 cts. per month. 
Fiat Rates: 

Minimum monthly bill 75 cts. 
For Residences. 
First 10 lamps, 30 cts. each per month. Succeeding 5 lamps, 25 
cts. each per month. The succeeding 5 lamps, 20 cts. each 
per month. Any number above 20 ,lamps, 15 cts. per month. 
For private cellars, attics or bams, 15 cts. per month for each 
lamp. 
For Stores and Other Places. 

Running until 9 o'clock p. m., 45 cts. each per month. Running 
until 10 o'clock p. m., 55 cts. each per month. Running until 
11 o'clock p. m., 65 cts. each per month. Office rates 35 cts. 
each per month when lights are used the whole year round. 
For society halls, 20 cts. each per month. For churches, 16 
cts. each per month. For cellars of warehouses used as stor- 
age rooms by any mercantile firm or establishment, provided 
lamps are not frequently used, 20 cts. each per month. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 
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Street lAgbttng. 

General: 
33 — 60 c. p., 6.6 ampere a. c. series gas filled tungsten lamps burn- 
ing every night from du)Bk tp 11 p. m. Rate 111 per lamp 
per year. 

Ornamental: 

47 posts, S to 12 posts to block in pairs; 1 — 100 c. p., 6.6 ampere 
gas filled tungsten lamp on each post; lamps burn every 
night from dusk to 11 p. m. Rate $16 per lamp per year. 
System installed by merchants and village. Village paya 
for service and maintains systei^. 

WESTFIELD. 

(Population, 729.) 
WESTFIELD MIIliING & ELEOTRIO UOHT CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Lighting. 

Meter Rates: 

Minimum monthly bill, 75 ct's. 

From 1 to 20 kw-hr 15 cts. per kw-hr. 

" 20 to 40 kw-hr 12 " 

" 40 up 8 " 

Free renewals of carbon lamps. 
Flat Rates: 

25 cts. per month per 16 c. p. lamp. 

Signs, outlines, windows, etc., 50 cts. per month per lamp. 

Commercial Power. 

Service charge $1.00 per month per h. p. 

Energy charge 4 cts. per kw-hr. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

General: 
28 — 6.6 ampere a. c. series carbon arc lamps burning all night 

every night. Rate |80 per lamp per year. 
4 — 80 c. p., 6.6 ampere a. c. series, tungsten lamps burning all 
night every night. Rate |30 per lamp per year. 
Ornamental: 
None. 

WEST MILWAUKEE. 

(Population, .) 

iMILWAUKEE LIGHT, HEAT & TRACTION CO. 

(For commercial rate schedule see M. L. H. & T. Co,. Milwaukee, 
Part I.) 

Street Lighting. 
General: 
28 — 600 c. p., 6.6 ampere, a. c. series, gas filled tungsten lamps, 
burning all night every night. Rate $42.34 per lamp per 
year. 
Ornamental: 
None. 
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WEST SALEM. 

(Population, 840.) 

NESHONOC lilOHT A POWER CO. 

Method of generation, hydraulic power. 

Daily operating period, sunset to 12 p. m. on Saturday and until 11 
p. m. on all other nights. 

Oommercfia lilghting. 

Meteb Rates: 

Minimum monthly charge, $1.00. 
Current 
First 25 kw-hr. per month 10 cts. net or 11 cts. gross per kw-hr. 
Next 50 " " 9 " " 10 " 

All over 75 " . " 7 *' " 8 " 

The difference between the net and gross rates, or one cent per 
kw-hr. shall constitute a discount for prompt payment of bills. 
The county insane asylum pays 5 cts. per kw-hr. 
Flat Rates: 

8 — 16 c. p. lamps $15.00 per year 

15—16 c. p. lamps 20.00 per year 

20—16 c. p. lamps 24.00 per year 

Stores, offices and other places pay $5.00 per year for a 16 c. p. 
lamp. 

Commercial Power. 

Minimum bill. $1.00 gross or $.90 net per month. 
Service charge. $1.00 gross and $.75 net per active h. p. per month 
using following percentages. - 

First 10 h. p. connected 90% active. 

Next 20 " " 75% 

30 '* " 60% 

All above 60 '* " 50% " 

Energy or meter charge: 
5 cts. gross and 4 cts. net per kw-hr. for energy equal to or less 

than 25 kw-hr. per month per active h. p. connected. 
3 cts. gross and 2 cts. net per kw-hr. for all energy in excess of 
that amount. 
Difference between gross and net rates shall constitute a discount 
for prompt payment. 

Street Lighting. 

Data Incomplete. 

WETAUWEGA. 

(Population, 967.) 
WEJYAITWEGA ELECTRIC LIGHT CO. 

Methoc^ of generation, hydraulic. 

Daily operating period, continuous except Sunday. 

CommerdAl Lighting. 

Meter Rates: 

Minimum charge per month $1.00. 
Current 10 cts. per kw-hr. 

Churches, lodges, and public halls— minimum monthly charge $1.50. 
Current 14 cts. per kw-hr. 
Flat Rates: 
Residences: 
Up' to 5 lights $1.00 per month. 
5 to 15 lights $1.25 per month. 
Over 15 lights $1.50 per month. 
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Business Places: 

First 2B0 watts 1 ct. per watt per month. 
Next 750 watts ^ cL per watt per mo.nth. 
All over 1000 watts M ct. per watt per month. 

Gommereial Power. 

25 kw-hr. per month 10 
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A penalty of 10% will be added to all bills not paid on or before the 
15th of the month following that for which service was rendered. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street liighting. 

General: 
24 — 600 c. p., 6.6 and 20 ampere a. c. series gas filled tungsten 
lamps burning on an all night moonlight schedule. Rate 
$62.50 per lamp per year. 
Ornamental: 
None. 

WETERHAUSEB. 

(Population, 371.) 

THEO. KURTH ELECTRIC PLANT. 

Method of generation, oil engines. 
Daily operating periodit dusk to dawn. 

Oommercfal Lighting. 

Meteb Rates: 
Minimum charge per month $1.00. 
Current 15 cts. per kw-hr. 
Plat Rates: 
Residences : 
First 3 — 20 watt lamps $1.00 per month. 
Next 3 — 20 watt lamps .25 each per month. 
Next 1 — 20 watt lamps .20 each per month. 
All over 7 — 20 watt lamps .15 each per month. 
Minimum monthly charge $1.00. 
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Business Places: 

First 40 watt lamps |1.00 per montii. 
Next 2-— 40 watt lamps .60 each per month. 
Next 6—40 watt lamps .40 each per month. ' 
All oyer S — 40 watt lamps .36 each per month. 
A discount of 20% will he allowed on all bills paid on or before 
the 16th of the month. 
Meters are owned by the consumers. 
No charge is made for connecting consumer's premises with lines. 

Street lAgbtla^. 

General: 
,5 — 260 watt and 13 — 100 watt, 110 volt a. c. multiple tungsten 
lamps burning on a moonlight midnight schedule. Flat 
charge of $864 per year. 
Ornamental: 
None. 

WHITEFISH BAT. 

(Population, 542.) 

MIIiWAUK£E lilGHT, HEAT St TRACTION CO. 

(For commercial rate schedule see M. L. H. & T. Co,. Milwaukee, 
Part I.) 

Street Ugrhting. 
General: 
25 — 60 c. p., 6.6 ampere a. c. series gas filled tungsten lamps burn- 
ing all night every night. Rate $28.80 per lamp per year. 
Ornamental: 
None. . 

WHITEHALL. 

(Population, 703.) 

MUNIOIPAIi PliANT. 

Method of generation, water power purchased. 

Daily operating period, dusk to 12 p. m. and 5 a. m. to daylight. 

•Oonunerc^al Lighting. 

Mete:r Rates: 

Minimum monthly charge 75 cts. 

Current 6 cts. per kw-hr. 
Plat Rates: 

Consumers having less than 4 lights, 30 cts. per 16 c. p. lamp or 
equivalent per month. 
Meters are ownec^ by utility. 
Consumer pays cost of connecting premises with lines. 

Street lighting. 

General: 

121 — 40 watt, 220 volt d. c. mnltinle tung:sten lamps burning: on a 
moonlight midnight schedule. Rate $4.80 per lamp per year. 
Ornamental: 

None. 

WHITEWATER. 

(Population, 3,224.) 
WHITEWATER EIjECTRIC LIGHT CX>. 

Method of generation, steam. 
Daily operating period, continuous. 
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I. STANDARD RATE. 

To customers signing the company's standard forms of contract, 
providing for service for one year or more, the charge for elec- 
tric service shall be computed on the following basis: 
Demand Charge: 

$42.00 per yeer for each kw. of demand of the first 10 kw. 
30.00 ** " *^ " " " next 50 kw. 

24.00 " " " " " " " 140 kw. 

18.00 " " " " " in excess of 200 kw. 

Payable in equal monthly in3tallments» plus an energy charge as 
follows; 
Energy Charge: 

4 cts. per kw-hr. for the first 1,000 kw-hr. consumption during 

month. 
3 cts. per kw-hr. for the next 3,000 kw-hr. consumption during 

month. 
2 cts. per kw-hr. for the next 6,000 kw-hr. consumption during 

month. 
1% cts. per kw-hr. for the next 40,000 kw-hr. consumption during 

month. 
1.3 cts. per kw-hr. for all energy in excess of 50,000 kw-hr. during 
month. 

1. The foregoing rate shall apply to all customers utilizing com- 
pany's electric service for lighting and receiving free re- 
newals of company's standard lamps. 

2. The foregoing rate less % ct. per kw-hr. shall apply to all cus- 
tomers utilizing company's service and not receiving free re- 
newals of company's standard lamps. 

A. EurcTRic Lighting: 

1. This service will include: 

(a) Electric energy furnished for lamps and other appliances 
utilizec^ for illuminating purposes, except as hereinafter 
specifically exempted. 

(b) Motors and appliances other than lighting equipment 
where provided with a starting apparatus designed to limit 
the initial or starting current to a value not exceeding 

! 2% times the full load current, alternating current motors 

' of 14 h. p. when wound for 110 volts and of ^^ h. p. when 

wound for 220 volts, the aggregate rated capacity of such 
[ appliances not to exceed 2 kw., will be includec^ in this 

class when used in connection with lighting equipment 

and when the connected load of such motors a,nd appli- 

1 ances does not exceed the aggregate rated capacity of 

lighting equipment. 
I 2. Should the conditions of use of customer's demand be obviously 

' such that he woulO never earn a lower rate under the Stand- 

ard than under the Increment Rate Schedule, the Increment 
Rate Schedule set forth in Section II hereof shall apply. 
(Contract Form No. 759 — W). The Increment Lighting 
Schedule is optional with the Standard Rate. 

3. In the application of the Standard Rate one integrating watt 
meter only shall be provided for the measurement of energy, 
unless accuracy of measurement requires the installation of 
more than one meter. Where demand meters are installed, 
only one set of meters shall be used, and the arithmetical 
sum of their readings shall be used in computing demand. 

4. (a) Exclusive lighting customers having installations of 2 kw. 
or less shall purchase service providing for free lamp re- 
newals. 
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(b) In exclusive lighting installations of more than 2 kw- 
connected, it is optional with the customer whether he 
shall take the rate providing for free lamp renewals. 

(c) In exclusive lighting installations of more than 2 kw. 
connected and Where customer desires to contract for 
service without free lamp renewals, the energy charge 
shall be % ct. per kw-hr. less than that provided above 
and Contract Form No. 1938— W shall be endorsed "With- 
out Renewals of Lamps." 

5. The maximum rate of charge for energy for lighting service is 

set forth in Section II. 

6. The following table shows the various contract forms under 

which commercial electric lighting service is sold, and the ap- 
plication of such forms to the various classes of service. 

Form No. Title Application 

769 — ^W CoTitract for Electric (a) Lighting under Increment 
Service Schedule with free renewals of com- 

pany's standard lamps. 

759— W (b) "Short Time" lighting serv- 

ice. 

759 — ^W I (c^ Not to be used for power 

service. 

1938-^W Contract for Commer- (a) Commercial lighting under 
cial Electric Serv- Standard Rate with renewals ot 
ice. company's standard lamps. 

1938 — ^W (h) Commercial lighting: service 

over 2 kw. under Standard Rate, 
without renewals of company's 
standard lamps when endorsed 
"Without Renewals of Lamps." 
B. Power: 

1. This service will include: 

(a) Electric energy utilized for motive and heating purposes, 
and miscellaneous lighting service, where the demand 
arising from such miscellaneous 'lighting service shall not 
be in excess of 20% of the total simultaneous demand 
for lighting and power service. 

(b) Stereopticons, moving picture macnines, photographer's 
arc lamps and rectifiers shall be classed as power equip- 
ment. 

2. In the practical application of the Standard Rate, it is found 

that customers (divide themselves generally into two classes — 
one in which the demand and hours use is so small that 
they receive no advantage under the Standard Rate, and the 
other class in which the Standard Rate results in a lower 
unit cost than the Increment Schedule. In the case of Un- 
limited, or On-Peali Service, all contracts for demands of 
222 kw. or less and requiring an average use of the demand 
of about 240 hours per month should be written under the 
Increment Rate Schedule (Contract Form No. 1960 — ^W). 
Contracts for demanr^s in excess of 222 kw. and 240 hours 
use per month should be written under the Standard Rate 
(Contract Form No. 1968— W). 

3. Where service for lighting or other application requiring single- 

phase current is desired by customer, to be supplied through 
meter measuring energy as polyphase power service, the ud- 
balancing of the phases of the polyphase service arising from 
the use of the service for lighting or other purposes shall not 
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exceed 10% of the demand in kilowatts contracted for or 
measured. The power factor of such unbalanced single-phase 
load shall not be less than' 75%. Should customer's demand 
for single-phase service exceed the above, the same shall be 
divided as nearly as practicable to obtain a balanced condition 
of the polyphase service. Customer may contract for single- 
phase requirements in excess of 10% of polyphase demand as 
a separate single-phase service. Where miscellaneous lighting 
service is supplied through the same meter as "Power" serv*^ 
ice (B), customer shall be required to supply apparatus for 
rendering available 120 volts for lighting service, if such be 
required. 

4. Opticnal or Increment Rate for Power Service. To customers 
contracting on company's standard form to use service speci- 
fied as power for periods of one year or more and who actually^ 
so use such service, the charge for electric power service shall 
be computed at the following rates: 

First 100 kw-hr. during any month 8 cts. per kw-hr. 
Next 100 " " " " 6 " ** 

Next 100 " " " " 5 *• " 

Next 300 " '* " " 4 " " ** 

Ne3ft 1400 " " " " 3 " " 

All energy in excess of 2,000 kw-hr. during any month 2 cts. per 
kw-hr. 

(a) The foregoing optional rate for power does not include 
renewals of any incandescent lamps. 

(b) The foregoing rate is subject to the minimum monthly 
payments specified iv Section II, (B), 3. 

5. The following table shows the various contract forms under 
which power service is sold, and the application of such forms 

' to the various classes of service. 

Form No. Title Application. 

1960 — W Contract for electric (a) Power and miscellaneous 
power service in- light where demand and energy con- 
I crement rate. sumption are small or less than 

1 about 222 kilowatts at 240 hours 

per month use of demand. 

(b) "Short time" power service. 

1968 — V7 Electric power agree- (a) Power and miscellaneous 

ment llscht under Standard Rate. 

C. Combined Lighting and Poweb Service: 

This service will include electric energy speciSeu as "lighting" 
(A), and electric energy -specified as "Power" (B), where such 
combination service is supplied through the same meter. 
O. Limited ob Off-Peak Service: 

The foregoing rates for "Lighting" service (see A), "Power" serv- 
ice (see B), and "Combined Lighting and Power Service" (see 
C), less one-half of the demand charge, shall apply to cus- 
tomers contracting to utilize and utilizing the service only at 
times during the calendar day other than during the hours of- 
the month, specified as follows: 

Hours during which service 
Month shall not be used. 

October 5:30 p. m. to 7:00 p. m. 

November .5:00 p. m. to 7:00 p. m. 

December 4:30 p. m. to 7:00 p. m. 

January 4:40 p. m. to 7:00 p. m. 

February 5:20 p. m. to 7:00 p. m. 

» March 6:00 p. m. to 7:00 p. m. 

30— E. R. 
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In case customer desires to use service during the specified "off- 
peak" hours and upon giving the company one hoar's notice of 
such intent, he shall be permitted to use service on an;;^ day o( 
the week except Saturday and Sunday, and for each day power 
is so used customer shall pay: 

For each kw. of demand of the first 10 kw $0.17 

. For each kw. of demand of the next 50 kw 1*2 

For each kw. of demand of the next 140 kw *. . .10 

For each kw. of demand of excess 07 

The demand so paid for shall be that as measured if it exceeds the 
"off-peak" demand contracted for or otherwise paid for during 
the current month. 

1. Customers shall install and maintain in operating condition an 

automatic time switch of the type approved by the Company. 

2. Service under the Off-peak Schedule for demands of less than 

10 kw. will not be solicited or recommended, but will bo sold 
on application. The saving to the customer is small and the 
complication introduced greater than that warranted by the 
saving in cost of service. 

3. In many cases, customers signing Limited Service contracts 

will require some service for lighting during the hours that 
service is not available under this schedule. In such cases 
contract shall include a small demand under the Unlimited 
Service schedule, and all energy supplied under both sched- 
ules shall be measured by one meter. In computing the de- 
mand charge and the application of the four steps of the de- 
mand charge hereto, the demand charge for the Unlimited 
Service shall first be computed and the charge for the Lim- 
ited Service shall be continuous thereafter. For example, if 
the customer contracts to purchase 10 kw. of Unlimited Serv- 
ice and 50 kw. of Limited Service, the monthly demand 
charge is computed as follows: 

10 kw. at $3.50 $35.00 

50 kw. at 1.25 62.50 

4. Limited or Off-peak Service shall be sold only on annual con- 

tracts. On-peak service to supplement Off-peak service during 
the off-peak hours shall not be sold at the short time or in- 
crement rate. 

5. The foliowlng table shows the various contract forms under 

which power service is sold, and the application of such forms 
to tlie various classes of service: 

Form No. Title Application 

1964-W Limited electric (a) Off-peak power service; 

power agreement 

1974-W Combined unlim- (a) Combined * on" and "ofT* peak 

ited and limited power and miscellaneous lighting, 
electric power 
agreement 

2377-W Combined unlim- (a) Combined * on" and "off" peak 

ited and limited commercial lighting and miscellane- 
commercial and ous power, 
electric light and 
power service. 

E. Ten-^Seven Service: 

The foregoing rates for "Power" service "B" less three-fourths of 
the demand charge shall apply to all customers contracting to 
utilize and utilizing the company's service only during the 
hours 10:00 p. m. to the following 7:00 a. m. Customer shall 
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install and maintain in operating condition an automatic time 
. 8witcfe-i>f tlie Wp^ approved by tbe eompaair. 
ll Contract form No. 1071-W lOiall be nsed for '^e&'-SeTeiS'' power 
service. 

F. Ul^LIMITED Bl»R\K-DOWN SERVICE : 

The foregoing rates for ''Lighting and Power" service (C) under 
Unlimited Service, shall apply for break-down or emergency 
service connections. Since for such service the actual demand 
is unknown, customers shall contract for any demand, and 
shall be limited to the demand as contracted for by an auto- 
matic circuit breaker, installed and maintained by the cus- 
tomer and approved and controlled by the company. It shall 
be set to open when the demand exceeds 125% of the kilovolt- 
ampere demand contracted for. 

1. Contract form No. 1969-W shall be used for "Unlimited Break- 
down Service." 
Q. LIMITED Bb£;aic-down Sebvicb: 

The foregoing rates for "Lighting and Power" service (C) under 
Limited or Off-peak Service, shall be furnished for break-down 
or emergency service connections. Since for such service the 
actual demand is unknown, customers shall contract for any 
demand, and shall be limited to the demand as contracted for 
hv rn automatic circuit breaker, installed and maintained by 
the customer and aproved and controlled by the company. It 
shall be set to open when the demand exceeds 125% of the kilo- 
voltampere demand contracted for. 

1. Contract form No. 1970-W shall be used for "Limited and Break- 
down Service." 
H. Heating and Cooking Rate. 

Customers purchasing commercial electric service under contracts 
for periods of one year or more, may purchase electric energy 
for commercial electric cooking purposes where cooking appli- 
ances to an aggregate rated capacity of 3 kw. or more are in- 
stalled, at $2.50 per month for an installation of 3 kw. rated 
capacity, $0.50 per month for each kw. of rated capacity or 
fraction thereof in excess of the first 3 kw. plus $0.02 per kw-hr. 
as measured by separate watt-hour meter. 

1. The foregoing rate shall apply only to customers who contract 
to use and actually use and pay for this service for periods 
of at least one year. Should customers discontinue the serv- 
ice within a period of one year, the customer shall pay the 
company the cost of connecting . and disconnecting such com- 
mercial electric cooking service, including the cost of install- 
ing and removing transformer, service and meter required 
for such installation. 
^ 2. The foregoing commercial electric cooking rate is subject to the 
standard prompt payment discount of 5% on the first $25 and 
1% on amounts in excess of $25 of bills paid at the office of 
the company or its authorized collection agencies within ten 
days from date of bill. 

II. MAXIMUM RATE FOR LIGHTING SERVICE AND MINIMUM 

PATMENTS 

A. Maximum Rate for Lighting Service. 

1. The maximum rate of charge for commercial electric lighting 
service (Section 1, "A") during any month shall not exceed 
First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 *' " " " 10 " " 

Next 100 " •' " " 8 " 

Next 300 " " " " 6 " 

All over G^^ " " " ** 4 " 
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2. The foregoing rate is subject to prompt payment discount and 

includes free renewals of company's standard carbon filament 
lamps and renewal allowances on tungsten or other, mi jfial 
lamps. 

3. Customers may purchase service without lamp renew^to,- in 

which case these rates per kw-hr. shall be reduced % ct. 

4. The foregoing limitation of the maximum rate of charge for 

commercial electric lighting service applies only to exclusively 
commercial lighting customers and shall not apply to any 
customer purchasing service for combined lighting and power, 
break-down service, or combined unlimited and limited service. 
B. Minimum Monthly Payments. 

1. The minimum monthly payment to be made by any customer, 

except customers purchasing exclusively electric lighting serv- 
ice, or power service at the optional or increment power rate, 
shall be the monthly installment of the annual demand Charge. 

2. A minimum monthly bill shall be chargel of 50 cts. net to cus- 

tomers having connected loads of 300 watts or l^ss and $1.00 
to customers having connected loads in excess of 300 watts, to 
cover such expenses occasioned by the individual customer as 
bilMng« inspecting and maintaining meter and service con- 
nections, etc. In addition to such minimum bill a charge of 
$1.50 shall be made for each arc lamp installed. 

3. A minimum monthly bill under the Optional or Increment Rate 

for power shall be charged of $1.50 fop an installation of 2 h. p. 
or less, nominal rated capacity, plus 75 cts. for each additional 
h. p. or fraction thereof (or $1 per kw.) nominal rated capacity. 

4. A minimum monthly bill for any power customer having an in- 

stallation of 2 h. p. or less and purchasing service either under 
the Standard T)r under the Optional or Increment Rate shall 
be charged of $1.50. 

III. MEASUREMENT OF DEMAND 

The demand is defined as the greatest rate at which electrical energy 
is used by the customer within any period of fifteen consecutive 
minutes during the contract- year, subject to the methods of de- 
termining demand hereinafter specified. 

A. Lighting Service. 

1. For lighting installations of 2 kw. or less, the demand shall be 

assessed as 100% of the first 300 watts, plus 66%% of the con- 
nected load in addition to the first 300 watts. 

2. Where the dcrrand is assessed all sockets not containing lamps 

shall either be removed or sealed by the company, or counted 
at 50 watts each. 

3. For installations of over 2 kw. the demand Shall be ra ensured 

by permanently installed demand meters, or by monthly read^ 
ings taken during the normal peak demand of the serviceT 
Such readings may be ascertained 'at the option of the com- 
pany by counting revolutions of the watt-meter disc, or by 
printing quarterly hourly readings of the watt-meter, or by a 
graphic recording watt-meter, or by the so-called Wright de- 
mand meter. 

B. Power Service. 

1. The maximum demand upon which the monthly charge for 

power service (see B) is based shall not be less than 75% of 
the highest demand ascertained during the period of twelve 
months ended with the current month. 

2. For power installations of 2 kw. connected or less, the demand 

shall be assessed as 75% of the connected load, as indicated 
by the manufacturer's rating. 
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C. Temporary Assessment of Demand. 

IjIBdnstallations in excess of 2 kw. connected, where customer is 
•f« connected for service during a month during which the maxi^ 
mum measured demand shall he less than the prohahle demand 
obtaining during November, December, January or February. 
the demand will be assessed in accordance with the following 
rules, and such assessed demand will be corrected as soon as 
the actual demand for the year has been measured, and the 
difference in the demand rate billed upon the assessed or esti- 
mated demand and the demand rate basqd upon the actual or 
measured demand shall be credited to the customer or paid 
by the customer as the case may be. 
1. In Class "i" customers (Lighting Service) the assessed de- 
mand shall be determined as follows: 
100% of the first 300 watts connected; 
66%% of the next 1700 watts connected; 
55% of all in excess of the first 2,000 watts connected. 
Class 1 customers shall include all lighting customers except 
those designated as Class 2. 
2. In Class *'2" (Lighting Service) the assessed demand shall be 
determined as follows: 
100% of the first 300 watts connected; 
66%% of the next 1700 wafts connected; 
40% of all in excess of the first 2,000 watts connected. 
Class '2 customers shall consist of federal and county buildings, 
churches and missions* hotels and clubs, factories (includ- 
ing small industrial establishments such as machine shops, 
carpenter shops, blacksmith shops, tin shops and cigar 
factories closing not later than 6 p. m.) private and par- 
ochial schools, grain and tobacco elevators and warehouses, 
freight and storage warehouses, stables and garages, ooth 
private, boarding and livery, and furniture stores occupy- 
ing two or more floors above street level. 

3. In Class "5" (Power Service) the assessed demand shall be 

determined as a percentage of the total connected load as 

indicated by the manufacturer's rating: 
Where installations are under 10 h. p. 75% 
Where installations are over 10 h. p. and less than 

50 h. p. 65% 
Where installations are over 50 h. p. 55% 

4. If customer's connected load is permanently decreased, the De- 

mand Charge shall be reduced accordingly. Where cus- 
tomer's connected load is 2 kw. or less, the demand shall be 
reassessed. If customer's load is in excess of 2 kw. the de- 
mand is determined by measurement and the time at which 
the change in connected load occurs will influence the basis 
upon which the new Demand Charge will be determined. 
If the customer's connected load is reduced prior to De- 
cember 15 of the customer's contract year, the demand may 
be re-measured and the new demand so ascertained be taken 
as the basis of the Demand Charge for the remaining portion 
of the customer's contract year. If the customer's installa- 
tion be reduced subsequent to December 15 of the customer's 
contract year, then the new Demand Charge shall be de- 
termined upon the basis of the temporary assessed demand 
as provided in the preceding paragraphs, and such assessed 
demand will continue to be the basis upon which the cus- 
tomer shall be billed for service until a new demand shall 
be ascertained by measurement during the months of No- 
vember, December, January, and February following. 
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IV. RESIDBNCE LIGHTING SERVICE 

To customers contracting for residence electric senrice with free re- 
newals of company's standard lamps for periods of one year or 
more, the following rate shall apply: 

(A) Primary charge of 12 cts. per kw-hr. for — 

1. The first 4 kw-hr. consumed per month for each of the first 

four active rooms; 

2. The first 2\^ kw-hr. consumed per month for each of the 

active rooms in excess of the first four. 

(B) Secondary charge of 5 cts. per kw-hr for all energy consumed per 
month in excess of that paid for at the primary rate in (a) up 
to a total of 7 kw-hr. consumed per month per active room. 

(C) Tertiary charge of 2 cts. per kw-hr. for all energy consumed 
per month in excess of that paid for at the primary rate (a) and 
secondary rate (b) or for all energy consumed in excess of 7 
kw-hr. per active room per month. 

1. The quantity of energy paid for at the primary rate (a) is not 

included in the energy computed at the secondary rate (b) 
or at the tertiary rate (c). 

2. In determining the number of active rooms, all rooms whether 

containing light or not shall be counted, except the following: 
three rooms (which are primarily or may be used as bed- 
rooms, including therein finished attic or garret rooms) bath- 
rooms, basements, garrets, closets and back porch; provided, 
however, that the number of active rooms to be counted in 
any single residence or apartment shall not exceed six. 

3. A room used as a children's nursery or work room and con- 

taining a couch sometimes used as sleeping quarters is not 
classed as a bedroom. 

4. Halls and hallways used and furnished as living rooms and 

having an area in excess of 120 square feet are classed as ac- 
tive rooms. 

5. A part of a room not cut ofiP by partition and door which is 

generally known as an alcove shall not be counted as an ad- 
ditional active room unless it is furnished and used for a dis- 
tinctly different purpose or its area exceeds 33%% of the total 
area of the room and alcove. 

6. Front, side and back porches with or without lights are not 

classed as active. Back porches are specifically excepted in 
rate schedules, as in many cases they are enclosed and used 
as a summer kitchen, or dining room, and, as such might 
be taken as a room. 

7. Where service for a barn or garage is supplied through the 

same meter as that through which service for the residence 
is supplied, all active rooms in garage or barn are added to 
those of the house and the rate applied. 

8. Where separate meters are supplied, a garage or bam shall be 

treated as a separate residence. 

9. All classes of domestic heating and power consuming devices 

may be supplied through the meter by which the lighting 
service is measured, in which case this rate shall apply. 
Battery charging outfits, refrigerating outfits, non-port- 
able air compressors or vacuum cleaners, or similar 
apparatus not In use between the hours of 4:30 p. m. 
and 8 : 30 p. m., may be supplied through the residence 
meter. 
Motors or other power consuming devices, when con- 
nected to residence service meter, must conform to the 
following rules: 
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All such motors and devices must be equipped with, 
starting or regulating apparatus to limit automati- 
cally the initial current in starting to an amount not 
exceeding 2^ times the full load current as deter- 
mined by manufacturer's rating. Motors or other 
devices having a rated capacity greater than ^ kw. 
shall be wound for 240 volts and customer shall ar- 
range . building wiring and meter loops for three-^ 
wire service and meter. 
10. Elevators and wireless telegraph apparatus using service inter- 
mittently shall not be supplied at residence rates or from resi- 
dence service connection. Such apparatus must be supplied 
from power mains and, where a special extension of power 
service is required, customer shall pay the cost of the nec- 
essary extension in accordance with the rules of the company^ 
governing such extension of service. Customer shall con- 
tract for service for such apparatus at the company's regular 
power rates. 
11. In apartment houses, each apartment shall be classed as a 
separate residence. The public portions of the building, such 
as hallways, elevators and enclosures, public dining rooms 
and kitchens, pantries, etc., connected therewith shall be 
treated separately. Service for such portions of the buildings 
may be purchased either under the residence ratCB (IV) or the 
standard commercial lighting rates (1-A) at the option of the 
purchaser. If service is furnished at the residence rate, (IV), 
the energy charge to be paid for monthly at the primary rate 
shall be computed upon the basis of one active room per floor 
(exclusive of basement) multiplied by the number of main 
entrances to the building, plus the rooms used as kitchens, 
building storerooms, pantries, dining rooms and offices. The 
active rooms in janitor's quarters, if supplied through the 
same meter as public portions of the building, shall be added. 
Janitor's quarters metered separately shall be treated as a 
separate residence. 

12. The residence schedule shall not be applied to any apartment 

house wherein the landlord or agent is billed for the entire 
service consumed in the building and rebills the service to. 
the occupants of the apartments. In such cases, the increment 
lighting rate (II) shall be used. 

13. The residence schedule shall not be applied to customers whose 

practice it is to have service cut off during the summer 
months. It shall be applied only to those who sign contracts 
providing for service by the year and who pay at least the 
minimum monthly payment provided for in the contract. 
When company is unable to read meters for any month or 
months, the quantity of energy to be paid for monthly at the 
primary rate shall be increased pro rata. 

14. Customers occupying a portion of a business building as a res- 

idence may combine residence service with commercial light- 
ing service through one meter. In no case, however, shall the 
residence rate be combined with the commercial lighting rate 
and residence rates cannot be applied to such combination 
service. 

I>. Minimum Payments. 

To customers executing company's standard form of residence 
lighting contract at foregoing rates and using the service for 
periods of one year or more, the minimum charge shall be 
50 cts. per month net. 
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E. The following shows the various contract forms under which resi- 
dence service is sold and the application of each form: 

Form No. Title Application 

193 9-W Contract for resi- Residence service for periods ol 

dence lighting one year or more, Standard Rate. 

service. 

2399-W Short-time resi- 
dence electric Short-time residence electric light- 
lighting service, ing service. 

V. PLAT RATE DISPLAY LIGHTING 

Company will sell service for Flat Rate Display Lifirhting controlled 
by company on yearly contracts, on the following basis of monthly 
payments : 

Dusk to 11 p. m. Dusk to 12 p. m. 

1850 hrs. 2200 hrs. 

200 watts or less $1.93 |2.17 

300 watts 2.90 3.25 

400 watts 3.87 4.33 

500 watts 4.83 5.42 

600 watts 5.80 6.50 

700 watts 6.78 7.58 

800 watts 7.73 8.67 

900 watts 8.70 9.75 

1.0 kilowatts 9.67 10.83 

1.5 kilowatts 14.50 16.25 

2.0 kilowatts 19.33 21.67 

2.5 kilowatts 24.17 27.08 

3.0 kilowatts 29.00 32.50 

3.5 kilowatts 33.83 37.92 

4.0 kilowatts 38.67 43.33 

4.5 kilowatts 43.50 48.75 

5.0 kilowatts 48.33 54.17 

6.0 kilowatts 58.00 64.00 

7.0 kilowatts 66 87 73.00 

8.0 kilowatts 75.00 82.00 

9.0 kilowatts 83.13 91.00 

10.0 kilowatts 91.25 100.00 

1. The foregoing flat rates include renewals of. carbon filament 

lamps only and include no other maintenance. 

2. Company will contract for flat rate display lighting burning 

during hours other than those specifled above, but not less 
than 1,100 hours per year, and the monthly bill therefor shall 
be computed as 1/12 of the annual bill determined by the ap- 
plication of the Standard Rate. 

3. (a) Company will supply and install on yearly contracts re- 

newals of Mazda sign lamps for flat monthly charge of 4 cts. 
per lamp installed. The foregoing applies to flat rate display 
lighting or to the equivalent display lighting supplied on a 
meter basis, providing service is used not to exceed 2,250 hours 
per year. For such service as is used in excess of 2,250 hours 
per year the renewals will be furnished at a proportionately 
increased monthly charge per lamp. The customer shall pur- 
chase from the company the first installation of such lamps 
and all Increases thereof, at the company's regular prices. 
<b) In case customer wishes to supply Mazda sign lamps in lieu 
of the carbon lamps, the renewals of which are furnished with- 
out charge by the company, customer may do so and receive a 
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reduction in the rate for service of 75 cts. and 90 cts. per montli 
per kw. of capacity of Mazda lamps for 11 and 12 o'clock 
burning respectively. 

(c) Company will supply plain Mazda, 5 watt, 12 to 13 volt sign 
lamps, and supply renewals thereof, at a charge equivalent to 
$12.00 per month per kw. of rated consumption of lamps in- 
stalled. This charge is to be added to the contract rates, after 
deducting the allowance for carbon l0rmps. 

Plain Mazda 2^^ watt, 12 to 13 volt sign lamps, will be similarly 
supplied at a charge equivalent to $24.00 per montlji ^per kw. 
of rated consumption of lamps installed. 

4. Where flashers are installed on signs, the demand and use of 

lamps on circuits controlled by the flasher shall be taken at 
75% of the rated consumption of such lamps. 

5. (a) The company will contract to inspect, clean and paint signs 

once a year, put all renewals in place, and maintain flasher, if 
any, for 1 ct. per month for each 10 watt carbon or 5 watt 
Mazda lamp contained in sign, 
(b) On contracts providing for the renewals of Mazda sign 
lamps in accordance with paragraph 3 (a) hereof, company 
will contract to inspect, clean and paint signs once a year and 
maintain flasher, if any, for % tc. per month for each 5 watt 
Mazda lamp and 1 ct. per month for each 2^ watt Mazda 
lamp contained in sign. 

VI. DISCOUNT FOR PROMPT PAYMENT 

1. On bills paid at office of company or its authorized collection 

agencies within ten days of date of bill, a discount of 5% of 
the first $25.00 of all biKs and 1% on amounts in excess of 
$25.00 will be given. 

2. On bills for electric service supplied to the federal, county and 

city governments, paid at the office of the company, or its 
authorized collection agencies, within 60 days of date of bill, 
the prompt payment discount provided for in the contract 
under which such service is sold will be allowed. 

VII. SHORT TIME RATES 

To customers obtaining service for periods of less than one year and 
subject to a charge for the cost of connection and disconnection 
of service and meter, the charge for electrical service shall be 
computed according to the following schedules and with the prompt 
payment discount set forth in Section VI, applying thereto, viz. : 

A. COMMEBCIAL LIGHTING SeBVICE. 

First 100 kw-hr. during any month 12 cts. per kw-hr. 
Next 100 " " " " 10 " 

Next 100 " " " " 8 " 

Next 300 " " " " 6 '* 

All energy in excess of 600 kw-hr. during any month 4 cts. per 
kw-hr. 

1. The foregoing rate includes free renewals of company's standard 

incandescent lamps and renewal allowances on tungsten or 
other special lamps. 

2. When free renewals of company's standard lamps or renewal 

allpwanc^es on tungsten or other special lamps are not ob- 
tained by customer, contract for service shall be endorsed 
"without lamp renewals," and the foregoing rate shall be re- 
duced one-half per cent per kw-hr. 

3. For reconnection of meter for the same customer upon the same 

premises a charge of $1.50 shall be made. 
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B. Residekce Lighting Smvica. 

1. The rate per kw-hr. for sbart time realdenoe electric li^tin«: 

senrlce, subject to the minimum mosthly paym^it of 50 eta. 
during any ihonth, shalLnbt exceed IScta^ 

2. The foregoing rate includes free renewals of company's standard 

incandescent lamps and renewal allowances on tungsten or 
other special lamps. 

3. For reconneotion of meter for the same customer upon the same 

premises a charge of |1.60 shall be made. 

C. Pown 8KBTIG& 

First 100 kw-hr. during any month 8 cts. j^ kw-'lff. 
Next 100 " " •• •• € " " " 

Next 10* " " " u ^ u u u 

Next 800 " " " " 4 •• " . " 

All energy in excess of 600 kw-hr. during any month 3 cts. per 
kw-hr. 

1. The foregoing rate is subject to the minimum monthly pajrment 

specified in Section II. 

2. For reconnection of meter for same customer upon the same 

premises a charge of %1M shall be made. 

VIII. RfiNTAL OF METERS 

A. In case the customer desires integrating watt-meters installed to 
measure the consumption of electrical energy by rarious floors, 
departments or tenants, company will install such meters upon 
yearly contracts and charge therefor the following: 

Charge for Installation 

Annual rental diargre 
Additional meten payable in 12 eaaal 
installed at same monthly installments 
One time as flrst or otberwise 

Size and type of meter meter meter, each as Agreed upon 

Single phase and 

direct current: 

10 amp and smaller $1.00 |0.50 $3.00 

15 amp. to 75 amp 1.50 .75 6.00 

100 amp. to 300 amp 3.00 1.00 12.00 

3 phase meters: 

5 amp. to 25 amp $1.50 $0.75 $6.00 

50 amp. to 150 amp 3.00 1.00 v 12.00 

The company will not obligate Itself to supply the readings of the 
individual meters, nor assume any responsibility for their ac- 
curacy. 

B. Should customers desire any rented meters tested and report 
thereon made, the company will make such test and report and 
charge therefor the following: 

Charge for Testing and Report. 

AdcHMonal meters tested 
One at same time as first 

Size of meter meter meter, each 

5 amp. to 25 amp $2.00 $1.00 

40 amp. to 150 amp 2.50 1.50 

IX. RATE FOR CHARGING ELECTRIC AUTOMOBILES 
Current, 5 cts. per kw-hr. Consumer must furnish rectifier. 
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X. RULES CONCERNING CUSTOMERS' DEPOSITS 

1. Cimtoiners who have no established credit rating are required to 
- furnish a financially reHH>n8ible guarantor* or make a cash de- 
posit equal in amount to two months' estimated bills. Minimum 
deposits in all cases to be 15.00. 

2. Customers who shall have teiled to make full payment to the c<Hn- 

pany of all previous service bills are required to pay all such bills 
before sei:Yice will be furnished. 

3. Customers who shall have fail^ to make full payment to the com- 

pany of all previous service bills are also required to make the 
cash deposit specified in' rule "1." 

4. Interest at the rate of 5% per annum will be pai^on renewai or 

withdrawal of deposit. 
Meters are owned by the utility. 
No charge is made fof connecting consumer's premises with lines. 

Street Lighting. 
Gkneral: 

40-— 600 c. p., 6.6 ampere, a* c. series gas filled tungsten lamps, 

burning all night, every night. Rate 148.74 per lamp per yeai". 

119 — 100 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 

burning all night, every night. Rate 122.04 per lamp per year. 

Obnamental: 

None. 

WILD ROSE. 

(Population, 551.) 
THE ROSE MILLING CO. 

Method of generation, steam and hydraulic. 

Daily operating period, dusk to 11 p. m. and 5 a. m. to daylight. 

CommerclAl Lighting. 

Five Ampere installation: 
Minimum monthly bill $1.00. 
First 6 kw-hr. consumed during the month 17 cts. 
Next 50 " " " " 13 " 
Next 50 " " " " 12 " 

Next 50 " " " " 10 " 
All above that amount 7% " 

Ten Ampere Installation: 
Minimum monthly bill $1.10. 

First 7 kw-hr. consumed during the month 17 cts. 
Next 50 " " " " 13 " 

Next 50 " " " " 12 " 

Next 50 " " " " 10 " 

All above that amount 7% " 

If bills for current consumec> during the preceding month are not 
paid by the 15th of the month said bill to be increased 10%. 

Rates for Moving Picture Machines. 

Minimum charge per month on a 40 ampere installation $7.00. 
Minimum charge por month on a 50 ampere installation |8.00 
First 100 kw-hr. per month 17 cts. per kw-hr. 
Next 100 " " 15 " " 

Next 100 " " 13 

Next 100 " " 10 " " 

All over 400 " " 7^6 " *' 

Company furnishes separate transformers, meter, cut-outs, and 
service wires in position on an installation charge of $10.00, 
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said $10.00 to be refunded to customer in case the service is 
maintained for one year. 
Riles Relating to Disconnection of Lines: ^ 

Lines are left up for one year after service is dlscontiniipf: If 
service is restored within one year after service wii^fi are 
taken dovrn, a reconnection charge of $3.50 is made. 3 • 
Meters are owned by the utility. 

No charg:e for connecting a buik'rtng to the line, except that' $1.00 
is charged for installing and testing the meter, and :tt said 
meter remains in f.rrvice for a period of one year the d!^siT is 
refunded. If meter Is taken out before the expiration of one 
year no refund is allowed. 

Street Iiighting. 

General: 

22 — 250 watt, 110 volt, a. c. multiple tungsten lamps, burning on 
a dusk to 11 p. m. moonlight schedule. Rate $39 per lamp 
per year. 
Ornamental: 
None. 

WILLIAMS BAT. 

(Population, 400.) 

SOUTHERN WISCONSIN ELECTRIC CO. 

Method of generation, steam and hydraulic. 
Daily operating period, continuous. 

PART I. 

CommeFciAl Lighting. 

Primary — 15 cts. net, 16 cts. gross per kw-hr. fcr the first 30 hours* 
use per month of active load. 

Secondary — 13 cts. net, 14 cts. gross per kw-hr. for the next 60 hours' 
use per month of active load. 

Excess — 7 cts. net, 8 cts. gross per kw-hr. for all in excess of 90 
hours* ues per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 

Class A shall include residences, dwellings, flats, rooming houses, 
hotels, sanitariums, hospitals, Y. M. C. A., and clubs In which 
meals and rooms are furnished. In this class 60 per cent of 
the first 500 watts connected, and 33%% of all in excess of 500 
watts connected shall be deemed active if the connected load 
is equivalent to 50 watts or more per opening. If the con- 
nected load is equivalent to less than 50 watts per opening, 60 
per cent of the first 500 watts connected, 33%% of the next 
1,500 watts connected, and 20% of all in excess of 2,000 watts 
connected shall be deemed active. 

Class B shall include banks, offices, stores, shops, saloons, billiard 
and pool halls, depots, theaters, lodge rooms, and clubs not in- 
cludable in Class A. In this class 70% of the first 2.5 kw. con- 
nected and 55 7r of all in excess of 2.5 kw. connected shall be 
deemed active. 

Class C shall include public buildings, schools, churches, factories, 
warehouses, stables, and garages. In this class, 55% of the 
total connected load shall be deemed active. For all lighting 
installations exceeding 5 kw. connected load, the active load 
shall, at the consumers' option, be determined by maximum de- 
mand meters. The connected load shall be represented by the 
total wattage of lamps connected. 
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Mintmum Charge: 

Under 1 kw. connected load $0.60 per month. 

From 1 to 2 " " " .80 

From 2 to 5 " " *' 1.25 

Over 6 " " " 2.25 

Flat Rate Sebvice: 
For window lighting, sign lighting and other lighting on com- 
pany's patrol service or controlled by time switch set by ^ the 
company: 
1% cts. per month per vratt connected less 10% discount if bills 
are paid within 10 days after date of billing. 

Commercial Power. 
Primary — 7% cts. net, 8% cts. gross per kw-hr. for the first 15 hours* 

use per month of active load. 
Seccndary — 5% cts. net, 6V6 cts. gross per kw-hr. for the next 30 

hours* use per month of active load. 
Excess — 3 cts. net, 4 cts. gross per kw-hr. for all in excess of 45 
hours* use per month of active load. 
The difference between gross and net rate shall constitute a dis- 
count If bills are paid within 10 days after date of billing. 
Active load to be determined as follows: 
90 per cent of the first 10 h. p. installed shall be deemed active 
75 " " next 20 " 

60 " " next 30 " 

50 " all over 60 " 

Minimum Civarge: 
75 cts. per month for the first h. p. connected and 25 cts. per 

month for each additional h. p. connected. 
For power used during off-peak hours and measured on the pri- 
mary side of the power transformers, or if primary motors 
are used, installation to be 50 h. p. or above; regular power 
rate with 4 cts. per kw-hr. maximum price guarantee. 

OooUnir and Heating 

Primary — 10 cts. net, 10% cts. gross per kw-hr. for the first 10 

kw-hr. used per month. 
Secondary — 2% cts. net, 3 cts. gross per kw-hr. for all over 10 kw-hr. 
used per month. 
The difference between gross and net rate shall constitute a dis- 
count if bills are paid within 10 days after date of billing. 
Minimum Charge: 
124.00 per year up to and including 6 kw. of aggregate connected 

load. 
14.00 per year for each additional kw. of aggregate connected load. 

Wholesale Ught and Power. 

Primary Charge — $2.40 per month per kw. of maximum demand up 
to and including 50 kw. 
$2.00 per month per kw. of maximum demand over 50 kw. 
Secondary Charge — 5 cts. per kw-hr. for the first 1,00 kw-hr. used per 
month. 
3 cts. per kw-hr. for the next 4,000 kw-hr. used per month. 
1.1 " " " " " 25,000 

0.9 " " " for all over 30,000 
Meters are owned by the utility. 

No charge is made for connecting consumer's premises with lines. 
The company shall have the right at any time to require the cus- 
tomer to make a reasonable deposit in advance to secure the 
payment of bills, such deposit, if requested by the customer, 
to bear interest as provided in receipt issued by the company. 
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PART II. 

Rates for all year service outside village limits. See Part II of 
Delavan schedule. 

PART III. 

Rates for summer service. See Part III of Delavan schedule. 
Street Lighting. 
None. 

WILMOT. 

(PopulatioUp 475.) 

CAREY EliEOTRIOAIi A MILLING CO. 

Method of generation, hydraulic and gas. 
Daily operating period, continuous. 

Cominerclal Lighting. 

Minimum charge per month 11.00. 
Current 13 cts, per kw-hr. 

Commercial Power. 

Minimum charge per month 10.75 per h. p. connected. 
First 10 kw-hr. per month per h. p. connected 10 cts. per kw-hr. 
Next 10 " " " " " 8 

Next 10 '* " " '* " 5% " 

All over 30 " " " " " 3 

Discount of 1 ct. per kw-hr. on all bills if paid by the 10th of tlie 
month following that for which service was rendered. Addi- 
tional discount of 10% on bills from $5 to $10 and 10% on bills 
over $10. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Street Lighting. 

None. 

WILTON. 

(Population, 510.) 

WILTON LIGHT & POWER CO- 

Method of generation, hydraulic. 
Dally operating period, continuous. 

Commercial Lighting. 

Current, 12 V^ cts. per kw-hr. 

Following discounts allowed if bills are paid within 10 days from 
date: 

First 20 kw-hr 10% discount 

Next 30 " 20% 

All over 50 " 30% 

Meters are owned by the utility. 

Consumers are charged the cost of wire used for connection with 
lines. 

Street Lighting. 

General: 

26 — 60 watt, 220 volt, d. c, multiple tungsten lamps, burning froni 
dusk to 11 p. m. Rate $22.75 per lamp per year. 
Ornamental: 

None. 
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WINEOONNE. 

(Population, 940.) 

WINNEOONNE HEAT, LIGHT AND POWER CO. 

Method of generation, gas producer. 
D&ily operating period, continuous. 

Commercial Power. 

Minimum monthly bill, $1.00. 

From 1 to 9 kw-hr. during the month, 20 cts. 

10 " " •* 19 " 

11 " 14 " *• " 18 " 
15 " 20 " " " 17 " 

" 21 " 24 " " " 16 '* 

25 " 30 " " '' 15 ** 

" 31 " 34 ** " " 14 " 

" 35 " 40 " " " 13 " 

" 41 " 44 " " " 12 " 

" 45 " 50 " " " 11 " 
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50 and over " " 10 

Discount 5% if paid by the 10th of the month. 
Some meters are owned by the consumers and some by the utility. 
No charge is mada for connecting consumer's premises with lines. 

Street Ltighting. 

General: 

44 — 60 watt, 112 volt, d. c, multiple tungsten lamps, burning on 
an all-night moonlight schedule. Current metered at 17 cts. 
per kw-hr. 
Ornamental: 
None. 

WITHEE. 

(Population, 443.) 
MUNIOIPAIi PliANT. 

Method of generation, steam. 

Daily operating period, sunset to midnight. 

Commercial Ughtiiig. 

Meter Rates: 

Service charge: 25 cts. per meter per month. 

Output charge: 14 cts. gross, 13 cts. net per kw-hr. 

Discount to apply if bill is paid before the 15th of month follow- 
ing month for which bill is rendered. 
Flat Rates: 

The utility shall not be required, at its own expense, to furnish 
or install meters for any consumer using less than four 50-watt 
units, or the equivalent thereof, in any one building, and the 
utility is authorized to charge residence consumers using 
two or more such units a flat rate of 50 cts. per month per 
unit for the first two units or equivalent. For each 50-watt 
unit or equivalent in addition to the first two the charge shall 
be 35 cts. per month per unit or equivalent. 

For commercial consumers using two or more 50- waft units or 
equivalent the charge shall be 75 cts. per month per unit for 
the first two units or equivalent, and 50 cts. per month per unit 
for each additional 50-watt unit or equivalent; or the utility 
may, at its own option, install a meter for any such consumer, 
in which event the rate shall be as specified above. 
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Penalty : 
10% shall be added to all flat rate bills If not paid before the 15th 

of month following month for which bill is rendered. 
Minimum Rate: 

In every case where a meter is installed the minimum charge la 

$1.00 per month. For flat rate customers the minimum charge 

is 11.00 per month in residences and 11.50 per month in places 

of business. 
Meters are owned by the consumers. 
Consumers pay the cost of connecting building with lines. 

Street lAghting, 

Oenebal: 

12 — 250 watt, 220 volt d. c. multiple tungsten lamps burning on a 

moonlight midnight schedule. Rate |50 per lamp per year. 

8 — 100 watt, 220 volt d. c. multiple tungsten lamps burning on a 

moonlight midnight schedule. Rate $31 per lamp per year. 

Ornamental: 

None. 

WITTENBESa. 

(Population, 1,090.) 

WITTKNHBRO ELECTRIC OO. 

Method of generation, hydraulic and steam. 
Daily operating period, dusk to dawn. 

•Oommercial liighting. 

Meter Rates: 

Minimum monthly charge, |1.00. 
Current 12 cts. per kw-hr. 

The following discounts will be allowed if paid within 10 days 
from (^ate of bill: 
15 to 50 kw-hr. 10% discount. 
50 " 100 " 15% 
100 " 250 " 20% 
250 " 500 " 25% 
Government Indian school, 9% cts. net per kw-hr. 
Homme's Orphan Home and Old Folks* Home, 8 cts. net per kw-hr. 
Flat Rates: 

$1.00 per month not exceeding four lamps. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises wUh llaes 

Street lii^hting. 

General: 

15 — 400 c. p., 6.6 ampere, a. c. series gas filled tungsten lamps, 

burning on a dusk to midnight-moonlight schedule. 
3 — 400 watt, 110 volt, a. c, multiple gas filled tungsten lamps, 

burning on an all-night every-night schedule. 
The flat charge of $1,000 per year includes current furnished for 
18 street lamps and for lighting the village hall. 
Ornamental: 
None. 

WONEWOC. 

(Population, 789.) 

MUNIOIPAJL PLANT. 

Method of generation, steam. 

Daily operating period, dusk to daylight. 
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Commercial Iiighting. 

Minimum charge per month, $0.75. 
Current, 9 cts. per kw-hr. 

Penalty of 5 cts. per kw-hr. if bill is not paid within ten days from - 
date. 
Meters are owned by the utility. 

A charge of $1.00 is made for connecting consumer's premises with 
lines. 

Street Lightiiig. 
General: 
65 — 60 c. p., 6 ampere, a. c. series tungsten lamps, burning on an 
all-night moonlight schedule. Rate $15 per lamp per year. 
Ornamental: 
None. 

WOODLAND. 

(Population, 250.) 
WOODIiAND lilGHT & POWER CO. 

Method of generation 

Daily operating period 

Commercial Lil^ting. 

Minimum charge per month, $1.00. 

Current* 15 cts. per kw-hr. 
Meters are owned by utility. 
No charge is made for connecting consumer's premises with lines 

Street Lighting. 

No data. 

WOODVILLE. 

(Population, 350.) 

BURKHARDT MILIiING & EliECrTRIO POWER CO. 

Method of generation, hydraulic. 
Daily operating period, continuous. 

Commercial Iiighting. 

Current, 12% cts. per kw-hr. 

Minimum monthly charge, . $1.00 per month with a 20% discount if 

paid before the first of the month. 
Discounts, if bills are paid by the first of the month: 
Monthly bills up to 40 kw-hr. 20% 

40 to 60 kw-hr. 25% 

60 to 100 kw-hr. 30% 

100 fo 150 kw-hr. 35% 

150 kw-hr. or over 40% 
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Cooking Rate. 

Minimum charge per month, 75 cts. 

Current 3 cts. per kw-hr., with a discount of 10% if bills are paid 
within 10 days from date. 

Commercial Power. 

Minimum monthly charge: 

$1.35 per h. p. for the first h. p. 
$1.00 per h. p. for each additional h. p. 
Current, 5 cts. per kw-hr. 
81 — E. R. 
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Discounts: 
For motors using 50 kw-hr pti month per h. p. 20% 

75 ** " " 30% 

•* • " 100 " " " 40% 

" 150 " " " 50% 

Where service has been discontinued, a charge of $1.00 is made .for 

reconnection. 
Meters are owned by the utility. 
No charge is made for connecting consumer's premises with lines. 

Rural Sei'vice. 

Current, 10 cts. per .kw-hr. 

Discount if bills are paid by the 10th of the month: 
Monthly bills up to 40 kw-hr. 20% 
" 40 to 60 kw-hr. 25% 
60 to 100 kw-hr. 30% 
100 to 150 kw-hr. 35% 
150 kw-hr. or over 40% 
Minimum charge of $3.13 per month for electric lights and appli- 
ances, including one 1 h. p. motor, and $1.25 per month for 
each additional h. p. "20% discount if paid before the 10th of 
the month. 

Rate for Motors Used for Silo Pillers. 

30 cts. per h. p. per day. 

All motors of 15 h. p. and larger to be three phase. 
Customers required to build their own lines to company's power 
line and furnish all apparatus except meters. 

Street Lighting. 
Genebal: 
15 — 100 watt, 110 volt, a. c. multiple tungsten lamps, burning all 
night, every night. Rate $20 per lamp per year. 
Ornamental: 
None. 

WYOOENA. 

(Population, 425.) 

OOIiUMBIA COUNTY MGHT & POWER CO. 

Method of generation, hydraulic and steam auxiliary. 
Daily operating period, dusk to 11 p. m. and 5 a. m. to dawn. 

ComiDnercial liighting. 

Meter Rates: 

Minimum monthly bill. 50 cts. 

Current, first 10 kw-hr. 10 cts. per kw-hr.; over 10 kw-hr. 5 cts. 
per kw-hr. 
Flat Rates: 

25 cts. per 16 c. p. lamp per month. 

Columbia county asylum 347 16 c. p. lamps, $64.25 per month. 
Meters are owned by the consumers and utility. 
No charge is made for connecting consumer's premises vith lines. 

Stree4; Lighting. 

Geneelal: 
16 — 32 c. p., a. c. tungsten lamps, burning from 7 to 11 p. m. in 
summer and from 4:30 to sunrise in winter. Rate fl6 per 
lamp per year. 
Ornamental: 

MnnA 
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